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SUMMARY  OF  OPERATIONS  OF  GAS  AND  ELECTRIC  COM- 
PANIES, 1908-1910. 

[Data  setting  forth  operations  for  a period  of  time  cover  the  calendar  years  specified.  Data 
pertaining  to  a particular  date  are  for  the  end  of  the  year  specified.  Intercompany  sales  are  elimis 
nated  from  gas  revenues  and  corresponding  debits  from  operating  expenses;  incidental  receipt, 
from  the  sale  of  residuals,  etc.,  are  also  credited  to  expenses.  Electrical  revenues  are  not  so  treated 
The  combined  figures  of  the  latter  part  of  the  summary  are  entirely  gross  and  involve  much  dupli- 
cation both  of  capitalization  and  income.] 


Item 

Gas 

Number  of  gas  works 

Manufacturing  capacity  (M  cu.  ft.  in  24  hrs.) . 

Number  of  gas  holders 

Holder  capacity  (M  cu.  ft.) 

Miles  of  main 

Increase  per  cent 

Number  of  street  lamps 

Number  of  service  pipes 

Number  of  meters  owned 

Amount  of  fixed  capital  installed  during  year.  . 

Number  of  consumers 

Increase  per  cent 

Number  of  employees  6 

Total  wages  and  salaries  6 

Increase  per  cent 

Gas  manufactured  (M  cu.  ft.) 

Average  daily  make 

Increase  per  cent 

Gas  sold  (M  cu.  ft.  distributed)  8 

Increase  per  cent 

Revenue  from  sales 

Average  price  per  M cu.  ft.  (cents) 

Operating  expenses  (less  residuals,  etc.,  sold) . . 

Increase  per  cent 

Depreciation 

Taxes 

Uncollectible  gas  bills 

Total  revenue  deductions 

Increase  per  cent 

Average  per  M cu.  ft.  (cents) 

Operating  income 

Increase  per  cent 


1908 

1909 

1910 

126 

i 26 

2 24 

227,828 

227,828 

229,450 

133 

133 

132 

157,729 

157,729 

163,079 

3,431.12 

3,537.37 

3,641.54 

0.014 

3.10 

2.94 

43,743 

44,052 

44,175 

361,892 

370,793 

378,134 

1,243,613 

1,286,592 

1,340,526 

$2,656,495 

8 $3,282,824 

$4,042,567 

1,085,486 

1,165,798 

1,236,062 

4 

7.40 

6.03 

7,798 

8,754 

10,051 

$6,338,947 

$6,872,791 

$7,864,468 

7 

8.42 

14.43 

36,511,025 

39,415,444 

41,904,066 

99,757 

107,988 

114,806 

7 

8.25 

6.31 

34,290,407 

36,698,148 

39,168,401 

7 

7.02 

6.73 

9 $27,982,499 

$29,833,599 

$31,863,755 

10  81.60  (94.51) 

81.29 

81.35 

$16,889,354 

$15,711,709 

$16,586,126 

7 

D 6.97 

5.57 

ii  $3,527,930 

$1,544,744 

$1,664,414 

2,416,836 

1,817,825 

2,081,255 

324,235 

195,036 

160,359 

23,158,355 

19,269,314 

20,492,154 

7 

D 16.79 

6.35 

67.54 

52.51 

52.32 

$4 , 824 , 144 

$10,564,285 

$11,371,601 

7 

118.99 

7.64 

For  footnotes  see  page  12. 


[11] 


12  Public  Service  Commission  — First  District. 


Summary  of  Operations  of  Gas  and  Electric  Companies  — Continued. 


Item 

1908 

1909 

1910 

Electricity 22 

Number  of  central  stations 

17 

72 15 

43 13 

Boiler  capacity  (h.p.) 

151,530 

158,804 

157,406 

Engine  capacity  (h.p.) 

322,306 

318,012 

343,132 

Generating  capacity  (k.w.) 

213,685 

224,527 

227,667 

Connected  load  (50-watt  equivalent) 

14 

10,813,158 

12,222,711 

Number  of  strept  lamps  14 

22,004 

25,821 

29,155 

Miles  of  mains  and  feeders  18 

9,516.1 

10,899.45 

12,132.37 

Increase  per  cent 

8.38 

14.54 

11.31 

Number  of  services  14 

Number  of  meters  owned 

155,844 

175,299 

205,322 

Amount  of  fixed  capital  installed  during  year  16. 

$4,378,726 

$2,427,115 

$5,887,844 

Number  of  consumers 

108,732 

128,052 

157,458 

Increase  per  cent 

4 

17.77 

22.96 

Number  of  employees  6 , . 

5,579 

6,678 

7,320 

Total  wages  and  salaries  6 17 

$4,518,044 

$5,235,405 

$5 , 856 , 837 

Increase  per  cent 

7 

15.88 

11.87 

Output  of  stations,  kw.hrs  18 

447,174,197 

467,474,357 

520,136,638 

Average  daily  output 

1,221,787 

1,280,752 

1,425,032 

Increase  per  cent 

7 

4.83 

11.27 

Kilowatt  hours  sold  19 

346,658,435 

362,068,605 

403,595,438 

Increase  per  cent 

7 

4.45 

11.47 

Revenue  from  sales  20 

$21,920,243 

$23,622,432 

$26,021,461 

Average  price  per  kw.hr.  (cents) 

6.323 

6.524 

6.447 

Miscellaneous  electric  revenue 

$2,564 

$26,321 

$75,304 

Operating  expenses  20 

9,378,142 

9,937,967 

10,923,665 

Increase  per  cent 

7 

5.97 

9.92 

Depreciation 

$2,594,312 

$2,782,694 

$3,098,712 

Taxes 

1,406,672 

1,508,636 

1,636,470 

Uncollectible  electric  bills 

171,813 

180,557 

130,039 

Total  revenue  deductions 

13,550,939 

14,409,854 

15,788,886 

Increase  per  cent 

7 

6.34 

9.57 

Average  per  kw.hr.  (cents) 

3.909 

3.980 

3.912 

Operating  income 

$8,371,868 

$9,238,899 

$10,307,879 

Increase  per  cent 

7 

10.36 

11.57 

1 The  gas  works  of  the  Northern  Union  Gas  Co.  at  West  Farms  road  and  173d  street  not  in 
operation. 

2 The  works  of  the  Northern  Union  Gas  Co.  at  West  Farms  road  and  173d  street,  and  the 
water  gas  works  of  the  Brooklyn  Borough  Gas  Co.  at  West  5th  street,  Brooklyn,  not  in  operation. 

3 Excludes  a correcting  entry  for  Queens  Borough  Gas  and  Electric  Co.  of  $17,772. 

4 Returns  for  1907  confuse  number  of  consumers  and  number  of  consumers’  meters. 

5 Excludes  general  officers.  The  distribution  of  employees  of  gas-electrical  companies  between 
departments  is  not  available  and  has  been  estimated  on  the  basis  of  total  compensation,  figures 
for  which  are  reported  separately  for  the  two  departments. 

includes  compensation  of  general  officers;  also  compensation  of  employees  engaged  in  con- 
struction work,  etc. 

7 Reports  as  of  December  31,  1907,  are  for  six  months  only.  Therefore  the  data  for  the  com- 
putation of  this  entry  are  not  available. 

8 Westchester  Lighting  Co.  sales  to  consumers  are  not  included,  but  the  sales  of  Consolidated 
Gas  Co.  to  Westchester  Lighting  Co.  are  included. 

9Does  not  include  $4,424,234.07  excess  charges  to  consumers  reserved  by  the  companies  of 
the  Consolidated  system,  since  decided  by  the  United  States  Supreme  Court  to  be  the  property 
of  the  consumers. 

10  94.51  cents  per  M cu.  ft.  was  the  price  originally  charged  to  the  consumers,  and  81.60  cents 
the  price  finally  paid.  The  former  is  arrived  at  by  including  the  gas  of  the  companies  of  the  Con- 
solidated system  (not  the  Astoria  Light,  Heat  and  Power  Company,  which  charged  only  80  cents 
per  M cu.  ft.)  at  the  price  charged  to  consumers,  namely,  $1.00  per  M cu.  ft.;  the  latter,  by  deduct- 
ing the  amount  reserved  by  the  companies  of  the  Consolidated  system,  and  later  refunded  when 
the  United  States  Supreme  Court  declared  80-cent  gas  constitutional. 

11  Includes  both  depreciation  and  contingencies,  which  were  not  separated  prior  to  January 
1,  1909,  at  which  date  the  Uniform  System  of  Accounts  went  into  effect. 

12  The  Gold  Street  station  of  the  New  York  Edison  Company,  which  served  as  a “ stand-by 
station”  and  generated  no  electricity  during  the  year,  is  not  included. 

13  The  Gold  Street  and  12th  Street  stations  of  the  New  York  Edison  Company,  which  served 
as  “ stand-by  stations”  and  generated  no  electricity  during  the  year,  are  not  included. 

14  Returns  incomplete. 

16  Richmond  Light  & Railroad  Co.  states  “ No  record.”  . 

18  Excludes  electrical  subway  companies.  Includes  Brush  Electric  Illuminating  Co.  and  Kmgs 
Co.  Electric  Light  and  Power  Co. 
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Summary  of  Operations  of  Gas  and  Electric  Companies  — Con  eluded. 


Item 

1908 

1909 

1910 

Gas  and  Electric  Companies  Combined  21 

Operating  income 

$13,196,012 

$19,803,184 

$21,679,480 

Non-operating  income 

6,659,942 

6,590,221 

7,084,860 

Gross  income  applicable  to  corporate  and 

leased  properties 

19,855,954 

26,393,405 

28,764,340 

Increase  per  cent 7 

32.92 

8.98 

Interest,  rent  and  other  income  deductions.  . . . 

$10,691,658 

$9,558,029 

$9,245,004 

Net  corporate  income 

9,164,296 

16,835,376 

19,519,336 

Increase  per  cent 7 

83.71 

15.94 

Dividends 

$7,462,706 

$8,416,651 

$9,588,351 

Accumulated  surplus 

23,055,817 

30,242,605 

40,954,864 

Increase  for  year 

D 1,336,747 

7,186,788 

10,712,259 

Per  cent  increase 7 

31.17 

35.42 

Capitalization  (stocks  and  funded  debt) 23 ... . 

$351,769,519 

$351,563,949 

$353,919,799 

17  Includes  compensation  of  electric  but  not  of  railroad  department  of  Richmond  Light  & Rail 
road  Co.  Excludes  compensation  of  general  officers  of  this  company  for  1908. 

18  Excludes  current  delivered  to  the  railroad  department  of  the  Richmond  Light  & Railroad  Co. 
The  amount  is  not  available  for  1908,  but  has  been  estimated  to  be  5,061,212  kw.  hrs.  on  the 
basis  of  1909  ratio  of  D.  C.  current  used  by  the  railroad  to  that  generated. 

19  Excludes  Westchester  Lighting  Company  and  the  current  delivered  to  the  railroad  depart- 
ment of  Richmond  Light  & Railroad  Co.  The  latter  company  reports  no  record  of  the  current 
sold  to  the  public  during  1908.  On  the  basis  of  the  ratio  of  current  available  to  current  sold  in 
1909,  the  amount  is  estimated  at  4,562,836  kw.  hrs. 

20  Includes  a duplication  of  intercompany  sales  as  follows:  $523,434.13  for  1908;  $532,978.43 
for  1909;  and  $545,869.21  for  1910.  These  figures  are  the  aggregates  reported  by  the  purchasing 
companies.  The  same  duplication  occurs  in  operating  expenses. 

21  Data  for  the  railroad  department  of  the  Richmond  Light  & Railroad  Company  are  not  elim- 
inated from  the  combined  figures  except  from  the  entries  for  operating  income. 

22  Excludes  electrical  subway  companies. 

23  Excludes  capitalization  of  the  electrical  subway  companies,  which  for  1908,  1909  and  1910 
amounted  to  $24,346,000,  $24,991,000  and  $26,749,000,  respectively.  Includes  the  capitalization 
of  lessor  companies.  The  capitalization  of  the  electrical  department  of  the  Richmond  Light  & 
Railroad  Co.  for  1908,  1909  and  1910  was  estimated  by  finding  the  ratio  of  fixed  capital  in  this 
department  to  the  total  fixed  capital  of  this  company  on  December  31,  1910.  This  was  found  to 
be  43  per  cent.  Hence,  only  43  per  cent  of  the  total  capitalization  of  the  Richmond  Light  & 
Railroad  Company  is  included  here. 


Period  of  this  Statistical  Report. 

In  the  annual  report  of  the  Commission  for  1909  there  were 
presented  (Yol.  III.,  pages  396-412)  preliminary  abstracts  of  the 
annual  returns  of  gas  and  electric  companies  for  the  year  1909. 
Preliminary  abstracts  of  the  annual  returns  for  1910  were  pre- 
pared early  in  1911  and  furnished  to  such  persons  as  made  appli- 
cation for  them.  In  neither  case  was  it  possible  to  make  any 
corrections  in  the  returns  other  than  those  pertaining  to  gross 
inaccuracies  or  errors  of  classification  disclosed  in  a superficial 
examination. 

The  returns  for  both  years  have  since  been  subjected  to  critical 
examination,  and  corrections  of  errors  have  been  required  on  the 
part  of  the  reporting  company.  The  process  of  correction  was  in 
some  cases  quite  tedious  and  was  not  completed  at  the  time  this 
report  was  sent  to  the  printer,  so  that  certain  corrections  have  been 
made  in  proof. 

Since  this  statistical  report  covers  a period  of  two  years,  the 
appended  tables  showing  important  operations  are  double  the 
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usual  number.  The  table  for  1910  immediately  follows  the  one 
for  1909,  the  two  being  identical  in  form,  and  the  dates  are  made 
conspicuous  in  order  to  prevent  possible  confusion.  Statistics 
of  plant  and  equipment,  however,  are  contained  in  a single  set  of 
tables,  primarily  for  1910,  but  in  general  showing  two-year  changes 
with  an  indication  of  which  portion  of  the  changes  pertains  to 
1909  and  which  to  1910.  The  summaries  are,  of  course,  com- 
parative. 

The  returns  for  the  years  1909  and  1910  are  naturally  more 
nearly  entirely  comparable  with  each  other  than  is  ordinarily 
possible  even  for  two  successive  years,  since  needed  corrections 
in  the  1909  returns  revealed  by  1910  data  and  comparisons  can 
this  time  be  made  before  publication.  Furthermore,  the  financial 
returns  for  both  years  are  on  the  basis  of  the  prescribed  uniform 
system  of  accounts  which  went  into  effect  January  1,  1909.  These 
circumstances  suggest  the  difficulties  that  beset  an  attempt  to 
carry  back  on  a reliable  basis  such  statistics  as  are  contained  in 
the  above  three-year  summary.  Caution  is  especially  necessary 
as  regards  the  financial  data. 

LOAD  FACTORS  AND  RATES. 

The  statistical  data  contained  in  this  volume  have  an  important 
general  bearing  upon  the  question  of  rates  for  the  supply  of  gas 
and  electricity.  The  correctly  made-up  income  account  of  a 
company  shows  the  amount  of  return  to  capital.  To  determine  the 
rate  of  return  is  more  difficult,  since  neither  a company’s  capital- 
ization nor  its  capital  accounts  can  be  accepted  as  truly  represent- 
ing extant  capital  in  use.  But  what  is  lacking  here  can  be 
supplied  by  estimation  or  by  more  or  less  complete  and  detailed 
re-valuation.  The  question  as  to  whether  it  is  fair  or  not  to 
require  or  allow  a general  reduction  or  increase  of  rates  will 
naturally  be  decided  in  this  way. 

There  is  another  aspect  of  the  rate  question  which  is  usually 
of  less  practical  importance  in  a particular  case  only  because  it  is 
ordinarily  assumed  that  the  rate  schedule  will  conform  to  estab- 
lished custom.  It  i's  of  great  general  or  scientific  interest  to  deter- 
mine how  the  total  cost  shall  be  distributed  between  the  different 
classes  of  consumers  and  conditions  of  service  in  a way  to  make 
their  shares  equitable  and  the  total  burden  as  light  as  practicable ; 
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in  other  words,  how  rates  shall  vary  in  relation  to  each  other 
as  the  conditions  and  character  of  service  and  demand  vary.  It 
is  in  relation  to  this  aspect  of  the  rate  question  that  load  factors 
— which  are  indices  of  the  degree  of  utilization  of  fixed  capital  — 
are  especially  important.  The  general  statistics  contained  in  this 
volume  are  naturally  of  little  avail  for  the  consideration  of  this 
aspect  of  rates. 

Load  Factors. 

The  utilization  of  full  productive  capacity  continuously,  day 
by  day  and  year  by  year,  is  the  ideal  limit  of  industrial  efficiency 
for  fixed  capital.  For  human  beings  the  criterion  of  perfect  econ- 
omy would  be  very  different.  Even  for  the  material  instruments 
of  production,  maximum  economic  efficiency  may  require  some- 
thing less  than  absolutely  continuous  use.  Machines  as  well  as 
men  appear  to  need  rest.  Repairs  at  least  must  be  provided  for 
by  occasional  suspension  of  use.  But  with  human  endurance  and 
the  conditions  of  demand  ideally  favorable,  so  much  more  use 
could  be  got  out  of  a fixed  investment  than  is  obtained  at  present 
that,  for  practical  comparative  purposes,  in  order  to  get  the 
potential  output  of  a machine  or  plant  for  a day  or  a year,  we  may 
multiply  the  number  representing  capacity  by  the  number  repre- 
senting time,  disregarding  the  necessity  of  occasional  breaks  in 
the  continuity  and  completeness  of  operation. 

The  reasons  why  machines  are  not  utilized  all  the  time  to  their 
full  capacity  are  economic.  Physical  or  mechanical  limitations 
play  so  small  a part  that  for  present  purposes  they  may  be  simply 
disregarded.  Breakdowns  and  periodical  overhaulings  could  be 
largely  reduced  or  the  stoppage  and  delay  incident  to  them  done 
-away  with  if  intervals  of  reduced  utilization  were  not  inevitable. 
They  could  be  provided  for  statistically  by  distinguishing  between 
the  rated  capacity  of  a plant  and  its  actual  working  capacity  for  a 
given  period.  This  distinction,  however,  is  of  so  little  practical 
importance  that  there  are  now  no  recognized  and  accepted  stand- 
ards according  to  which  actual  working  capacity  for  a month 
or  year  may  be  computed. 

Perhaps  the  difference  between  rated  capacity  and  actual  work- 
ing capacity  is  now  tending  to  disappear.  Modern  technology 
is  making  uninterrupted  use  of  certain  engines  for  long  periods 
possible.  But  until  the  economic  obstacles  to  continuous  use 
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are  done  way  with,  the  arbitrariness  of  the  accepted  methods  of 
determining  rated  capacity  need  occasion  no  trouble.  Somewhat 
arbitrary  physical  measures  that  are  clear  and  intelligible  are  of 
more  use  for  statistics  than  theoretically  better  measures  not  easily 
applied.  Careful  studies  of  the  relation  between  rated  capacity 
and  actually  available  capacity  for  periods  of  varying  length,  it 
is  true,  would  be  well  worth  while. 

The  economic  adjustment  of  fixed  capital  to  demand  is  the 
question  here  to  be  considered.  It  is  practically  convenient  but 
not  exactly  in  accordance  with  facts  to  assume  that  it  makes  no 
difference  as  regards  the  amount  of  investment  whether  needed 
capacity  is  fixed  by  a brief  peak  or  by  a continuous  demand.  A 
given  physical  capacity  intended  to  be  available  only  for  a short 
period  of  maximum  demand  may  be  obtained  by  a somewhat 
smaller  investment  than  if  intended  to  meet  a continuous  demand, 
provided  attention  be  given  to  economies  directly  related  to  the 
incidence  of  the  load  factor.  In  other  words,  the  peak  may  be 
provided  for  by  cheap  and  inefficient  supplementary  machinery 
not  regularly  used.  But  the  larger  investment  required  for  a plant 
economically  providing  for  continuous  operation  would  be  in- 
significant as  compared  with  the  gain  from  nearly  constant  de- 
mand. A more  uniform  rate  of  manufacture,  moreover,  tends 
to  reduce  operating  costs  per  unit  at  the  manufacturing  plant. 
Thus  it  is  on  the  whole  fair  to  assume  that,  other  things  equal, 
investment  is  proportioned  to  capacity  and  that  there  is  no  prac- 
ticable way  of  providing  for  demand  peaks  except  by  making  an 
investment  that  is  at  other  times  unutilized. 

Limitations  due  to  the  somewhat  arbitrary  and  seemingly  unsuit- 
able nature  and  meaning  of  rated  capacity  will  not  be  further 
considered.  Fundamentally  it  is  general  economic  causes  that 
make  it  impossible  to  utilize  all  instruments  of  production  contin- 
uously and  fully.  In  what  situations  do  these  causes  operate  and 
what  are  the  available  numerical  indices  of  their  importance  ? 
These  indices  are  called  load  factors.  The  standard  load  factor 
is  for  the  present  sufficiently  described  as  the  ratio  of  average  to 
maximum  demand.  For  demand,  “ output  ” or  production  (gas) 
may  be  a sufficient  substitute  for  comparative  purposes. 

The  relation  of  demand  to  capacity  is  simplest  and  most  satis- 
factory when  at  every  moment  it  fits  into  and  equals  capacity  to 
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supply.  But  an  exact  fit  is  scarcely  conceivable.  So  far  as  demand 
falls  short  of  this,  the  burden  of  fixed  charges  upon  the  consumer 
must  be  increased  unless  an  adjustment  of  the  rate  of  supply 
can  be  effected  by  absorbing  and  releasing  at  will  parts  of  the 
supply  on  their  way  between  producer  and  consumer.  If  the 
product  can  be  stored  at  no  cost  the  conditions  of  varying  demand 
are  easily  dealt  with.  If  it  cannot  be  stored,  variation  of  demand 
is  all-important.  Material  goods  can  usually  be  stored,  though 
never  without  cost  and  the  period  of  storage  is  subject  also  to 
other  limitations.  Services  in  general  cannot  be  stored.  Hence  the 
really  difficult  problem  of  utilizing  a fixed  investment  to  the  full 
occurs  when  the  utility  supplied  is  a service  or  process  instead  of 
a thing.  Bor  present  purposes  this  line  need  not  be  drawn  scien- 
tifically. It  does  not  matter  that  the  thing  or  material  good  is 
valued  only  for  its  processes  or  “ services.7’  If  it  is  the  thing 
that  is  supplied  commercially  rather  than  the  service,  or  vice 
versa,  the  situation  in  relation  to  demand  is  greatly  affected.  Load 
factors  are  of  special  interest  wherever  the  commercial  product 
is  a service  rather  than  a material  good. 

There  are  various  gradations  of  dependency  on  demand  within 
the  “ service  77  class  of  cases.  Public-service  corporations  are  the 
conspicuous  group  in  the  class.  Street  railways  and  other  carriers, 
electric  light  and  power  enterprises,  waterworks,  and  gas  com- 
panies are  in  this  situation  in  varying  degrees.  Gas  companies 
supply  a material  commodity,  not  a service ; but  the  fact  that  this 
commodity,  like  a service,  must  be  consumed  in  connection  with 
the  plant  that  supplies  it,  puts  them  in  much  the  same  class  with 
the  others.  They,  together  with  water  companies,  are  an  interest- 
ing intermediate  case.  Perhaps  it  is  in  the  passenger  business 
of  common  carriers  that  fluctuations  of  utilization  most  directly 
reflect  demand  and  are  most  completely  at  the  will  of  the  con- 
sumers. But  it  is  among  electrical  companies  that  the  explicit 
use  of  load  factors  has  developed.  Hence  a discussion  of  load 
factors  as  such  naturally  deals  with  them.  The  situation  of  gas 
companies,  however,  also  helps  to  illustrate  the  same  principle 
under  somewhat  different  conditions. 

Capacity  to  supply  cannot  vary  coincidentally  with  demand.  In 
the  rather  favorable  situation  of  a gas  company  the  diurnal  varia- 
tion of  demand  can  be  provided  for  by  storage.  But  there  is 
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also  a seasonal  variation  of  demand.  Both  variations  are  regular 
and  predictable,  but  it  is  practicable  to  provide  for  only  the  first 
by  storage.  The  holders  will  contain  one  day’s  supply,  more  or 
less.  But  the  maximum  day’s  requirement  may  be  three  or  four 
or  five  times  the  minimum.  If  the  maximum  is  twice  the  aver- 
age, the  productive  capacity  must,  since  the  maximum  day  may 
be  presumed  to  be  one  among  several  successive  days  showing 
nearly  as  great  demand,  be  nearly  twice  as  great  as  the  company 
can,  on  the  average,  utilize.  This  allows  nothing  for  reserve  ca- 
pacity to  provide  for  growth  of  business  in  the  immediate  future. 
Interest  is  not  the  only  charge  affected,  but  a seasonal  fluctuation 
as  great  as  the  one  mentioned  doubles  the  burden  of  that  item. 

The  strain  of  the  diurnal  variation  of  demand,  which  can  be 
provided  for  by  storage  in  the  case  of  gas,  must  be  borne  directly 
by  the  generators  of  an  electrical  company.  This  is  one  reason 
for  the  great  difference  between  the  ratio  of  productive  capacity 
to  average  daily  consumption  in  the  gas  industry  and  in  the  elec- 
trical generating  industry.  At  the  close  of  1910  the  24-hour 
productive  capacity  of  gas  manufacturing  plants  in  New  York 
City  was  229,450,000  cu.  ft.  and  the  average  daily  production 
during  the  year  was  114,806,000  cu.  ft.  For  electrical  companies 
the  capacity  in  kilowatts  was  227,667  and  the  average  hourly  pro- 
duction 59,950  kilowatt  hours.  The  productive  capacity  was  thus 
only  twice  the  average  demand  for  gas  while  it  was  nearly  four 
times  the  average  demand  for  electricity.  The  difference  would  be 
greater  were  it  not  possible  to  provide  for  an  electrical  peak  by 
overloading  the  machines  for  a short  time.  As  to  how  great  the 
overload  may  be,  much  depends  upon  the  kind  of  prime  movers  in 
use.  Turbine  engines  are  most  flexible.  Some  plants  can  well 
take  care  of  a momentary  peak  of  even  100  per  cent.  The  Stan- 
dardization Buies  of  the  American  Institute  of  Electrical  En- 
gineers recommend  overload  capacities  of  25  per  cent  for  two 
hours  for  the  most  important  classes  of  electrical  equipment. 

Steadiness  of  demand,  and  therefore  the  load  factor,  is  also  im- 
portant in  relation  to  losses  in  distribution.  Leakage  is  a con- 
siderable element  in  the  cost  of  distributing  gas.  It  is  so  great 
in  the  distribution  of  electricity  as  to  be  one  of  the  chief  practical 
questions  with  which  the  planning  of  central  electric  light  and 
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power  plants  has  to  deal.  One-third  of  the  electricity  generated 
may  be  “ unaccounted  for.”  These  losses  are  not  proportioned 
to  the  amount  consumed,  but  are  proportioned  rather  to  the  extent 
of  the  transmitting  and  distributing  plant  and  to  the  time  during 
which  the  wires  are  charged  or  the  pipes  filled.  But  the  consumer 
must  pay  for  the  losses  as  a part  of  the  cost  of  the  service. 

For  a distribution  system  of  a given  construction  and  delivery 
capacity  per  hour,  e.  g.  1,000  units,  the  loss  will  be  a certain 
amount  per  day,  say  500.  If  the  demand  could  be  absolutely  even 
and  constant  and  up  to  the  capacity  of  the  system  throughout  the 
24  hours  of  the  day,  the  loss  would  be  hardly  more  than  2 
per  cent  of  the  amount  consumed,  which  is  a burden  scarcely 
worth  considering.  But  if  the  consumers  take  only  4,000  units  a 
day,  the  loss  increases  the  necessary  average  cost  by  12i/2  per  cent. 
Yet  the  demand  may  be  so  distributed  that  in  order  to  supply 
the  4,000  units  a system  of  1,000  units  per  hour  capacity  is 
absolutely  necessary.  The  loss  element  in  the  operating  cost  of 
keeping  an  electrical  system  charged  at  all  times,  whether  there 
are  few  or  many  consumers,  is  a large  part  of  the  burden  to  be 
borne.  The  ordinary  load  factor  indicates  the  necessary  extent 
of  that  burden.  Hence  this  loss,  though  it  relates  to  operating 
expenses,  may  well  receive  passing  mention  in  a discussion  of  the 
more  essential  significance  of  load  factors  for  investment  rather 
than  for  operating  costs. 

Economy  requires  that  producing  units  be  of  large  capacity. 
Their  tendency  is  to  be  become  larger  and  larger.  This  makes  it 
impossible  closely  to  adjust  capacity  to  demand,  except  rarely  and 
temporarily.  Growth  of  demand  is  continuous  ; growth  of  pro- 
ductive capacity,  intermittent  or  discontinuous.  When  an  addition 
to  a plant  is  necessary  it  may  be  that  even  a rather  small  unit 
will  provide  for  several  years  future  growth.  How  much  of  a 
reserve  for  future  growth  an  addition  should  economically  pro- 
vide for  beyond  immediate  need  is  a question  for  engineers  and 
managers.  The  economic  necessity  of  making  additions  in  large 
■units  is  of  interest  in  the  present  connection  because  the  maximum 
peak  load,  not  the  average  demand,  compels  the  addition.  But, 
except  so  far  as  the  necessity  of  additions  may  be  avoided  through 
keeping  the  peak  down  by  carefully  adjusted  rates,  the  practice 
of  providing  additional  capacity  in  excess  of  immediate  need  is 
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due  not  so  much  to  economic  as  to  physical  factors,  e.  g.,  the  larger 
boiler  consumes  less  coal  per  horse  power  produced.  Th©  defini- 
tion of  the  standard  load  factor  does  well  to  avoid  this  phase  of  the 
problem  of  adjusting  supply  capacity  to  demand  by  dealing  with 
the  varying  amounts  actually  produced  and  consumed,  without 
regard  to  the  presence  of  excess  or  reserve  capacity. 

The  business  man  is  naturally  not  fatalistic  about  demand  in 
relation  to  capacity.  Demand  can  be  stimulated  where  it  is  small. 
Total  demand  can  be  split  up  into  the  demands  of  different  classes 
of  consumers.  “ Divide  and  conquer  ” is  the  rule  to  apply.  It 
will  be  found  that  not  all  classes  of  consumers  or  kinds  of  demand 
are  equally  burdensome  as  regards  the  fixed  investment  they  re- 
quire. Such  as  inflict  less  cost  may  well  get  the  benefit  of  better 
rates.  And  the  more  burdensome  sort  of  demand  may  be  held 
down  by  a higher  rate.  Rates  will  be  arranged  so  as  to  stimulate 
off-peak  demand  and  depress  the  peak  load.  Numerical  indices 
of  the  importance  of  load  factors  are  needed  in  order  to  deal  with 
this  general  situation. 

The  terms  a peak  ” and  “ peak  load  ” have  already  been  used  in 
the  sense  assigned  to  them  by  engineers.  This  usage  very  likely 
originated,  and  at  any  rate  can  best  be  understood,  with  reference 
to  the  curves  which  are  used  to  represent  the  variation  of  demand 
or  output  within  a 24-hour  or  other  period.  The  peak  is  the  point 
or  portion  of  the  curves,  or  the  demand  and  load  which  the  point 
or  portion  represents,  that  mounts  highest  above  the  base  line. 
But  there  may,  of  course,  be  one  or  more  subsidiary  peaks,  sur- 
rounded by  areas  of  less  load. 

Whether  peak  means  point  or  portion  is  of  more  than  graphic 
significance.  If  the  company  determines  the  location  and  amount 
of  the  peak  by  maximum  registering  apparatus,  the  load  in  ques- 
tion is  momentary  and  the  term  “ point  ” is  appropriate.1  But 
the  obtainable  figures  may  be  those  of  a watt-meter  read  at  regular 
and  frequent  intervals.  Suppose  this  interval  is  15  or  30  minutes 
or  an  hour,  then  the  largest  difference  in  kilowatt  hours  between 
two  successive  readings  locate  the  peak  for  practical  purposes. 
The  reading  actually  gives  the  average  demand  during  the  interval 
of  the  maximum  load.  In  order  to  get  the  maximum  in  terms  of 
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kilowatts  a difference  for  a fifteen-minute  period  is  to  be  multiplied 
by  four,  and  similarly  for  any  period  less  than  one  hour.  There 
is,  of  course,  no  process  of  averaging  involved,  though  this  sort 
of  “ maximum  ” is  an  average.  In  comparisons  it  is  important 
to  deal  with  the  same  kind  of  peaks.  But  it  is  scarcely  possible 
to  adopt  one  sort  to  the  exclusion  of  others.  The  facility  with 
which  the  machines  may  carry  a momentary  overload  impairs  any 
claim  the  strict  maximum  peak  might  have  to  exclusive  consider- 
ation. Hence  the  load  factor  is  considered  to  be  based  upon  a 
maximum  carried  during  some  specified  brief  interval.  Conveni- 
ence of  comparison  seems  to  favor  the  hour  interval. 

In  gas  production  the  maximum  day’s  demand  is  properly  the 
peak  load,  and  in  various  other  situations  it  is  the  seasonal  rather 
than  the  diurnal  variation  of  business  than  is  most  significant 
from  the  load-factor  viewpoint. 

The  fundamental  load  factor  is  defined  and  commented  upon 
by  the  Standardization  Pules  of  the  American  Institute  of  Elec- 
trical Egineers,  as  follows : “ The  load  factor  of  a machine,  plant, 
or  system  is  the  ratio  of  the  average  power  to  the  maximum  power 
during  a certain  period  of  time.  The  average  power  is  taken  over 
a certain  interval  of  time,  such  as  a day  or  a year,  and  the  maxi- 
mum is  taken  over  a short  interval  of  the  maximum  load  within 
that  interval.  In  each  case  the  interval  of  maximum  load  should 
be  definitely  specified.  The  proper  interval  is  usually  dependent 
upon  local  conditions  and  upon  the  purpose  for  which  load  factor 
is  to  be  determined.” 

The  period  for  which  a load  factor  is  given  may  be  a year  or  a 
month  or  whatever  else  is  suitable.  The  average  power  is,  of 
course,  easily  obtained  by  dividing  the  amount  for  the  entire 
period  by  the  number  of  hours  or  days  which  it  contains. 
Sometimes  less  than  the  total  number  of  units  contained  in  the 
period  has  been  used  as  the  divisor  to  get  an  average,  doubtless 
with  reference  to  industrial  limitations  upon  continuity  of  opera- 
tion. This  is  misleading.  But  ambiguity  is  more  likely  to  occur 
in  the  determination  of  the  maximum  load.  If  the  proper  register- 
ing devices  were  installed  and  the  maximum  used  were  the  mo- 
mentary or  absolute  peak,  definition  would  be  easy.  But  a very 
large  peak  that  is  an  affair  of  a moment  may  easily  be  taken  care  of 
by  overload  capacity.  Hence  the  question  is  for  how  long  an 
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interval,  including  the  absolute  peak,  the  output  should  be  ob- 
tained. The  average  output  for  a fifteen-minute  interval  at  the 
peak  would  naturally  be  somewhat  higher  than  that  for  an  hour, 
and  the  load  factor  would  be  correspondingly  affected.  Such 
differences,  however,  need  cause  no  difficulty  provided  it  is  clear 
just  what  figures  are  used.  The  load  factor  may  also  be  stated 
otherwise  than  as  a ratio  (per  cent)  of  average  to  maximum  load, 
i.  e.,  as  the  equivalent  number  of  hours  use,  per  year  or  other 
period,  of  the  maximum  hour’s  output  or  use.  This  is  obtained 
by  dividing  the  figure  for  the  maximum  hour’s  demand  into  the 
total  consumption  in  kilowatt  hours  for  the  unit  period.  This 
figure  for  the  year,  divided  into  the  number  of  hours  in  the  year, 
would  give  the  ordinary  per  cent  load  factor. 

The  load  factor,  or  maximum  load  factor  to  be  more  specific, 
is,  it  is  to  be  noted,  independent  of  the  capacity  of  the  plant  sup- 
plying the  current.  There  are  other  so-called,  load  factors  which  do 
take  rated  capacity  of  stations,  among  other  things,  into  account. 
Though  the  Standardization  Pules  of  the  American  Institute  of 
Electrical  Engineers  should  be  taken  to  fix  definitely  the  meaning 
of  the  term  “ load  factor  ” when  used  in  the  singular  without 
qualifying  phrase,  there  are  other  conceptions  belonging  to  the 
same  genus  that  have  been  so  named  and  that  may  well  continue 
to  be  called  load  factors  with  a qualifying  adjective. 

The  capacity  load  factor  is  the  ratio  of  the  average  load  to  the 
full  capacity  of  the  machinery  of  a power  plant.  This  indicates 
the  portion  of  the  investment  not  fully  and  completely  utilized, 
but,  unlike  the  maximum  load  factor,  it  takes  no  account  of 
whether  capacity  may  not  have  been  unwisely  provided  in  excess 
of  any  demand.  If  there  has  been  wise  economy  in  the  estima- 
tion of  needed  capacity,  this  capacity  factor  will  still  vary  rather 
arbitrarily  with  the  reserve  capacity  originally  provided  and  with 
the  degree  to  which  that  reserve  has  been  taken  up  by  recent  growth 
of  demand.  Still  the  capacity  factor  is  a measure  of  objective 
economy  of  investment,  though  it  says  nothing  about  its  causes. 

The  capacity  factor  never,  under  the  most  favorable  circum- 
stances, reaches  100  per  cent.  The  necessity  of  stoppage  of 
machinery  for  cleaning  and  repairs  and  the  seasonal  variation 
of  demand  make  such  a perfect  mark  impossible.  For  gas  com- 
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panies  it  seems  to  be  agreed  by  engineers  that  the  limit  is  about 
the  equivalent  of  200  days’  use  of  total  capacity  in  a year.  Ex- 
pressed as  a ratio,  this  is  55  per  cent.  But  the  200  day  limit  has 
been  in  practice  considerably  surpassed  in  New  York  City. 

No  name  seems  to  have  been  provided  for  the  ratio  of  maximum 
demand  to  full  capacity,  which  is  a direct  index  of  the  closeness 
of  the  “ fit  ” for  the  time  being  between  investment  and  demand. 

The  connected  load  is  the  cumulative  capacity  of  apparatus  con- 
nected and  capable  of  using  current,  regardless  of  the  fact  that  it 
will  never  be  used  all  at  the  same  time.  It  measures  potential 
demand  and  is  the  limit  of  the  possible  maximum  load.  The 
connected  load  is  of  significance  for  motor  loads,  rather  than  for 
lighting  customers.  For  the  former  it  may  often  be  used  for  com- 
parative purposes  in  lieu  of  the  maximum  load  as  an  index  of  the 
peak  requirements  of  different  classes  of  consumers.  Of  course 
the  maximum  is  better,  but  it  may  not  be  obtainable. 

The  term  demand  factor  has  recently  been  defined  by  the  Stand- 
ards Committee  of  the  American  Institute  of  Electrical  Engineers 
as  the  ratio  of  the  maximum  power  demand  of  any  system  or 
part  of  a system  to  the  total  connected  load  of  the  system 
or  part  of  the  system  under  consideration.  The  adjustment  or 
lack  of  adjustment  between  apparatus  installed  and  its  utilization, 
as  shown  by  this  index,  is  chiefly  an  affair  of  the  consumer. 

In  rate-making  the  estimated  demand  factor  of  a consumer 
serves  in  conjunction  with  his  connected  load  as  a substitute  for 
the  actual  measurement  of  his  maximum  load.  It  is  thus  of  prac- 
tical rather  than  of  scientific  interest. 

The  connected  load  factor,  described  as  the  ratio  of  the  average 
load  or  demand  to  the  connected  load,  has  also  been  made  use  of, 
though  it  is  not  authoritatively  defined  by  the  American  Institute 
of  Electrical  Engineers. 

It  is  evident  that  these  ratios  are  not  of  so  great  economic 
significance  as  the  load  factor  proper,  which  makes  no  supposition 
as  to  whether  generating  capacity  and  consumers’  appliances  have 
been  wisely  installed  or  unwisely  provided  in  excess  of  need.  The 
maximum  load  factor  is  entirely  a measure  of  the  economic  char- 
acter and  variation  of  demand.  It  makes  practically  no  assump- 
tions in  regard  to  questions  of  engineering  practice,  except  as 
regards  measurement  standards. 
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Deference  has  already  been  made  to  the  analysis  of  demand 
to  get  the  load  factor  for  various  classes  of  customers,  an  analysis 
which  could  conceivably  be  carried  even  as  far  as  individuals. 
Though  the  latter  is  commercially  impracticable  it  is  clear  that  the 
analysis  does  not  go  far  enough  unless  the  relations  between  the 
different  sorts  of  demand  are  duly  taken  into  account.  That  a 
particular  class  of  consumers  want  their  current  mainly  at  some 
particular  hour  of  the  day,  that  their  load  factor  is,  in  other  words, 
low,  does  not  in  itself  determine  whether  the  current  they  consume 
is  costly  as  regards  fixed  investment  required.  If  their  maximum 
demand  comes  at  the  general  peak  it  is  very  costly  to  supply  them, 
but  the  more  it  is  concentrated  at  the  hours  of  small  demand  the 
less  costly  is  the  current  they  require.  Indeed,  though  such  a 
peak  be  very  high,  the  investment  in  fixed  capital  required  by  it 
may  be  nil.  Hence  it  is  important  to  express  the  relation  between 
such  a class  peak  and  the  peak  load  of  the  system  as  a whole.  This 
is  provided  for  by  what  has  been  called  the  diversity  factor. 

The  diversity  factor  measures  the  difference  in  time  of  the 
maximum  of  different  classes  of  business.  The  diversity  factor 
is  now  authoritatively  defined  by  the  standard  rules  of  the  Ameri- 
can Institute  of  Electrical  Engineers  as  the  ratio  of  the  sum  of  the 
maximum  power  demands  of  the  subdivisions  of  any  system  or 
part  of  a system,  to  the  maximum  demand  of  the  whole  system 
or  part  of  the  system  under  consideration,  measured  at  the  point  of 
supply.  The  diversity  factor  is  an  index  of  the  mean  variation 
in  time  of  the  maxima  of  the  particular  consumers  under  consider- 
ation (or  of  all  consumers)  and  the  power-house  maximum  (less 
allowance  for  transmission,  conversion  and  other  losses).  It  is 
obvious  that  dispersion  of  the  maxima  may  often  be  more  import- 
ant for  system  economies  than  the  smoothing  out  of  individual 
peaks. 

A favorable  diversity  factor  means  a good  load  factor  regardless 
of  inequality  in  the  demand  of  the  individual  consumer.  Indeed 
it  is  rather  desirable  that  consumers  be  obtained  who  have  pro- 
nounced maxima  coming  at  off-peak  times.  The  maximum  demand 
of  an  individual  consumer  may  thus  be  a reason  for  a low  instead 
of  a high  rate.  The  business  of  park  and  summer  resorts  has  been 
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much  cultivated  because  of  its  diversity  factor.  u Restricted- 
hour  ” business  in  general  thus  has  its  reason  for  being.  But  many 
of  these  questions  are  scarcely  susceptible  of  general  statistical 
treatment.  The  necessary  data  are  obtainable  only  by  the  officers 
of  an  electrical  company  that  is  willing  to  let  them  devote  much 
time  and  expense  to  the  study  of  such  matters. 

A theory  of  rates  should  not  be  affected  by  practical  limitations 
upon  its  application  due  to  lack  of  statistics  and  to  insufficient 
development  of  meters  as  regards  cost,  reliability,  or  adequacy. 
The  rate  schedule  may,  and  naturally  will,  so  far  as  necessary 
make  use  of  expert  judgment  and  estimation.  Doubtless  one  rea- 
son why  the  diversity  factor  is,  at  least  explicitly,  little  used  is 
the  fact  that  the  available  inexpensive  demand  indicators  register 
the  maximum  load  without  giving  the  time  when  it  occurs. 

The  Theory  of  Rates  as  Affected  by  Load  Factors. 

It  is  curious  to  observe  that  electrical  rates,  which  now  lead  in 
the  development  of  differential  principles,  were  originally  flat  rates 
of  so  much  per  year  or  month.  But  the  difference  between  con- 
sumers was  too  great  to  be  neglected  after  practicable  inexpensive 
meters  were  to  be  had.  Especially  the  varieties  of  industrial  use 
called  for  “ discrimination/’  in  both  the  ordinary  and  the  some- 
what invidious  senses.  Variations  in  demand  are  more  important 
in  the  electric  light  and  power  industry  than  in  the  gas  industry 
because  there  is  in  the  former  no  similar  possibility  of  storage  of 
a day’s  supply.  They  are  more  difficult  to  deal  with  in  the  elec- 
trical industry  than  are  the  rush  hours  in  the  street-railway  busi- 
ness because  street-railway  conditions  and  practice  permit  crowd- 
ing and  overloading  at  rush  periods  in  a way  that  is  physically 
impossible  with  electrical  generating  machinery.  Hence  the  de- 
velopment of  complex  systems  of  rebates  and  qualifications,  based 
upon  more  or  less  adequate  economic  analysis,  in  which  the  maxi- 
mum load,  the  consumer’s  connected  load,  and  latterly  his  diversity 
factor,  often  play  more  conspicuous  parts  than  his  kilowatt-hour 
consumption  of  current.  Published  rate  schedules  naturally  do 
not  show  this.  Consumers  would  hardly  appreciate  the  signifi- 
cance of  load  factors.  Hence  the  variation  is  likely  superficially  to 
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depend  merely  upon  quantity  used,  and  upon  whether  it  is  for 
light  or  for  power.  But  what  on  its  face  appears  to  be  merely  a 
wholesale  rate  is  often  due,  not  to  large  use  as  such,  hut  to  more 
nearly  continuous  and  equal  use  through  a large  portion  of  the  day. 
Industrial  uses  in  general  often  complement  the  lighting  demand 
in  a way  to  entitle  them  to  special  consideration  in  rate  making. 

It  is  not  the  purpose  of  this  inquiry  to  devise  a system  or 
schedule  of  rates.  That  is  a practical  problem  to  be  treated  always 
with  reference  to  the  concrete  situation  of  a particular  company, 
a matter  of  engineering  and  social  adjustments  which  are  to  be 
effected  only  by  an  examination  of  conditions  as  well  as  principles. 
It  is  the  principles  only,  and  mistaken  applications  of  them,  that 
are  in  question  here.  Some  rate  theories  are  based  on  a narrow  or 
inelastic  conception  of  the  principles  governing  the  variation  of 
the  different  items  of  cost. 

In  relation  to  rates,  what  can  be  done  with  load  factors  depends 
very  much  upon  how  much  a company  can  afford  to  spend  on 
registering  devices.  Duplicate  meters  have  been  tried  and  dis- 
carded. But  supposing  the  maximum  consumption  and  its  time  as 
well  as  the  quantity  consumed  could  be  easily  determined,  it  is  not 
to  be  assumed  that  all  costs  incident  to  the  supplying  of  gas  to  con- 
sumers can  be  mathematically  divided  in  a way  to  achieve  either 
equity  or  economy.  To  divide  fixed  charges  arithmetically  accord- 
ing to  cubic  feet  of  gas  or  kilowatt  hours  of  electric  energy  con- 
sumed is  now  known  to  be  extremely  crude  economics.  It  seems 
not  to  have  occurred  to  the  engineers  and  others  who  advocate  rate 
schedules  which  conform  to  the  requirements  of  two  or  three 
mathematical  variables  that  they  too  may  have  too  great  con- 
fidence in  the  adequacy  of  mechanical  or  mathematical  principles. 

The  u readiness-to-iserve  ” plan  of  rate  schedules,  of  which  Mr. 
Henry  L.  Doherty  is  the  leading  advocate,  appears  to  make  the 
most  thoroughgoing  use  of  load-factor  principles  in  the  determi- 
nation of  rates.  As  proposed,  however,  it  involves  much  besides. 
Mr.  Doherty’s  recent  concise  statement  of  the  method  follows: 
“ The  ideal  charge  would  be  a consumer  charge  of  a uniform 
amount  for  all  consumers,  plus  a demand  charge  of  a uniform 
amount  per  unit  of  demand,  plus  a charge  for  gas  [or  electric 
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energy]  of  a uniform  amount  per  unit  of  gas  [or  energy]  .”2  By 
demand  is  meant  maximum  demand.  In  his  full  explanation3 
Mr.  Doherty  says : (C  I would  fix  the  charge  for  readiness  to  serve 
by  the  minimum  cost  to  the  station  of  all  fixed  charges  and  fixed 
expenses.  I would  proportion  it  on  the  basis  of:  (a)  consumers, 
(b)  meters,  (c)  maximum  demanded.”  As  appears  from  the  more 
recent  statement,  the  meter  and  consumer  factors  are  now  merged, 
a practical  improvement  without  any  corresponding  theoretical 
disadvantage.  u Fixed  expenses  ” may  evidently  he  taken  to  in- 
clude a large  portion  of  operating  expenses.  In  the  concrete  appli- 
cation of  his  ideas  Mr.  Doherty  divides  all  expenses  and  capital 
charges  between  “ Expenses  proportional  to  output  ” and  “ Mini- 
mum expenses  for  readiness  to  serve  ” and  then  subdivides  the 
latter  as  indicated.  The  “ Expenses  for  readiness  to  serve  ” are 
in  his  table  absolute  amounts.  It  will  be  sufficient  for  present 
purposes  to  consider  them  merely  in  terms  of  proportion  or  per- 
centage, though  the  costs  would  of  course  vary  with  the  size  of 
the  enterprise,  which  in  Mr.  Doherty’s  illustration  is  a rather 
small  one,  with  less  than  $40,000  a year  revenue. 

Below  is  his  table  in  condensed  form,  with  the  meter  and  con- 
sumer charges  consolidated. 


PER  CENT  DISTRIBUTION  DERIVED  FROM 

mr.  doherty’s  table 


Expenses 

Minimum 

propor- 

expenses 

Per  con- 

tional 

for  readi- 

sumer 

Per  kw. 

Total 

to  kw. 

ness-to- 

(or  meter) 

capacity 

Item 

amounts 

output 

serve 

charge 

charge 

Operating  expenses 

$21,561 

45 

55 

28 

27 

Taxes 

1,262 

100 

33 

67 

Interest 

6,314 

100 

33 

67 

Depreciation 

8,318 

100 

38 

62 

Profit 

100 

Total 

$38,480 

28 

72 

30 

42 

Additional  distribution  figures  for  “ readiness-to- 

•serve  ” expenses 

Operating  expenses 

100 

51 

49 

Total 

100 

42 

58 

2 Methods  of  Charging  for  Public  Service:  Factors  That  Enter  into  Making  Equitable  Rates 
for  Gas,  Electric,  and  Telephone  Companies.  Public  Service,  Jan.  1911,  pp.  9-12. 

3 Equitable,  Uniform,  and  Competitive  Rates  — a paper  read  before  the  National  Electrio 
Light  Association,  Chicago,  May,  1900. 
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Under  this  scheme,  45  per  cent  of  the  operating  expenses  are  to 
be  charged  on  the  kw.  hr.  basis  and  55  per  cent,  together  with  all 
capital  charges  except  the  profit,  are  to  be  distributed  partly  per 
consumer  (by  equal  division)  and  partly  in  proportion  to  capacity 
demanded.  The  readiness-to-serve  portion  of  operating  expenses 
is  about  equally  divided  between  the  “ consumer  77  and  the 
“ capacity  57  charge,  and  capital  charges  and  depreciation  in  gen- 
eral in  the  proportion  of  about  1 to  2 as  between  the  “ consumer  77 
and  the  “ capacity  77  charge.  Similar  ratios  computed  by  the  Wis- 
consin Commission  assign  62  per  cent  to  output  cost,  16  per  cent 
to  consumer  and  22  per  cent  to  capacity.  Though  the  readiness- 
to-serve  charge  is  professedly  a “ minimum,77  Mr.  Doherty’s  com- 
putation gives  $9.90  per  consumer  and  $3.02  per  meter.  In  this 
connection  he  says:  “I  am  afraid  a charge  of  practically  $10 
per  consumer  will  prove  excessive  and  have  therefore  fixed  on  an 
arbitrary  charge  of  $3.00  per  consumer  and  have  raised  my  de- 
mand charge  from  $1.34  per  l^mp  to  $1.50  per  lamp.77  4 The 
claim  may  still  be  made  that  this  is  consistent  with  charging  the 
consumer  with  “ all  the  costs  77  he  imposes,  while  the  readjustment 
should  tend  the  more  effectually  to  depress  his  peak-load  demand. 
But  the  suggestion  of  flexibility  in  the  arrangement  is  not  men- 
tioned in  the  premises. 

The  radical  general  objection  to  the  above  plan  hinges  on  the 
use  of  the  idea  and  word  “ uniform  77  where  the  situation  calls 
for  differentiation.  The  more  specific  criticism  along  the  same 
line  relates  to  the  “ consumer  charge.77  The  true  importance  of 
the  load  factor  is  obscured  by  mingling  with  its  application  the 
assumption  that  fixed  charges  are  separable  costs  and  by  ignoring 
the  diversity  factor. 

In  attending  to  the  separate  variations  of  specified  elements  in 
cost,  the  investigator  is  apt  to  leave  out  of  account  the  funda- 
mental principle  of  variation  in  entire  cost  which  underlies  the 
variability  of  particular  portions  of  cost.  Is  not  a rate  policy 
which  restricts  business,  especially  one  which  reduces  its  density, 
prima  facie  wrong?  The  profitableness  of  business  that  is  lost 
by  reason  of  a rate  that  is  not  acceptable  to  the  consumer  is  not  to 

4 Equitable,  Uniform  and  Competitive  Rates,  p.  25. 
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be  determined  by  any  method  of  apportioning  entire  cost  uni- 
formly on  all  consumers.  No  computation  of  average  costs  that 
are  assumed  to  be  uniform  — no  matter  if  the  final  charge  is  com- 
posed of  several  such  variable  elements  — will  give  a correct 
result  so  long  as  costs  that  are  not  separately  traceable  to  the  par- 
ticular consumer  are  included.  In  order  to  determine  whether 
the  company  can  afford  to  dispense  with  the  business  of  this  or 
that  consumer  or  class  of  consumers,  the  reasonable  and  prac- 
tical policy  is  to  take  into  account  only  prime  cost.  'Consider- 
ations of  expediency  and  convenience  will  naturally  qualify  this 
rule.  Prime  cost  is  itself  too  variable  to  be  of  much  practical 
assistance  in  the  individual  case.  It  is  not  uniform  in  any  of  its 
details  per  consumer  or  per  unit  of  capacity,  any  more  than  it 
is  per  cubic  foot.  Even  fixed  charges  do  not  vary  uniformly  with 
total  capacity,  otherwise  there  would  be  no  “ increasing  returns  ” 
in  the  most  important  application  of  this  principle.  Fixed 
charges  may  have  any  sort  of  connection  with  the  demand  of  a 
particular  consumer,  as  our  discussion  of  load  factors  shows,  and 
in  some  cases,  where  the  diversity  factor  is  especially  favorable, 
no  connection  at  all.  But  Mr.  Doherty’s  rules  do  not  regard  this 
lack  of  uniformity.  He  does  not  properly  apply  the  idea  of  prime 
cost. 

The  fundamental  nature  of  the  error  of  such  rules  is  evident 
when  we  apply,  hypothetically,  the  prime-cost  policy  in  succession 
to  obtain  the  first  element  in  a rate  for  every  class  of  consumers. 
The  sum  of  prime  costs,  even  when  these  are  only  roughly  de- 
termined and  with  the  error  in  favor  of  making  them  large,  will 
not  equal  all  costs. 

In  general,  but  again  only  roughly,  the  amount  which  is  left 
over  after  deducting  all  prime  costs,  and  which  is  to  be  distributed 
differentially,  is  composed  of  “ fixed  charges,”  or  more  correctly 
speaking,  capital  charges.  The  fundamental  error  of  Mr. 
Doherty’s  theory  consists  perhaps  not  in  distributing  this  burden 
according  to  some  rule,  though  his  rule  is  too  simple,  but  in 
assuming  that  it  ought  to  be  so  distributed  on  grounds  of  a too 
narrow  economic  arithmetic.  How  these  charges  shall  be  appor- 
tioned is  essentially  a question  of  policy,  economic,  of  course,  but 
also  moral.  Cost  accounting  is  not  competent  to  deal  with  this 
problem.  Economic  theory  says  that  here  is  a large  portion  of 
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cost  which  is  not  clue  to  supplying  this  or  that  class  of  consumers 
and  which  may  therefore  be  differentially  distributed.  Economics 
would,  of  course,  also  have  something  to  say  as  to  the  manner,  in 
detail,  in  which  it  might  best  be  distributed,  but  what  that  is 
would  depend  upon  the  situation  of  the  individual  company. 
Middle  principles  for  classes  of  companies  and  of  situations  are 
also  to  be  had,  but  always  with  a proviso  that  any  such  rules  are 
subject  to  exceptions.  If  the  indeterminate  differential  burden  is 
apportioned  inflexibly  by  a combination  of  mathematical  variables, 
there  is  the  same  error  of  principle  as  there  is  in  the  method  of 
charging  uniformly  so  much  per  unit  of  service,  costs  which  are 
not  caused  by  a particular  consumer  being  attributed  to  .him  with 
an  absoluteness  that  only  thoroughgoing  causal  connection  could 
justify.  These  costs  are  joint  costs.  It  is  a well-recognized 
economic  principle  that  the  distribution  of  the  burden  of  such 
costs  over  the  products  concerned  cannot  be  made  according  to 
any  invariable  principle.  Has  Mr.  Doherty  found  in  his  gas 
manufacturing  experience  that  he  can  charge  “all  the  cost”  (in- 
cluding something  for  the  plant  used)  of  a residual  or  by-product 
to  its  purchaser,  or  get  the  same  price  for  it,  costs  remaining  the 
same,  from  year  to  year?  Costs  other  than  prime  costs  are  in 
their  nature  indeterminate  as  to  their  origin  and  proper  incidence. 

As  regards  the  uniform  consumer  charge,  though  this  is  ap- 
parently a part  of  prime  cost,  a similar  objection  can  be  raised. 
There  is  no  such  invariable  consumer  cost.  The  cost  of  meter 
reading  per  meter  depends  upon  the  density  of  consumers.  But 
a uniform  first  cost  per  meter  month  will  prevent  the  growth  of 
business  among  those  small  consumers  upon  whom  the  company 
must  depend  for  density.  The  prime  cost  of  meter  reading  for 
small  consumers  might  therefore  be  more  nearly  in  proportion  to 
cubic  feet  consumed  than  uniform  with  the  cost  for  large  con- 
sumers. This  relates  particularly  to  consumption  for  domestic 
light  and  heat.  A similar  principle  applies  for  most  of  the  so- 
called  consumer  expenses.  Where  large  volume  and  high  density 
of  business  are  so  fundamental,  the  small  consumer  who  is  easily 
driven  away  should  be  given  the  benefit  of  every  doubt  in  the 
computation  of  prime  cost.  In  the  case  of  an  electric  company 
it  may  be  that  the  domestic  demand  comes  mainly  at  off-peak 
times.  Such  is  the  case  on  Manhattan  Island,  where  the 
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heaviest  load  is  at  the  close  of  afternoon  in  winter.  If  the  driving 
away  of  the  small  consumers  would  save  less  to  a company  than  the 
“ consumer  ” and  other  costs  with  which  it  is  proposed  to  tax 
them,  there  has  been,  according  to  the  accepted  economic  test, 
either  an  erroneous  estimation  of  prime  cost  (if  it  purports  to  be 
that)  or  else  an  incidence  of  differential  charges  and  total  cost 
which  is  unwise  and  costly  to  the  company  as  well  as  to  the  public. 

The  extreme  readiness-to-serve  theory  would  require  the  revision 
of  most  of  our  price-making  systems.  A person  entering  a restau- 
rant would  be  charged  50  cents  for  a seat  plus  an  amount  for  what 
he  ate,  possibly  with  a rebate  if  he  ate  speedily  and  vacated  his 
seat  promptly.  Such  a policy  would  not  necessarily  be  economi- 
cally unsound,  at  least  if  the  general  prejudice  of  the  public 
against  i't  could  be  regarded  as  an  extra-economic  factor.  But 
there  is  in  the  nature  of  things  no  more  reason  why  overhead  and 
fixed  charges  should  be  apportioned  so  much  per  cover  than  pro- 
rated over  the  cost  of  the  prepared  food.  The  causal  connection 
between  the  amount  of  rent  paid  by  the  restaurateur  and  the 
number  of  meals  he  serves  is  no  closer  than  it  is  between  rent  and 
the  total  first  cost  of  the  food  he  serves.  His  fixed  charges  will 
be  apportioned  according  to  some  principle,  but  specific  costs  do 
not  tell  what  principle.  What  is  customary  in  the  trade  and 
acceptable  to  his  patrons  will  be  the  most  important  consider- 
ations. During  the  developmental  stage  of  a newly  opened 
restaurant,  a diner  who  is  but  one  of  twenty  in  a restaurant  having 
a capacity  to  serve  a thousand  is  not  therefore  to  be  considered 
the  occasion  of  an  overhead  cost  of  $5.00  simply  because  he  ate 
there  instead  of  in  a place  with  an  established  business  equal  to 
its  capacity.  Hor  is  it  wise  to  charge  the  stranger  in  the  neighbor- 
hood, who  is  experimenting  with  his  lightest  meal,  50  cents  per 
cover.  It  would  be  better  to  encourage  him  to  come  again,  and 
for  more  substantial  meals,  than  to  discourage  him  by  a heavy 
burden  of  overhead  expense  instead  of  taking  more  out  of  him 
at  a later  stage. 

The  support  that  the  readiness-to-serve  theory  receives  from  the 
proposition  that  each  and  every  consumer  should  be  made  to  pay 
all  the  costs  he  occasions,  including  some  average  share  of  fixed 
charges  in  the  cost,  is  more  specious  than  sound.  The  argument 
might  be  applied  to  make  the  first  consumers  pay  enormous  fixed 
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charges,  so  great  as  to  make  the  starting  of  a business  impossible. 
Those  who  apply  the  theory  of  “ development  expenses  ” to  relieve 
the  pioneers,  or  those  who  conform  their  rate  policy  to  such  a 
theory,  know  better  than  this. 

The  other  side  of  this  argument  is  that  the  last  consumer 
occasions  no  cost  to  the  company  except  that  of  making  connection 
with  his  premises  and  producing  the  needed  additional  amount 
of  gas  or  electricity  consumed,  this  producing  cost  to  include 
operating  expenses  only  and  most  of  these  at  less  than  the  average. 
This  is  merely  the  prime  cost  to  the  company  of  serving  him.  But 
the  order  in  which  consumers  of  the  same  general  character  appear 
ought  not  to  affect  their  treatment  by  the  company.  And  in 
reckoning  prime  cost  for  business  already  obtained,  but  hanging 
in  the  balance,  nothing  should  be  included  except  what  is  necessary 
to  provide  for  the  additional  and  doubtful  customer. 

The  cost  of  yard  plants  and  mains,  or  of  generating  station, 
etc.,  should  not  be  included  in  any  consumer’s  prime  cost.  They 
should  not  be  specifically  attributed  to  this  or  that  consumer  or 
class  of  consumers,  but  lumped  as  a general  cost  to  be  apportioned 
differentially,  that  is,  according  to  what  the  traffic  will  bear.  All 
consumers  will  share  in  this  burden  to  a greater  or  less  extent,  but 
a wise  distribution  of  it  will  not  adopt  specific  cost  as  its  basis. 
Every  rate  should  be  understood  to  be  made  up  of  prime  cost  plus 
a varying  differential  burden.  Not  all  cost  can  be  treated  in  the 
same  way. 

About  what  proportion  of  fixed  charges  may  properly  be  loaded 
on  the  prime  cost  of  the  small  consumer  whose  business  hangs  in 
the  balance  may  be  determined  by  reference  to  classified  appraisals 
of  gas  and  electric  properties.  Available  figures  are  the  valuations 
of  this  Commission  adopted  in  various  rate  cases.  These  are 
given  in  condensed  form  below.  The  values  are  on  the  basis  of 
cost  to  reproduce  new  and  include  contractor’s  profits,  interest 
during  construction,  etc. 

For  the  gas  plants  about  one-half  of  the  fixed  investment  is  for 
distribution,  while  the  manufacturing  plant  accounts  for  about 
one-quarter,  and  consumption  for  about  13  per  cent.  Land  is 
the  most  variable  element.  It  is  questionable  whether  it  should 
be  given  its  full  proportionate  weight  on  the  basis  of  present  valu- 
ation, since  the  basis  of  capitalization  of  the  fixed  charge  or  return 
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assumes  a much  lower  rate  of  return  than  in  the  case  of  invest- 
ments not  subject  to  appreciation.  The  details  combined  in  these 
classes  may  be  obtained  from  the  printed  opinions  of  the  Com- 
mission. The  items  included  under  the  head  of  consumption  are: 
Services,  meters,  meter  installation,  municipal  street  lighting  fix- 
tures, gas  tools  and  implements,  and  laboratory  equipment. 

Classified  Appraisals  of  Certain  Gas  and  Electric  Properties. 

DISTRIBUTION  OF  FIXED  CAPITAL 

Queens  Borough  Gas  & Brooklyn  Borough 


Elec.  Co.  (Gas  dept.)  Gas  Co. 

Item 

Amount 

Per  cent 

Amount  Per  cent 

Land  (present  value) 

$98,653 

10.46 

$98,500 

8 

.09 

Manufacturing  plant 

246,334 

26.13 

327,953 

26 

.95 

Distribution  (including  storage) 

478,101 

50.71 

636,000 

52 

.27 

Consumption  (including  laboratory) 

119,725 

12.70 

154,402 

12 

.69 

Total 

$942,813 

100.00 

$1,216,855 

100 

.00 

Depreciation 

242,020 

25.67 

222,379 

18 

.27 

Net  total 

$700,793 

74.33 

$994,476 

81 

.73 

Queens  Borough  Gas  & 

Kings  County 

Elec.  Co.  (Elec,  dept.) 

Lighting  Co. 

(Gas) 

Land  (present  value) 

$74,535 

8.89 

$650,000 

25. 

.46 

Manufacturing  plant 

407,973 

48.63 

506,336 

19. 

83 

Distribution  (including  storage) 

220,524 

26.29 

1,111,939 

43. 

56 

Consumption  (including  laboratory) 

135,835 

16.19 

1.284 , 502 

11. 

15 

Total 

$838,867 

100.00 

$2,552,777  : 

100. 

00 

Depreciation 

226,660 

27.02 

415,198 

16. 

26 

Net  total 

$612,207 

72.98 

$2,137,579 

83. 

74 

Supposing  13  per  cent  of  the  fixed  charges  relate  to  consumption 
so  directly  that  they  might  often  be  a part  of  the  consumer’s  prime 
costs,  there  would  be,  on  the  other  hand,  a good  many  overhead 
charges  among  operating  expenses  which  not  only  could  not  he 
attributed  directly  to  the  consumer  but  would  not  vary  greatly 
with  the  gas  output.  These  overhead  charges,  therefore,  ought 
strictly  not  to  be  charged  against  additional  or  doubtful  business 
as  part  of  its  prime  cost.  Since  the  rate  per  M cu.  ft.  charged  for 
gas  will  be  much  above  operating  expenses,  which  include  more 
than  prime  costs,  it  is  to  be  presumed  that  the  margin  is  large 
enough  to  provide  for  one-eighth  of  fixed  charges,  and  also  for  a 
sufficient  differential  return  from  the  small  consumers  when  they 
pay  a straight  M cu.  ft.  rate.  Some  of  the  operating  expenses, 
namely  the  i(  meter  ” or  “ consumer  ” class,  might,  it  is  true,  be 
* Vol.  IV-2 
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disproportionately  large  for  tlie  small  consumer,  but  this,  perhaps, 
no  more  than  counterbalances  the  decisive  importance  of  his  con- 
tribution to  density  of  business.  For  electrical  companies  the  im- 
portance of  adjusting  rates  with  reference  to  smoothing  out  the 
load  overshadows  considerations  such  as  these. 

While  the  readiness-to-serve  principle  does  take  account  of  the 
standard  load  factor,  the  form  in  which  it  is  stated  by  Mr. 
Doherty  neglects  entirely  the  diversity  factor.  The  nearest  to  a 
recognition  of  the  importance  of  this  element  for  cost  that  has 
been  found  in  his  statement  is  the  following : “ If  the  individual 
aggregate  demand  of  your  consumers  is  greatly  in  excess  of  your 
maximum  demand,  I see  no  reason  why  your  charge  to  them  for 
readiness  to  serve  should  not  exceed  the  cost.”5  In  other  words 
all  the  advantage  of  a consumer’s  diversity  factor  is  to  go  to  the 
company  regardless  of  its  beneficial  effect  on  cost.  This  is  glar- 
ingly inconsistent  with  his  statement  that  “Any  system  [of  rates] 
tending  to  depress  this  curve  [of  demand]  at  any  other  point  than 
the  peak  is  unwise  and  objectionable.”6  Yet  his  standard  is  an 
“ exact  relationship  between  the  cost  to  the  central  station  and  the 
charge  to  the  consumers  ” ! 7 

How  to  take  account  of  the  diversity  factor  in  conjunction  with 
the  load  factor  of  a consumer  or  class  of  consumers  is  apparently  a 
question  not  yet  systematically  considered  by  those  interested  in 
rate  theories.  It  is  evident  that  the  consumer’s  maximum  demand 
should  not  determine  his  share  in  capital  charges,  but  at  the  most, 
his  demand  at  the  time  of  the  station  maximum.  If  the  station 
peak  be  considered  the  amount  of  power  demanded  during  a cer- 
tain hour  of  the  day,  then  the  total  demand  may,  for  purposes  of 
illustration,  be  assumed  to  be  three  times  this  amount.  Strictly, 
then,  the  proper  demand  charge  for  a consumer  who  takes  all  his 
current  (say  10  kw.  hrs.)  at  the  peak  hour  is,  supposing  a grand 
total  of  10,000  kw.  hrs.  are  taken  at  that  time,  rdoo  of  the  fixed 
charges  of  the  plant.  For  another  consumer  who  takes  10  kw.  hrs. 
entirely  at  the  off-peak  time,  the  demand  charge  should  as  strictly 
be  zero.  Of  course  practically  all  the  actual  cases  are  intermediate 
between  these  extremes.  The  demand  charge  might  be  made  pro- 
portional to  the  customer’s  share  in  the  station  peak,  but  this 


5 Equitable,  Uniform,  and  Competitive  Rates,  p.  31. 

6 Idem,  p.  14. 

1 1dem,  p.  12. 
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would  not  be  the  most  effective  method  of  spreading  out  and 
equalizing  demand.  Theoretically  it  would  seem  best,  through 
some  adjustment  of  the  rate,  whether  through  the  demand  charge 
or  some  other  portion  of  the  total  charge,  to  give  the  consumer  an 
advantage  varying  with  the  degree  in  which  the  hours  at  which 
his  current  is  taken  deviate  from  the  hour  of  maximum  demand. 
The  rule  followed  in  determining  the  advantage  to  be  conceded 
might  also  make  the  variation  of  the  rate  greater  or  less  according 
to  the  relative  amount  of  the  peak.  The  comparative  desirability 
of  demand  at  the  different  off-peak  hours  might  also  be  taken  into 
account.  This  method  would  operate  automatically  as  an  in- 
centive to  the  equalization  of  demand  throughout  the  day  and  in- 
crease the  central  station  load-factor.  But  it  is  not  proposed  as  a 
practicable  measure.  Actual  rate  schedules  must  deal  with  aggre- 
gates and  averages  in  no  very  refined  way.  Seasonal  peak  and 
off-peak  demands  should  be  reckoned  with  in  a way  similar  to  that 
for  the  hourly  variation  of  demand. 

The  diversity  factor  may  be  taken  account  of  indirectly,  and  in 
effect  covertly,  in  defining  the  consumer’s  demand.  Since  the 
maximum  demand  of  rate-making  practice  is  estimated  and 
approximate,  it  is  a simple  matter  to  attribute  to  a class  of  con- 
sumers whose  maximum  occurs  at  a favorable  time  a smaller 
“ demand  ” than  to  a class  having  the  same  maximum  occurring 
at  the  time  of  the  station  peak.  It  would  be  theoretically  more 
sound,  though  the  practical  effect  may  be  the  same,  frankly  to 
base  the  demand  element  in  the  charge  on  installation  used  at  the 
time  of  the  station  peak  instead  of  distorting  the  definition  of  the 
maximum  load  to  effect  the  same  purpose.  But  the  latter  is  more 
in  conformity  with  ordinary  commercial  methods.  So  long  as 
maxima  are  themselves  determined  as  ratios  of  connected  load,  of 
course  nothing  more  scientific  is  to  be  expected. 

An  adjustment  of  rates  according  to  load-factor  principles 
would  deal  with  classes  rather  than  individuals.  Where  the  con- 
sumption habits  of  a new  consumer,  especially  a small'  consumer, 
are  not  predictable,  it  is  well  to  give  him  the  benefit  of  the  doubt 
on  the  principle  of  chance  distribution,  according  to  which  the 
greater  the  number  of  consumers,  the  smoother  the  curve  of  de- 
mand. The  practical  question  regarding  any  individual  con- 
sumer is  to  determine  his  classification  and  see  that  he  keeps  in 
that  class. 
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The  large  total  size  of  the  class  demand  rather  than  of  an 
individual  demand,  supposing  load  and  diversity  factors  equivalent 
for  the  two  cases,  is  reasonable  ground  for  a lower  investment  or 
“ demand  ” charge  per  kw.  hr.  The  smaller  consumer  may 
properly  be  charged  somewhat  more  on  account  of  the  expense  of 
meter  reading  and  collection,  but  that  is  another  matter.  A group 
of  small  consumers  will  collectively  count  for  more  than  almost 
any  large  consumer.  But  because  of  his  bargaining  power,  the 
latter  is  the  one  to  obtain  the  concessions.  This  is  especially  true 
where  the  larger  consumer  is  in  a position  to  establish  an  inde- 
pendent electrical  plant.  Hence  wholesale  rates  are  likely  to  be 
unduly  favorable.  If  a small  independent  plant  can  be  operated 
very  economically  by  reason  of  its  being  able  to  utilize  low  pres- 
sure steam  for  heating  to  an  extent  that  is  impossible  for  the 
large  central  station,  it  is  a question  if  the  public-service  corpo- 
ration ought  to  be  allowed  to  offer  such  a consumer  a rate  that  is 
low  in  proportion  to  his  ability  to  do  without  its  service. 

Indirect  Elements  of  Rate  Policy. 

The  claim  that  a company  with  an  established  business  is  to  be 
regarded  as  not  merely  the  sum  of  its  physical  parts  and  of  the 
activities  of  its  employees  so  far  as  these  activities  relate  to  its 
affairs,  but  as  these  plus  the  something  more  which  makes  it  a 
“ going  concern/’  or  an  organism,  has  in  it  much  of  truth.  Its 
error  as  applied  does  not  at  all  affect  its  essence,  but  is  due  merely 
to  a frequent  failure  to  notice  that  the  additional  element  in 
question  may  as  well  be  negative  as  positive.  The  organization 
may  be  radically  corrupt  or  incompetent.  The  continuance  of 
such  an  inefficient  condition  is  facilitated  by  the  possession  of 
some  degree  of  monopoly  power.  This  will  affect  not  only  its 
internal  working  but  also  its  relations  to  the  public.  “ Going 
value  ” and  u good  will  ” are  different  phases  of  the  same  thing 
and  not  sharply  separable.  It  is  obvious  that  the  so-called  u good- 
will ” of  some  public-service  corporations  has  only  negative 
value.  u Bc-organization  ”,  too,  has  so  often  meant  scarcely 
more  than  a change  of  name  that  it  is  no  longer  found 
to  be  a sufficient  cure  for  a heritage  of  actual  ill-will  to- 
wards a monopolistic  corporation,  that  is,  such  an  attitude  and 
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such  habits  of  the  public  as  prevent  a company’s  getting  business 
or  impair  the  profitableness  of  its  operations.  A similar  rule 
applies  for  the  other  phase  of  the  organic  element  in  the  value  of 
a complicated  enterprise.  It  is  obvious  that  such  elements  of 
efficiency  should  not  be  counted  as  capital.  The  place  where  they 
should  be  recognized  on  occasion  is  in  the  rate  of  return  considered 
allowable.  “ Going  value  ”,  if  positive,  is  merely  one  phase  of 
efficiency. 

If  a business  enterprise  is  not  merely  a mechanism,  but  in  some 
sense  an  organism,  it  must  follow  that  its  relations  to  its  customers 
should  be  organic  rather  than  mechanical.  The  rules  of  rate-mak- 
ing therefore  should  not  be  determined  solely  by  the  exigencies  of 
mathematics  and  accounting.  Even  general  economic  consider- 
ations may  not  be  quite  sufficiently  inclusive.  There  are  moral 
factors  in  price-determination,  though  business  men  may  not  al- 
ways have  the  experience  or  insight  to  recognize  them.  The  ele- 
ment of  monopoly  increases  their  importance.  Hence,  even  sup- 
posing moral  considerations  might  be  neglected  under  conditions 
entirely  favorable  to  competition,  they  cannot  be  neglected  in  rate- 
making  by  public-service  corporations,  which  are  monopolistic  in 
character.  These  moral  considerations  count  for  much  among  the 
organic  elements  above  referred  to.  But  by  organic  factors  in  the 
situation  we  refer  in  the  first  instance  to  those  which  are  economic 
but  not  mechanical. 

A dynamic  state  of  an  enterprise  requires  that  it  reach  a larger 
proportion  of  possible  customers  from  year  to  year.  This  may 
be  accomplished  by  territorial  extension.  For  a public-service 
corporation  this  method  is  expensive  in  fixed  capital,  and  no  one 
would  claim  that  it  is  especially  profitable.  A gas  or  electric 
company  may  foster  industrial  uses.  The  load-factor  situation 
of  electric  companies  makes  this  especially  important  for  them. 
For  gas  companies  it  makes  relatively  little  difference  at  what 
time  of  day  the  gas  is  taken.  A third  method  of  expansion  of 
demand  has  been  particularly  important  for  gas  companies,  that  is, 
the  more  and  more  general  use  of  gas  for  household  lighting  and 
cooking  even  in  the  homes  of  the  poorest.  The  increase  in  the 
number  of  consumers  of  gas  in  proportion  to  total  population 
has  about  reached  its  limit  in  the  large  cities  as  regards  illuin- 
iation,  though  perhaps  not  as  regards  cooking  and  similar  do- 
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mestic  uses.  Tlie  gas  companies,  therefore,  have  little  to  gain 
in  this  direction.  But  they  have  much  to  lose.  The  effect  of 
a meter  charge  of  fifty  cents  a month,  corresponding  to  the  cost 
as  computed  by  advocates  of  the  readiness-to-serve  theory,  would 
probably  be  a return  to  kerosene  in  the  case  of  many  small 
consumers.  For  New  York  City  in  1910  the  total  consumption 
capacity  in  terms  of  meter-lights  was  6,701,000.  Of  this  total, 
2,222,010  is  taken  up  by  three-light  meters  and  2,549,000  by 
five-light  meters.  Supposing  that  only  the  thnee-light  meter 
consumers,  but  all  of  these  consumers,  would  be  lost  if  the  bur- 
den upon  small  consumers  were  noticeably  increased,  and 
supposing  consumption  is  in  some  proportion  to  meter  capacity, 
it  appears  that  one-third  of  the  business  of  the  New  York 
City  companies  would  be  lost  by  a strict  application  of  Mr. 
Doherty’s  ideas  as  to  rates.  It  should  be  noted  incidentally, 
also,  that  many  small  consumers  of  gas  use  it  in  the  kitchen 
at  off-peak  times  and  depend  upon  electricity  for  illumination. 
Not  only  is  the  cooking  done  mainly  in  the  daytime  but  there  is 
probably  considerably  more  cooking  by  gas  in  summer  than  in 
winter.  This  is  a particularly  dynamic  phase  of  gas  supply  de- 
velopment which  ought  not  to  be  hampered  by  unfavorable  rates. 

Educating  the  consumer  is  the  great  dynamic  phase  of  con- 
sumption, and  the  most  important  aspect  of  this  is  the  education 
of  the  consumer  or  potential  consumer  of  small  income  and  small 
means.  Large-scale  production  depends  upon  the  demand  of 
masses  more  than  upon  anything  else,  though  cheap  transporta- 
tion is  of  nearly  equal  importance  in  the  case  of  goods  that  will 
stand  shipment.  But,  in  the  case  of  a public-service  corporation 
whose  service  can  be  rendered  only  in  direct  connection  with  its 
fixed  plant,  there  is  no  possibility  of  cheap  transportation  of  its 
product  to  a distant  market.  A far-sighted  business  policy  for 
a gas  or  electric  company  should  impel  it  to  adopt  every  possible 
means  of  reaching  as  great  a majority  of  potential  consumers 
within  its  territory  as  is  possible.  This  means  the  small  con- 
sumers. About  the  most  important  means  of  reaching  them  is 
a favorable  rate  as  regards  the  incidence  of  properly  differential 
charges.  The  advantages  of  density  of  demand  for  a public-ser- 
vice corporation  re-enforce  these  considerations.  The  policy 
should,  of  course,  have  regard  to  economic  limitations.  Prime 
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cost,  as  closely  calculated,  should  be  paid  by  the  small  consumer, 
but  a satisfactory  rate  system  will  attempt  to  take  from  him  little 
more. 

The  benefits  of  material  civilization  are  being  more  and  more 
extended  to  the  masses  in  just  the  way  indicated.  The  causes  of 
increasing  variety  of  consumption  and  increasing  amount  per 
capita,  of  which  the  general  use  of  better  illuminants  is  one 
phase,  are  economic.  But  it  is  not  at  all  improper  to  supplement 
one’s  view  of  these  matters  and  confirm  an  economic  policy  by 
moral  considerations.  As  has  been  indicated,  the  distribution  of 
the  burden  of  costs  unassignable  to  particular  products  is  by  its 
nature  indeterminate  and  not  fixed  hard  and  fast  by  any  prin- 
ciple. Where  a heavy  investment  of  capital  is  required  there  is 
a certain  indefiniteness  in  the  share  of  the  resulting  burden  of 
cost  to  be  put  upon  the  various  commodities  produced  or  persons 
served.  Economic  considerations  will,  of  course,  have  something 
to  say  about  the  proper  amount  and  incidence  of  differential 
charges.  But  they  decide  nothing  in  a specific  and  absolute  way. 
It  is  therefore  quite  appropriate  that  a differential  system  shall 
be  influenced  by  moral  considerations,  at  least  to  the  extent  of 
thus  obtaining  confirmation  for  a policy  that  is  already  indicated 
though  not  absolutely  prescribed  by  purely  economic  considera- 
tions. It  is  obvious  that  such  moral  considerations  would  un- 
mistakably point  to  favoring  the  small  consumer,  thus  broadening 
the  basis  of  civilization.  The  economic  solution  may  leave  the 
answer  to  the  rate  question  indeterminate  over  a considerable 
area.  Certainly  moral  considerations  may  count  within  these 
limits.  Even  though  moral  judgmtent  be  but  little  more  exact 
than  economic  practice,  the  combination  of  the  two  should  con- 
tribute some  definiteness.  Particularly  in  the  case  of  all  public- 
service  corporations  enjoying  special  franchises  which  entitle 
them  to  the  use  of  public  property  and  often  to  the  exercise  of 
peculiar  rights,  such  moral  considerations  become  moral  obliga- 
tions properly  enforceable  by  public  opinion  and  law. 

The  governmental  principle  of  taxation  according  to  “ ability 
to  pay  ” is  similar,  as  has  often  been  remarked,  to  the  railroad 
policy  of  “ charging  what  the  traffic  will  bear,”  this  phrase  not  be- 
ing necessarily  invidious.  Purely  and  completely  competitive 
price-making  is  at  the  opposite  extreme,  that  is,  nothing  of  the  ua- 
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ture  of  differentials  in  price  or  service  is  tolerated.  It  may  well  be 
said  in  passing  that  in  retail  trade,  prices  are  never  perfectly 
competitive.  Taxes  are  payments  for  services  but  are  so  peculiar 
in  their  nature  and  incidence  that  they  are  not  thought  of  as 
prices.  Railroad  rates  are  prices.  But  they  are  of  a peculiar 
nature  (though  not  so  peculiar  as  appears)  and  are  scarcely 
intelligible  to  the  man  in  the  street,  though  the  economist  has 
read  their  meaning  and  furnished  a theory.  Rates  for  munic- 
ipal public-service  corporations  are  superficially  much  simpler, 
but  to  a closer  inspection  they  do  not  resemble  supposedly  u or- 
dinary ” prices.  The  peculiarities  of  retail  prices  for  commodi- 
ties (plus  or  minus  certain  auxiliary  commodities  and  services 
usually  not  “taken  into  account”)  cannot  be  discussed  here.  It 
is  sufficient  here  to  impress  upon  the  reader  that  prices  are  not 
so  simply  constructed  as  he  is  likely  to  suppose.  Between  the 
two  extremes  — taxes  on  the  one  hand  and  perfectly  competitive 
prices  on  the  other  — lie  the  various  intermediate  cases  where 
differentiation  is  more  or  less  consciously  applied  and  where, 
also,  moral  considerations  may  finally  decide  how  rates  shall  be 
adjusted  in  detail.  It  should  not  be  supposed,  however,  that 
moral  considerations  do  not  enter  where  there  is  a single  price 
per  unit  with  differentiation  entirely  absent.  It  is  only  the  moral 
force  of  public  opinion  — operating  in  part  by  reflection  in  the 
dealer’s  own  conscience  — which  prevents  dealers  from  following 
out  their  inclination  to  differentiate  between  customers  and  take 
“ what  the  traffic  will  bear  ” in  every  individual  transaction. 
That  this  moral  feeling  is  often  outraged  by  a ruthlessly  “ busi- 
ness ” application  of  differentiation,  with  resulting  bad  feeling 
and  conflicts  with  public  opinion  for  the  corporations  so  managed, 
is  a present-day  problem,  the  solution  of  which  lies  in  the  recogni- 
tion of  the  moral  element  in  the  distribution  of  differential 
charges.  In  recognizing  this  element,  regard  should  of  course  be 
shown  for  economic  limitations. 

The  practical  conclusion  is  that  there  is  a strong  presumption 
in  favor  of  charging  for  light  and  heat  primarily  on  the  basis 
of  the  unit  of  supply,  though  that  basis  need  not  be  applied  with 
absolute  uniformity. 

Most  of  the  foregoing  considerations  have  somewhat  less  force 
as  regards  their  application  to  electricity  than  to  gas.  Kot  only 
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are  load-factors  of  more  importance  in  the  supply  of  electricity 
but,  in  the  present  state  of  the  arts  of  lighting  and  heating,  it  is 
the  gas  company  that  is  in  the  better  position  to  serve  small  con- 
sumers, and  economy  suggests  that  there  be  to  some  extent  a 
choice  between  the  two  agencies.  From  the  viewpoint  of  public 
policy  in  relation  to  fire  risk,  too,  the  general  use  of  gas  is  prob- 
ably as  yet  to  be  preferred  not  only  to  kerosene,  but  also  to 
electricity.  The  development  of  differential  schedules  appears  to 
promise  more  in  the  electrical  field.  So  far  as  the  reduction  of 
the  diurnal  peak  is  desired  by  gas  companies,  that  can  be  ef- 
fected by  teaching  the  consumers  to  use  incandescent  mantles. 

Practice  comes  before  theory.  Theory  is  only  just  becoming 
explicit  in  rate-making,  and  not  always  clearly  so.  It  is  right 
that  theory  should  react  upon  and  modify  practice.  The  result, 
however,  may  be  bad  if  the  theory  is  not  quite  sound.  The  re- 
sult might  easily  be  bad  in  the  case  of  gas  companies,  if  inertia 
and  the  force  of  public  opinion  did  not  prevent  much  external 
differentiation.  Engineers  are  likely  to  fail  to  see  that  no  mere 
mathematical  adjustment  will  do.  A simple  adjustment,  but  not 
mathematical,  may  be  based  upon  the  complex  reasoning  required 
by  the  differential  theory. 

The  conclusion  of  this  rather  long  theoretical  discussion  is  thus 
quite  conservative.  By  going  more  deeply  into  the  theory  of  rate- 
making than  the  extreme  advocates  of  external  differentiation 
have  gone,  it  is  found  that  there  is  little  or  no  occasion  for  change 
in  the  present  method  of  charging  for  gas  a constant  price  per  M 
cubic  feet  consumed,  with  little  regard  to  anything  else.  The 
best  way  for  the  companies  to  encourage  the  use  of  gas  for  domestic 
purposes  other  than  lighting  and  for  industrial  uses  seems  to  be 
through  the  supply  and  maintenance  of  gas  appliances  on  liberal 
terms.  For  the  supply  of  electric  energy  the  situation  definitely 
indicates  an  externally  differential  system  of  rates.  Where  so 
much  depends  upon  the  development  of  the  art  of  inexpensively 
and  correctly  measuring  quantity  of  current  and  loads,  however, 
it  is  useless  to  attempt  to  predict  just  what  form  the  rate  schedule 
will  finally  take.  It  is  clear  that  the  differential  system  adopted 
should  be  simple  and  easily  intelligible,  and  that  it  should  not 
burden  the  small  consumer  with  much  more  than  prime  cost. 
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PRODUCTION,  DISTRIBUTION,  AND  CONSUMPTION  OF  GAS: 

1909  and  1910 

Statistical  Epitome  and  Comparison 

PLANT  INCREASE  SINCE  DEC. 

31,  1908  (two  years)8 
December  / * » 


Item 

31,  1910 

Absolute 

Per  cent 

Twenty-four  hour  capacity  of  water-gas  sets,  M cu.  ft 

196,450 

1,950 

1 .00 

Twenty-four  hour  capacity  of  coal-gas  works,  M cu.  ft.  . . . 

33.QOO 

Capacity  of  holders,  M cu.  ft 

163,079 

5,350 

3.39 

Transmission  pipe  line,  feet 

452,332 

75,883 

20.16 

Distribution  pipe  line,  feet 

. . 18,775,009 

1,035,117 

5.83 

Number  of  live  service  pipes 

378,134 

16,242 

4.49 

Number  of  consumers’  meters  owned 

1,340,526 

96,913 

7.79 

OPERATIONS  increase,  1909-1910 

(one  year) 


Item 

1909 

1910 

Absolute 

Per  cent 

Principal  materials  used: 

Coal,  cwt 

21,515,566 

22,723,926 

1,208,360 

5.62 

Cost 

$3,673,457.23 

$3,822,762.25 

$149,305.02 

4.06 

Coke,  cwt 

3,822,884 

3,919,672 

96,788 

2.53 

Cost 

$637,508.69 

$607,234.74 

D $30,273.95 

D 4.75 

Oil,  gals 

142,432,278 

158,201,182 

15,768,904 

11.07 

Cost 

$4,588,790.35 

$5,035,896.33 

$447,105.98 

9.74 

Cost  of  principal  materials 

$8,899,756.27 

$9,465,893.32 

$566,137.05 

6.36 

By-products  (residuals)  sold: 

Coke,  cwt 

303,933 

288,361 

D 15,572 

D 5.12 

Total  proceeds 

$919,858.80 

$884,331.14 

D $35,527.66 

D 3.86 

Coal-gas  tar,  gals 

7,507,471 

7,279,364 

D 228,107 

D 3.04 

Total  proceeds 

$142,140.17 

$183,030.23 

$40,890.06 

28.77 

Water-gas  tar,  gals 

4,000,614 

9,722,705 

5,722,091 

143.03 

Total  proceeds 

$79,594.86 

$191,599.35 

$112,004.49 

140.72 

Ammoniacal  liquor,  gals 

19,864,492 

19,525,001 

D 339,491 

D 1.71 

Total  proceeds 

$123,829.50 

$143,230.68 

$19,401.18 

15.67 

Others,  proceeds 

$81,118.39 

$117,103.82 

$35,985.43 

44.36 

Total  proceeds  from  all  residuals  sold . 

$1,346,541.72 

$1,519,295.22 

$172,753.50 

12.83 

Gas  made  during  the  year:9 

Coal  gas M cu.  ft. 

5,983,278 

6,029,020 

45,742 

0.76 

Water  gas 

33,432,166 

35,875,046 

2,442,880 

7.31 

Total 

39,415,444 

41,904,066 

2,488,622 

6.31 

Average  daily  production . . 

107,988 

114,806 

6,818 

6.31 

Gas  sold  to  consumers: *  * 

Private  consumers “ 

35,698,953 

38,207,348 

2,508,395 

7.03 

Street  lamps 

624,478 

626,998 

2,520 

0.40 

Municipal  buildings 

369,182 

353,221 

D 15,961 

D4.32 

Total 

36,692,613 

39,187,567 

2,494,954 

6.80 

Gas  unaccounted  for  9 

2,378,281 

2,520,550 

142,269 

5.98 

Per  cent  of  total  available  > 

6.04 

6.00 

1 For  basis  see  p.  53. 

* Increases  are  not  obtained  by  direct  comparison  with  returns  for  1908.  They  are  derived 
from  the  1910  general  tables  and  take  into  account  corrections  made  in  the  returns  published 
for  the  earlier  year. 

* The  total  made  is  not  on  quite  the  same  basis  as  the  total  sold  or  otherwise  used  or  unaccounted 
for.  See  notes  to  Tables  XI  to  XIII. 


Light  and  Power  Statistics  — Analysis. 


43 


Physical  Statistics  of  Gas  Plant  and  Equipment. 

Installation  and  withdrawal  of  equipment  during  any  year  are 
in  general  accounted  for  in  the  annual  reports  of  the  various  com- 
panies for  that  year.  Increases  (net)  in  plant  capacity  for  each 
year  are  therefore  a part  of  the  returns.  The  annual  returns 
for  operations,  on  the  other  hand,  do  not  contain  the  measure 
of  the  increase  over  the  previous  year.  Fundamental  operating 
statistics,  however,  are  easily  compiled  and  less  subject  to  error 
than  are  the  physical  data  regarding  the  plant  and  the  changes  it 
undergoes,  since  so  much  in  the  estimation  of  the  capacity  of  a 
plant,  for  example,  depends  on  the  judgment,  which  is  not  suf- 
ficiently controlled  by  fixed  standards,  and,  when  the  date  of  in- 
stallation or  withdrawal  is  to  he  determined,  so  much  depends 
on  definitions  and  their  interpretation.  These  are  matters  in 
which  the  accountant  who  finally  makes  the  report  is  likely  to 
be  neither  interested  nor  expert.  Hence  the  superiority,  for 
physical  statistics  of  a plant,  of  an  average  for  several  years.  The 
comparisons  of  the  above  summary  that  relate  to  plant  are  for  the 
two-year  period  covered  by  the  two  sets  of  reports  compiled  in 
this  volume.  The  corresponding  comparisons  for  operating  sta- 
tistics is  made  between  these  two  years.  The  latter  comparison  is 
on  a rather  more  certain  basis  than  usual,  since  the  1909  figures 
had  the  benefit  of  the  correction  of  such  errors  as  were  disclosed  by 
the  study  of  the  1910  figures.  As  to  questions  of  accounting 
records  and  financial  statistics,  the  uniform  system  of  accounts 
was  in  effect  for  both  these  years. 

It  is  rather  accidental  than  statistically  significant  if  there  be 
much  or  little  change  in  a gas  plant  in  a particular  year.  A con- 
siderable change  is  not  at  all  a proper  basis  of  inference  that  the 
company’s  business  is  rapidly  growing.  But  if  its  gas  sendout 
has  increased  remarkably  as  compared  with  that  of  other  com- 
panies, this  is  definite  evidence  of  rapid  growth.  If  the  sendout 
of  the  year  is  remarkably  large  or  small  as  compared  with  the 
figures  for  preceding  years  for  the  same  company,  this  may  be 
due  to  peculiar  conditions  of  the  time  rather  than  to  any  pecu- 
liarity of  the  experience  of  the  particular  company  — a question 
to  be  decided  by  reference  to  the  experience  of  other  companies. 
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A comparison  of  the  operations  for  two  successive  years  is  of 
much  greater  significance  statistically  than  is  a comparison  of 
the  physical  data  of  plants  even  for  an  interval  of  several  years.  In 
the  latter  case  some  of  the  units  are  so  large  that  the  process  of 
development  is  markedly  discontinuous  or  intermittent.  The 
changes  of  a single  year  will  therefore  most  likely  give  results 
quite  unrepresentative  of  both  general  tendencies  and  of  condi- 
tions prevailing  at  the  time.  Operating  statistics  taken,  so  to 
speak,  in  cross  section,  that  is  for  a single  year,  do  accurately 
represent  prevailing  conditions  and  also  general  tendencies,  so 
far  as  the  particular  year  and  locus  of  the  operating  statistics  is 
typical  of  the  general  situation. 

The  increase  in  productive  capacity  during  the  two-year  period 
•is  very  slight,  just  one  per  cent  for  water  gas,  and  none  at  all 
for  coal  gas.  This  most  probably  means  that  the  companies  nave 
in  general  had  enough  reserve  capacity  to  provide  adequately  for 
growth.  The  increase  of  holder  capacity  has  in  comparison  been 
considerable.  Most  of  this  last  increase  pertains  to  the  Brooklyn 
Union  system.  The  possibility  of  some  maladjustment  as  between 
manufacturing  and  holder  capacity  in  the  case  of  this  system 
was  noted  in  Volume  III  of  the  Commission’s  Annual  Report 
for  1908.  Whether  the  increase  is  more  largely  of  the  nature  of 
an  adjustment  of  the  parts  of  the  plant  to  each  other  or  of  pro- 
vision for  increased  demand,  it  is  impossible  to  say.  More  care- 
ful adjustment  of  parts  through  the  provisions  of  additional 
holder  capacity  may  make  it  possible  to  meet  a larger  maximum 
demand  without  increase  of  manufacturing  capacity.  Increased 
productive  capacity  on  the  other  hand  may  make  it  possible  to 
put  off  building  another  holder.  The  two  kinds  of  capacity  are 
thus  largely  substitutes  for  each  other. 

It  is  of  interest  to  compare  increases  of  capacity  with  increases 
of  numbers  of  units.  While  the  capacity  of  holders  increased 
5,350,000  cu.  ft.,  the  number  of  units  decreased  by  1.  Similarly, 
the  increase  of  1,950,000  cu.  ft.  in  the  capacity  of  water-gas  sets 
was  accompanied  by  a decrease  of  4 in  their  number.  The  same 
tendency  toward  the  substitution  of  larger  for  smaller  units  is 
marked  in  the  case  of  auxiliary  works  apparatus  (Table  III), 
where  the  average  capacity  of  equipment  installed  is  almost  uni- 
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formly  many  times  the  average  capacity  of  the  withdrawals. 
The  economico-technological  forces  making  for  large-scale  pro- 
duction have  evidently  not  as  yet  exhausted  themselves  in  the 
gas  industry.  The  increasingly  dense  and  massive  aggregation 
of  population  in  Hew  York  is  of  course  an  important  favoring 
condition  to  the  strong  manifestation  of  such  a tendency. 

The  form  of  Table  IV,  dealing,  with  holders,  offers  an  oppor- 
tunity to  test  the  connection  between  the  date  of  holders  and  their 
capacity.  Estimated  dates  and  average  sizes  have  to  be  used  in  a 
few  cases  where  the  report  is  either  not  specific  or  not  sufficiently 
detailed,  but  these  cases  are,  as  may  be  seen  by  inspection  of 
Table  IV,  few.  From  a derivative  table  cross-classifying  the 
holders  with  reference  to  size  and  date  of  construction,  it  appears 
that  the  number  and  average  size  of  holders  installed  at  different 
periods  has  been  as  follows : 13  holders  of  an  average  size  of  290 
M cu.  ft.  for  the  period  before  1860 ; 11  of  the  same  average  size 
during  the  decade  of  the  60?s;  16  of  an  average  size  of  424  M 
cu.  ft.  during  the  70’s;  35  of  an  average  size  of  710  M cu.  ft. 
during  the  80’s ■;  25  of  an  average  size  of  1,082  M cu.  ft.  during 
the  90’s;  and  32  of  an  average  size  of  3,045  M cu.  ft.  during  the 
decade  of  1900  to  1909  inclusive.  Hone  were  built  in  the  year 
1910.  Ho  holders  of  as  much  as  5,000,000  cu.  ft.  capacity  were 
built  before  1900.  Since  that  date  13  of  5,000,000  cu.  ft. 
capacity  have  been  built,  and  also  in  1907  one  of  15,000,000.  The 
first  holder  of  at  least  2,000,000  cu.  ft.  capacity  was  built  in  the 
early  80’s.  Three  of  2,000,000  cu.  ft.  or  more,  but  of  less  than 
5,000,000,  were  built  in  the  80’s,  6 in  the  90’s,  and  4 subsequently 
to  189'9.  While  most  of  the  holders  of  small  size  are  very  old, 
10  holders  of  less  than  500  M capacity  have  been  built  since 
1900.  The  conditions  of  demand  in  outlying  districts  probably 
make  it  impossible  to  take  advantage  of  the  physical  principles  of 
technology  which  favor  the  use  of  larger  units.  But  some  small 
holders  may  have  been  built  for  no  other  purpose  than  the  equal- 
ization of  pressure  in  the  mains  at  points  distant  from  works  in 
regions  of  rather  dense  population. 

The  length  of  transmission  pipe  line  increased  at  a notable  rate 
during  the  two  years,  while  that  of  distribution  pipe  increased 
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comparatively  little.  The  percentages  are  20.2  and  5.8  respec- 
tively. These  figures  are  affected  somewhat  by  the  transfer  of 
pipe  from  distribution  to  transmission  service,  but  the  amount  in- 
volved is  only  8,325  feet,  so  that  the  contrast  is  valid.  Both  the 
direction  of  this  change  and  the  comparative  percentages  of  in- 
crease suggest  heavier  loads  put  upon  the  pipes  of  the  companies 
by  the  growth  of  consumption.  For  the  greater  part,  however, 
this  means  only  fuller  use  of  capacity.  Pipage  has  doubtless 
not  increased  at  the  same  rate  as  consumption. 

The  smaller  and  more  numerous  equipment  units  — service 
pipes  and  meters  — show  increases  approximately  proportional 
to  the  increase  in  the  quantity  of  gas  supplied.  The  numbers 
of  such  units  are  of  most  interest  in  direct  comparison  with  such 
quantities.  As  is  evident  from  the  footnotes  to  Division  B of 
Table  VII,  the  indicated  additions  to  the  supply  of  meters  are  not 
above  the  suspicion  of  inaccuracy,  but  the  errors,  at  any  rate  so 
far  as  the  suspicion  affects  the  total  number  owned,  are  not  of 
a kind  to  affect  the  statistical  use  of  the  data.  The  data  of  Table 
VIII,  which  contains  information  as  to  the  disposition  of  meters 
owned,  are  far  from  satisfactory. 

Meter  capacity  in  terms  of  lights  is  a tolerable  indication  of 
the  character  and  amount  of  the  connected  load  of  gas  companies. 
The  standard  “ light  ” for  this  purpose  is  equivalent  to  six  cubic 
feet  per  hour.  Meter  capacity  in  terms  of  lights,  for  each  com- 
pany, with  some  indication  of  how  the  capacity  is  distributed  by 
size,  is  shown  for  December  3'1,  1910  in  Table  1.  It  would  be 
a more  direct  substitute  for  connected  load  if  this  computation 
could  be  made  for  meters  in  use.  But  the  margin  of  meters  in 
reserve  or  in  process  of  repair  ought  to  be  rather  small  and  fairly 
constant  from  company  to  company.  So  far  as  the  maximum 
number  of  consumers  occurs  in  summer  rather  than  in  winter, 
the  capacity  of  meters  owned  has  a positive  advantage  over  the 
similar  figure  for  meters  in  use  on  December  31.  The  fact  that 
too  large  a meter  would  tend  to  under-register,  while  one  too  small 
would  tend  to  reduce  consumption,  may  be  taken  as  sufficient 
evidence  of  the  general  reliability  of  meter-capacity  as  an  in- 
dication of  connected,  or  even  of  maximum,  load.  Table  2 below 
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shows  the  relation  of  the  absolute  numbers  of  Table  1 in  the  form 
of  per  cent  distribution  by  classes  of  meters  and  by  groups  of 
companies. 

Meters  of  3 and  5 lights  capacity  account  for  about  82  per  cent 
of  the  meter  capacity  of  the  Brooklyn  Union  system  and  of  the 
smaller  companies  classed  together  under  the  head  of  “ Other  com- 
panies/7 while  they  account  for  only  66  per  cent  of  the  meter 
capacity  of  consumers  supplied  by  the  Consolidated  system.  The 
Consolidated  companies  account  for  more  than  their  proportion 
of  prepayment  meters,  while  the  Brooklyn  Union  makes  relatively 
little  use  of  this  type. 


Table  i — Meter  capacity  in  terms  of  lights,  by  sizes  and  by  companies:  December  31,  1910. 

REGULAR  METERS  PREPAYMENT 

METERS 


, 

Capacity 

3 and  5- 

10  to  45- 

60-light 

3 and  5- 

10- 

of  all 

Company 

light 

Iight 

and  over 

light 

light 

meters 

Consolidated  system 

Consolidated  Gas 

.1,266,661 

734,615 

318,600  445,642 

20 

2,765,538 

Astoria  Lt.,  Heat  & Power 

15 

15 

Central  Union  Gas 

. 248,884 

19,810 

9,260 

86,605 

310 

364,869 

New  Amsterdam  Gas 

. 253,221 

108,755 

65,040 

58,134 

485,150 

N.  Y.  Mutual  Gas  Light 

. 146,681 

79,545 

34,800 

20,258 

281,284 

Northern  Union  Gas 

. 114,725 

10,995 

3,920 

32,277 

161,917 

Standard  Gas  Light 

. 150,509 

84,495 

35,410 

52,178 

322,592 

Total 

.2,180,696 

1,038,215 

467,030 

695,094 

330  4,381,365 

Brooklyn  Union  system 

Brooklyn  Union  Gas 

.1,314,927 

200,200 

131,670 

78,504 

40 

1,725,341 

Flatbush  Gas 

65,739 

9,580 

3,330 

1,833 

80,482 

Jamaica  Gas  Light 

16,286 

3,335 

1,720 

1,688 

23,029 

Newtown  Gas 

. 112,118 

8,240 

6,520 

588 

127,466 

Richmond  Hill  & Q.  Co.  Gas  Light. 

15,135 

1,665 

630 

988 

18,418 

Woodhaven  Gas  Light i . . . 

26,486 

2,350 

1,080 

2,329 

32,245 

Total 

.1,550,691 

225,370 

144,950 

85,930 

40 

2,006,981 

Other  Companies 

Bronx  Gd>&  & Electric 

22 , 480 

1,470 

1,630 

25 , 580 

Brooklyn  Borough  Gas 

24,276 

6,935 

6,960 

7,517 

45,688 

UinorQ  Count v T ji <tVi hi Ti or 

92,655 

5,345 

3,320 

101,320 

New  York  & Queens  Gas 

. 15,718 

5,165 

1,320 

10,864 

80 

33,147 

New  York  & Richmond  Gas 

29,863 

9,725 

3,900 

25,603 

69,091 

Queens  Borough  Gas  & Electric 

26,466 

6,455 

1,550 

2,935 

10 

37,416 

Total 

. 211,458 

35,095 

18,680 

46,919 

90 

312,242 

Grand  Total 

. .3,942,845 

1,298,680 

630,660 

827,943 

460  6,700,588 
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Tabic  2 — Per  cent  distribution  of  meter  capacity  by  sizes  of  meters  and  by  groups  of  companies : 

December  31,  1910. 


PREPAYMENT 

REGULAR  METERS  METERS 


3 and  5-  10  to  45-  6C -light  3 and  5-  10-  Total 

Groups  of  Companies  light  light  and -over  light  light  capacity 

Per  cent  distribution  of  capacity  between  classes  of  meters  for  each  group  of  companies 


Consolidated  system 

49.77 

23.70 

10.66 

15.86 

.01 

100. 

.00 

Brooklyn  Union  system . . . . 

77.27 

11.23 

7.22 

4.28 

100 

.00 

Other  companies 

67.72 

11.24 

5.98 

15.13 

.03 

100 

.00 

City  as  a whole 

58.84 

19.38 

9.41 

12.36 

.01 

100 

.00 

Per  cent  distribution 

of  capacity  between  groups  of  companies  for  each  class  of  meter 

Consolidated  system 

55.31 

79.95 

74.06 

83.95 

71 

.74 

65, 

,39 

Brooklyn  Union  system . . . . 

39.33 

17.35 

22.98 

10.38 

8 

.70 

29. 

.95 

Other  companies 

5.36 

2.70 

2.96 

5.67 

19 

. 56 

4. 

.66 

City  as  a wdiole 

100.00 

100 . 00 

100.00 

100.00 

100 

00 

100. 

.00 

Comparisons  of  meter  capacity  in  cubic  feet  per  hour  with 
related  data,  by  groups  of  companies,  are  contained  in  Table  3, 
which  gives  both  absolute  and  relative  numbers.  The  absolute 
numbers  are  reduced  to  the  basis  that  seems  best  for  comparison. 
The  figures  for  productive  capacity  do  not  include  plants  not  in 
use  in  1910.  In  addition  to  ratios  to  meter  capacity,  the  ratios 
of  the  average  amount  of  gas  supplied  per  hour  to  the  productive 
capacity  per  hour  and  to  the  number  of  miles  of  main,  respectively, 
are  given. 

Table  3 — Meter  capacity  in^M  cu.  ft.  per  hour  compared  with  other  statistical  data. 


METERS 

Average 
amount  of  gas 
Produc-  supplied  to 

tive  consumers 

Miles  capacity  per  hour 

of  (M  cu.  ft.  in  1910 

main  per  hour)  (M  cu.  ft.) 

1,814  6,421  2,951 

1,276  2,337  1,343 

551  740  174 

Groups  of  Companies 
Consolidated  system .... 
Brooklyn  Union  system.. 
Other  companies 

Number 
owned 
857 , 467 
424,243 
58,816 

Capacity 
(M  cu.  ft. 
per  hour) 
26,288 
12,042 
1,873 

City  as  a -whole .... 

1,340, 526 

40,203 

3,641  9,498 

4,468 

Per  cent  Per  cent  Per  cent 

Gas 

Average 

productive  gas  sup-  gas  sup- 

supplied 

meter 

Meter 

capacity  plied  per  plied  per 

per  hour 

capacity 

capacity 

per 

hour  hour  of  hour  of 

per  mile 

per  meter 

per  mile 

of  meter  meter  productive 

! of  main 

(cu.  ft. 

of  main 

capacity  capacity  capacity 

(M  cu.  ft.) 

1 Groups  of  Companies 

per  hour) 

(cu.  ft.) 

per  hour  per  hour  per  hour 

Consolidated  system 

30  66 

14,492 

24.4  11.2  45.96 

1 .63 

Brooklyn  Union  system 

28.38 

9,437 

19.4  11.2  57.47 

1 .05 

Other  companies 

31.85 

3,400 

39.5  9.3  23.51 

0.32 

City  as  a w hole 

29.99 

11,042 

23.6  11.1  47.04 

1.23 
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The  average  size  of  meters  varies  comparatively  little  as  be- 
tween the  three  groups  of  companies.  Three-light  meters  are 
numerous  enough  to  weigh  equally  with  those  above  five  lights  in 
determining  the  average,  so  that  the  five-light  meter  is  not  only 
the  most  numerously  represented  class  but  is  also  remarkably 
close  to  being  of  exactly  the  arithmetical  average  size. 

Of  the  commoditiesi  supplied  to  urban  communities  under  con- 
ditions conferring  natural  monopoly,  there  is  probably  none  in  the 
price  and  quality  of  which  the  generality  of  consumers,  and 
especially  the  small  consumer,  is  more  interested  than  gas.  The 
returns  show  1,236,062  consumers  of  gas  in  the  city  of  Yew  York 
on  December  31,  1910,  compared  with  157,458  consumers  of 
electric  energy.  Many  offices  and  commercial  establishments  use 
electricity  alone,  lienee  if  the  comparison  could  be  reduced  to  the 
basis  of  domestic  users  it  is  not  improbable  that  it  would  show 
that  ten  times  the  number  of  heads  of  families  pay  for  gas  as 
for  electricity.  A comparison  of  the  number  of  consumers  of  gas 
with  population  indicates  that  almost  every  family  in  the  city 
must  be  using  gas.  There  is  on  the  average  one  consumer  to 
every  four  persons  or  less.  Duplications  of  consumers  will  not 
substantially  affect  this  showing. 

Productive  capacity  per  hour  for  the  city  as  a whole  is  about 
one-fourth  of  meter  capacity  per  hour.  A comparison  of  produc- 
tive capacity  for  twenty-four  hours  with  meter  capacity  per  hour 
is  not  inappropriate,  since  it  may  be  assumed  that  holders  will 
take  care  of  most  of  the  concentration  of  the  day’s  demand.  Pro- 
ductive capacity  for  the  twenty-four  hours  is  only  a little  over  five 
times  the  meter  capacity  for  one  hour.  In  other  words,  if  meter 
capacity  were  fully  utilized,  an  accumulated  twenty-four  hours’ 
product  at  full  capacity  would  last  for  only  a little  more  than 
five  hours.  The  amount  of  gas  supplied  to  consumers  shows,  of 
course,  a considerably  smaller  ratio  to  meter  capacity  than  does 
productive  capacity,  that  is,  11  per  cent.  The  ratio  of  the  amount 
of  gas  supplied  to  consumers  to  productive  capacity  shows  that 
nearly  one-half  of  a twenty-four-hour  day’s  operation  is  required 
to  meet  the  demand  of  consumers. 
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Meter  capacity  per  mile  of  main  is  markedly  greater  for  the 
Consolidated  system  than  for  the  other  groups.  This  is  perhaps 
as  good  a measure  of  density  of  consumption  as  can  be  obtained. 
Ratios  of  gas  supplied  per  mile  of  main  show  the  same  situation. 
The  Consolidated  system  appears  to  be  about  50  per  cent  better 
off  than  the  Brooklyn  Union  system  in  this  respect.  The  Brooklyn 
Union  in  turn  has  about  three  times  the  density  of  demand  as 
the  group  of  outlying  companies. 

The  ratio  of  productive  capacity  to  the  amount  of  gas  supplied 
is  inserted  in  the  above  table  chiefly  because  the  absolute  numbers 
required  for  the  comparison  are  so  conveniently  at  hand.  Its 
significance  cannot  be  disposed  of  off-hand.  For  a detailed  discus- 
sion of  this  ratio,  the  reader  is  referred  to  the  Annual  Report  of 
this  Commission  for  1909,  vol.  Ill,  page  17  ff. 


Materials  and  Products. 

The  most  notable  change  in  materials  used  is  in  oil,  the 
amount  having  increased  11  per  cent  and  the  cost  slightly  less. 
Coke  and  coal  have  increased  in  quantity  more  rapidly  than  in 
cost,  the  cost  of  coke,  in  fact,  showing  a considerable  decrease. 
This  suggests  the  use  of  more  or  better  oil  by  way  of  substitution 
for  the  better  quality  of  coal  and  coke.  But  this  question  properly 
requires  an  analysis  and  comparison  of  the  raw  materials  actually 
entering  into  the  composition  of  gas.  The  epitome  on  page  42 
combines  fuel  and  materials.  The  cost  of  coke,  furthermore,  is 
a rather  arbitrary  matter,  most  of  it  being  a residual  of  one 
subsidiary  company  sold  to  another,  or  even  merely  transferred 
between  the  accounts  of  the  same  company.  Only  the  companies 
of  the  Consolidated  system  either  produce  or  use  coke.  Somewhat 
the  same  sort  of  suspicion  attaches  to  the  character  of  the  price 
paid  for  gas  oil.  The  Consolidated  Gas  Co.  is  well  known  to  be 
a Standard  Oil  corporation. 

The  use  and  cost  of  gas  oil  is  fully  discussed  in  another  part 
of  this  report  dealing  with  the  cost  of  gas. 
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Of  the  two  sorts  of  gas  manufactured  in  the  city,  practically  all 
the  increase  has  gone  to  water  gas.  The  amount  of  coal  gas 
increased  0.76  per  cent,  as  compared  with  an  increase  for  water 
gas  of  7.31  per  cent.  This  explains  in  part  the  change  above  noted 
in  the  character  of  the  materials  used.  Of  the  coal  gas  made  in 
1910  the  Astoria  plant  produced  4,314,155,000  cu.  ft.  out  of  a 
total  of  6,029,020,000  cu.  ft.,  or  71  per  cent.  Its  percentage  of 
the  available  coal-gas  productive  capacity  of  the  Consolidated 
system,  and  also  of  the  city,  was  61.  The  available  capacity  of 
the  Astoria  plant  was  20,000,000'  cubic  feet  per  day  or  7,300,000,- 
000  cubic  feet  per  annum.  The  plant  was  in  1910  utilizing  60 
per  cent  of  its  rated  capacity.  This  is  probably  as  much  as  is 
economically  possible  under  existing  conditions  of  technique.  The 
gas  plants  of  the  city  as  a whole  show  a utilization  of  only  about 
50  per  cent  of  their  rated  capacity.  It  appears  that  in  1909, 
22.91  per  cent  of  the  product  of  the  Consolidated  system  was 
coal  gas,  and  in  1910,  22.09  per  cent,  the  proportion  thus  showing 
a slight  decrease. 

There  has  been  no  improvement  in  the  candle-power  of  gas 
supplied  in  1910  as  compared  with  1909,  such  as  might  be  ex- 
pected to  result  from  the  more  liberal  use  of  gas  oil  of  a better 
quality. 

Among  the  residuals,  there  appears  a notable  increase  in  the 
amount  of  water-gas  tar  sold.  Ho  change  is  shown  in  the  average 
price,  such  as  might  operate  as  a stimulus  to  making  the  most 
of  this  by-product.  The  returns  in  Table  X for  amounts  on  hand 
show  that  stocks  were  not  reduced  during  1910  but  rather  de- 
cidedly increased.  There  was  a marked  increase  in  the  amount  of 
tar  produced,  which  appears  to  be  attributable  to  the  increase  in 
the  amount  of  oil  used,  since  these  two  per  cent  increases  are 
the  largest  for  materials  and  products,  respectively.  A number 
of  companies,  however,  burn  their  water-gas  tar  as  made.  The 
totals  of  Table  X should  therefore  be  compared  with  the  amount 
of  oil  used  by  the  companies  attempting  commercially  to  exploit 
this  by-product.  The  comparison  for  gas  oil  (i.  c.,  not  including 
fuel  oil)  for  the  Consolidated  system  is  given  below.  Other 
companies  which  keep  a record  of  amounts  sell  very  little. 
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Item 

1909 

1910 

Absolute 

Per  cent 

Gas  oil  used  (including  enricher),  gals.  . . . 

Water-gas  tar  produced,  gals 

Gas  produced,  M cu.  ft 

Water-gas  produced,  M cu.  ft 

. . 87,239,857 
. 16,611,973 
. . 26,121,123 
. . 20,137,845 

92,177,299 

18,565,496 

27,287,346 

21,258,326 

4,937,442 

1,953,523 

1,166,223 

1,120,481 

5.66 

11.76 

4.46 

5.56 

The  comparison  for  the  Consolidated  system  only,  and  thus 
for  the  same  companies  as  regards  all  the  amounts  involved,  shows 
a considerable  increase  in  water-gas  tar  produced,  and  a slightly 
greater  increase  in  gas  oil  used  than  in  gas  produced,  some  of  the 
gas  oil  being  used  to  enrich  the  Astoria  plant’s  product.  Prom 
this  situation  it  is  natural  to  infer  that,  other  things  being  equal, 
the  large  increase  in  water-gas  tar  is  a result  of  the  use  of  a larger 
quantity  of  lower  grade  oil.  There  are  no  other  changes  in  ma- 
terials of  such  a nature  as  to  invalidate  this  inference.  The  dis- 
tinction between  gas  oil  used  as  enricher  and  gas  oil  used  as  a raw 
material  of  water-gas  manufacture  has  little  significance,  since  the 
consumer  is  supplied  with  mixed  gas. 

It  is  of  some  interest  to  observe  whether  there  is  any  tendency 
toward  a more  profitable  exploitation  of  minor  residuals.  The 
total  proceeds  would  indicate  as  much.  But  so  much  of  the 
amount  represents  intra-system  transactions  that  the  comparison 
should  be  based  on  residuals  that  are  not  susceptible  of  further 
use  in  the  manufacture  of  gas.  The  important  coal-gas  residual, 
coke,  can  be  used  by  the  gas  companies  as  fuel  if  the  price  obtain- 
able for  it  as  compared  with  the  cost  of  other  fuels  makes  this 
policy  economical.  The  fact  that  the  Consolidated  companies 
manufacture  water  gas  as  well  as  coal  gas  makes  it  possible  for 
them  to  use  the  surplus  residual  coke  from  their  coal-gas  plants  in 
the  manufacture  of  water  gas.  Water-gas  tar  is  also  used  chiefly  as 
a fuel,  there  being  little  commercial  demand  for  it.  This  is  the 
only  residual  afforded  by  water-gas  manufacture.  Thus  coke  and 
water-gas  tar  reappear  as  materials,  but  the  other  residuals  do  not. 
Coal-gas  tar  is  of  great  commercial  importance  as  a material  in 
the  chemical  industries,  but  the  supply  is  apparently  great  enough 
to  reduce  its  price  to  a very  low  point  per  gallon.  Ammoniacal 
liquor  ranks  next  to  coal-gas  tar  in  commercial  importance.  Am- 
monia is  also  recovered  in  the  form  of  ammonia  sulphate  to  a 
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considerable  amount.  Cyanogen  cake  is  a valuable  Tesidual, 
though  recovered  only  by  the . Astoria  plant.  The  combined  re- 
siduals other  than  coke  and  water-gas  tar  show  an  increase  in  total 
proceeds  amounting  to  nearly  $100,000,  or  over  one-fifth. 

Disposition  of  Gas  Manufactured. 

The  source  and  disposition  of  the  available  supply  of  gas  for 
each  company  are  shown  in  terms  of  per  cent  distribution  in 
Table  4 for  1909  and  in  Table  5 for  1910.  Since  three  out  of 
four  of  the  totals  contain  duplications  on  account  of  inter-company 
sales,  the  per  cent  distribution  is  also  given  exclusive  of  these 
duplications.  The  form  of  these  table's  is  identical  with  that  of 
the  series  of  general  tables  numbered  XIII,  which  contain  the 
data  on  which  the  percentages  are  based. 

The  character  of  the  total  supply  available  which  is  here  used 
calls  for  mention,  inasmuch  as  the  sum  of  such  totals  for  a series 
of  years  would  slightly  exaggerate  the  amount  available  for  such 
a period.  The  amount  in  the  holders  at  the  beginning  of  a year 
is  either  bought  or  made  during  the  preceding  year  and  that  at 
the  end  of  the  year  is  disposed  of  during  the  next  year.  The 
contents  of  the  holders  should  be  taken  into  consideration  only 
once  for  any  total,  not  as  many  times  as  there  are  years.  It  is  for 
all  practical  purposes  correct  to  treat  the  amount  in  the  holders  as 
available  in  the  year  just  closed,  and  since  it  is  carried  over  into 
the  next  year,  it  is  also  available  then.  A figure  which  takes 
into  account  only  the  difference  between  the  contents  of  the  holders 
at  the  beginning  and  at  the  end  of  the  period  is  the  total  disposed 
of,  not  the  total  available.  This  latter  total  is  not  strictly  repre- 
sentative of  the  year’s  business,  nor  should  it  be.  A more  practical 
reason  for  using  it,  however,  is  its  convenience  as  a check  upon 
the  parts  of  Table  XIII.2 

2 To  include  in  the  total  supply  available  all  the  gas  on  hand  at  the  beginning  or  at  the  end 
of  the  year  is,  of  course,  not  strictly  correct,  as  it  is  necessary  that  some  gas  be  always  left  in  the 
ho  der3  unless  the  system  is  shut  down.  The  statement  on  line  21,  page  51,  in  volume  III  of  the 
Annual  Report  of  this  Commission  for  1909  should  be  corrected  by  changing  the  words  “and 

also  all”  to  “or  all.” 


Table  4 — Per  cent  distribution  of  gas  supply  by  source  and  by  disposition,  by  companies:  1909. 
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Table  5 — Per  cent  distribution  of  gas  supply  by  scur:e  and  by  disposition,  by  companies:  1910. 
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Tlie  uncorrected  bracketed  totals  of  tables  4 and  5 are  of  interest 
only  as  showing  the  extent  to  which  there  is  a duplication  of  sales 
owing  to  the  “ selling  ” of  gas  between  the  companies  of  the  same 
system  before  it  is  sold  to  consumers.  In  1910  the  sales  of  the 
Consolidated  were  thus  duplicated  to  the  extent  of  22  per  cent 
of  the  uncorrected  total,  and  those  of  the  Brooklyn  Union  system 
to  the  extent  of  11  per  cent,  while  in  the  uncorrected  grand  total 
for  the  city  as  a whole  there  is  ia  duplication  of  18  per  cent. 

Gas  on  hand  both  at  the  beginning  and  at  the  end  of  the  vear 
is  on  the  average  one-quarter  of  one  per  cent  of  the  total  avail- 
able for  the  year.  In  other  words  it  amounted  to  about  1/400  of 
the  latter,  and  therefore  slightly  less  than  one  day’s  supply.  The 
New  York  and  Queens  Gas  Co.  appears  to  run  on  the  narrowest 
margin.  Its  holder  capacity  is  not,  however,  conspicuously  small 
relative  to  demand.  Probably  the  basis  of  its  return  is  somewhat 
different  from  that  used  by  other  companies. 

Gas  unaccounted  for  is  practically  6 per  cent  of  the  total  avail- 
able in  both  years,  taking  the  city  as  a.  whole.  Of  course  the 
Consolidated  system  makes  the  best  showing.  That  the  per- 
centage for  the  Brooklyn  Union  system  is  larger  in  1910  than  in 
1909  may  be  due  to  the  increasing  distance  to  which  gas  is  sent 
from  its  productive  plants.  The  notable  increase  in  transmission 
pipe  in  this  system  both  in  1909  and  1910,  accounting  for  prac- 
tically all  the  increase  shown  in  Table  IV,  is  indicative  of  con- 
ditions favorable  to  a rather  high  leakage  rate.  But  the  other  and 
more  outlying  companies  are  even  less  favorably  situated,  hence 
their  ratios  of  from  10  to  over  20  per  cent  for  1910.  But 
inensurational  causes  of  difference  between  readings  on  the  con- 
sumers’ premises  and  at  the  works  should  considerably  affect  these 
ratios.  The  unusual  concentration  of  the  customers  of  the  Con- 
solidated system  and  especially  the  location  of  its  meters  more 
generally  in  kitchens  rather  than  in  cellars  suggest  an  even  more 
favorable  percentage  of  gas  unaccounted  for  for  this  system  than 
the  returns  show. 

The  differences  between  the  ratio  tables  for  1909  and  1910 
are  remarkably  small.  There  has  been  a slight  improvement,  that 
is,  a reduction,  in  the  proportion  of  gas  unaccounted  for,  due  en- 


Light  and  Power  Statistics 


Analysis. 


57 

tirely  to  tli©  better  record  of  tlie  Consolidated  system.  The  im- 
provement throughout  is  not  absolute,  but  only  relative  to  the 
amount  of  gas  supplied.  The  proportionate  amount  of  gas  used 
by  the  companies  themselves  appears  to  have  increased  slightly, 
the  change  in  this  direction  being  due  entirely  to  the  Consolidated 
system.  Even  in  the  ratios  of  the  individual  companies  there  are 
no  marked  changes,  and  none  worthy  of  special  comment. 

Table  6 shows  gas  losses  in  comparison  with  length  of  main. 
Ratios  of  population  to  miles  of  main  are  also  given  here.  Their 
comparison  with  the  gas  losses  per  mile  of  main  suggests  a less 
decisive  influence  of  density  of  demand  upon  losses  than  might 
be  expected.  Companies  serving  a dense  population  have  in  gen- 
eral high  losses  per  mile  of  main,  while  some  of  the  lowest  losses 
per  mile  are  shown  by  companies  having  a much  spread-out  dis- 
tributing system  from  which  gas  is  taken  for  consumption  at  a 
rather  low  rate.  All  the  Queens  companies,  for  example,  except 
the  East  River  (New  Amsterdam),  rank  rather  low  as  regards 
losses  sustained  per  mile  of  main.  Some  of  these  companies  use 
a considerable  amount  of  transmission  pipe.  The  situation  seems 
to  suggest  the  importance  of  mensurational  causes  in  “ gas  un- 
accounted for  ” rather  than  the  extent  and  duration  of  exposure 
to  leakage  in  the  transmission  and  distribution  pipes.  But  in  the 
more  densely  settled  parts  of  the  city  the  mains  are  doubtless  sub- 
jected to  more  frequent  disturbance  and  greater  strains. 

The  range  of  variation  for  the  ratio  of  population  to  miles  of 
main  is  between  241  (Queens  Borough  Gas  & Electric)  and 
1,764  (Central  Union  Gas).  The  necessary  burden  of  fixed 
charges  on  account  of  the  distribution  system  would  naturally 
be  influenced  very  greatly  by  such  a difference. 

Inter-company  sales  of  gas  for  the  Brooklyn  Union  system  are  all 
one  way,  that  is,  from  the  controlling  and  manufacturing  company 
to  the  controlled  subsidiary  companies.  In  1909  a small  amount 
was  sold  between  a company  of  the  Consolidated  and  a company 
of  the  Brooklyn  Union  system.  ETone  of  the  “ Other  companies  ” 
group  sells  gas  to  another  gas  company.  The  complex  character  of 
inter-company  transactions  within  the  Consolidated  system  makes 
it  worth  while  to  have  such  transactions  in  tabular  form.  Tables 
7 and  8 following  contain  such  data  for  the  years  1909  and  1910, 
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The  general  statistical  tables  appended,  made  lip  as  they  are  on 
the  basis  of  the  company  as  the  principal  unit,  count  gas  sold 
between  companies  twice.  But  an  attempt  is  made  to  prevent 
misinterpretation  of  the  figures  by  footnotes  that  warn  the  person 
using  the  tables  of  the  character  of  the  totals  affected  by  this 
situation.  From  the  point  of  view  of  the  company  and  as  an 
accounting  matter,  sales  to  another  company  cannot  be  refused  the 
name,  though  the  public  is  properly  interested  in  the  more  signifi- 
cant total  of  sales  to  consumers.  In  the  case  of  the  Consolidated 
companies,  gas  is  often  manufactured  by  one  company  and  passes 
to  another  “ under  agency  agreement.”  Bookkeeping  entries  for 
such  transactions  are  different  from  those  for  “ sales,”  but  in 
tabulation  this  Commission  treats  all  such  quantities  as  inter-com- 
pany sales. 


Table  6 — Gas  losses  and  population  per  mile  of  main,  by  boroughs:  1910. 

Gas  unac- 


Compant 

Manhattan 

Consolidated  Gas 

New  Amsterdam  Gas 

N.  Y.  Mutual  Gas  Lt 

Standard  Gas  Light 

The  Bronx 

Central  Union  Gas 

Northern  Union  Gas 

Standard  Gas  Light 

Bronx  Gas  & Electric 

Brooklyn 

Brooklyn  Union  Gas 

Flatbush  Gas 

Brooklyn  Borough  Gas 

Kings  County  Lighting 

Queens 

Astoria  Lt.,  Ht.  & Pr 

East  River  Gas  5 

Jamaica  Gas  Lt 

Woodhaven  Gas  Light 

Richmond  Hill  & Q.  Co.  Gas  Lt. . . . 

Newtown  Gas 

New  York  & Queens  Gas 

Queens  Boro.  Gas  & Elec 

Richmond 

New  York  & Richmond  G&s 


Popula-  counted  for 
Miles  tion6  per  mile 

of  main,  per  mile  of  main 
Dec.  31,  1910  of  main  (M  cu.  ft.) 


820 . 62 
246.74 
168.37 
^202.95 

148.41 

155.42 

(4) 

39.29 

908.96 

93.46 

88.02 

159.54 


1,628 


1,764 

743 

1,254 

785 

1,600 

781 

336 

483 


f 659 
I 835 
] 719 

t «744 

783 
649 
4 744 
518 

919 

516 

307 

648 


70.94  862  835 
56.17)  f 175 
56.25 J-  472  j 223 
29.73J  [ 313 
131.41  801  345 
79.31  469  504 
91.03  241  452 


94.20  .791  346 


Total 


3,641.54  1,302  692 


4 Miles  of  main  in  the  Bronx  combined  wi  h Manhattan  figure.  The  ratio  is  for  the  company 
as  a whole,  in  both  Manhattan  and  The  Bronx. 

5 Queens  operation  of  New  Amsterdam  Gas. 

6 Population  figures  op  which  \hese  ratios  pre  ba,sed  are  fopnQ  ip  Table  IQ, 


Table  7 — Consolidated  system  — Intercompany  sales  of  gas  (M  cu.  ft.):  1909. 
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7 Westchester  Lighting  Co. 

8 From  Newtown  Gas  Co.  (Brooklyn  Union  system). 


Table  8 — Consolidated  system  — Intercompany  sales  of  gas  (M  cu.  ft.):  1910- 
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Consumption  of  Gas  and  its  Comparative  Increase,  with  Special 
Reference  to  the  Reduction  in  Price. 

The  statistical  epitome  on  page  42  shows  an  increase  from  1909 
to  1910  in  the  amount  of  gas  sold  to  consumers  of  6.80  per  cent. 
Consumption  by  the  municipality  fell  short  of  quite  holding  its 
own,  so  that  the  increase  in  gas  supplied  to  private  consumers  was 
7.03  per  cent.  The  amount  of  gas  unaccounted  for  did  not  in- 
crease quite  so  rapidly  as  the  total  supplied,  that  is,  there  was 
a relative  saving  in  this  item.  Hence  the  amount  of  gas  manu- 
factured increased  only  6.31  per  cent.  The  increase  is  not  small 
on  any  basis.  But  its  significance  can  be  best  discerned  by 
comparison  with  similar  data  for  other  years.  Table  9 incorpor- 
ates and  brings  down  to  date  the  table  on  page  58  of  volume  III 
of  this  Commission’s  annual  report  for  1909,  except  that  the 
half-year  ended  December  31,  1907,  is  left  out  owing  to  the  awk- 
wardness of  the  basis  of  comparison. 

The  comparison  of  the  returns  for  1907  with  those  for  1908  as 
given,  in  Table  9 is  somewhat  affected  by  the  separation  of  the  two 
years  compared  by  an  interval  of  six  months.  If  growth  were 
normally  constant,  not  only  from  year  to  year  but  from  month  to 
month,  the  comparison  of  these  two  years  would  give  to  the  latter 
one  the  benefit  not  only  of  its  own  normal  increase  but  also  of 
whatever  normal  increase  pertained  to  the  six  months  immediately 
preceding.  In  fact,  however,  the  daily  average  consumption  for 
the  second  half  of  1907  shows  a decrease  as  compared  with  the 
daily  average  for  the  year  preceding.  There  is  more  daylight  in 
the  first  half  of  the  year  and  more  vacation  absences  from  town  in 
the  second  half.  Peculiar  business  conditions  may  also  have  been 
effective  during  this  period.  At  any  rate  it  does  not  appear  that 
the  comparison  of  the  calendar  year  1908  with  the  fiscal  year  1907 
has  any  tendency  to  exaggerate  the  figure  obtained  for  the  annual 
rate  of  increase.  Business  conditions  in  1908  doubtless  retarded 
somewhat  the  rate  of  increase  during  that  period.  The  fact  that 
the  rate  of  increase  of  consumption  in  both  1909  and  1910  was  over 
one-half  again  as  great  as  the  1908  figure  may  be  largely  due  to 
this  factor. 
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Table  9 — Gas  (M  cu.  ft.)  supplied  to  consumers  by  groups  of  companies  for  a series  of  years, 
with  per  cent  increase:  1907-1910.1 

YEAR  ENDED  DECEMBER  31, 

Year  ended  * > 

System  June  30,  1907  1908  1909  1910 

Gas  supplied  to  municipality  and  to  private  consumers 


Consolidated  system 


Amount 

...  23,048,249 

22,973,646 

24,536,759 

25,851,872 

Average  per  day 

62,770 

67,224 

70,827 

Per  cent  increase  over  previous  year . 

— 

D 0.60 

6.80 

5.36 

Brooklyn  Union  system 

Amount 

8,724,989 

10,080,102 

10,772,867 

11,761,913 

Average  per  day 

23,904 

27,541 

29,515 

32,224 

Per  cent  increase  over  previous  year . 

— 

15.22 

6.87 

9.18 

Other  companies 

Amount 

944,280 

1,189,973 

1,336,283 

1,521,177 

Average  per  day 

2,587 

3,251 

3,661 

4,168 

Per  cent  increase  over  previous  year . 

— 

25.67 

12.30 

13.84 

City  as  a whole 

Amount 

. ..  32,717,518 

34,243,721 

36,645,909 

39,134,962 

Average  per  day 

89,637 

93,562 

100,400 

107,219 

Per  cent  increase  over  previous  year . , 
Gas  supplied 

4.38 

TO  PRIVATE  CONSUMERS  ONLY 

7.01 

6.79 

Consolidated  system 

Amount 

. ..  22,481,361 

22,416,954 

23,986,023 

25,322,616 

Average  per  day 

61,593 

61,248 

65,715 

69,377 

Per  cent  increase  over  previous  year . . 

— 

DO. 56 

7.00, 

5.57 

Brooklyn  Union  system 

Amount 

8,427,182 

9,761,204 

10,446,195 

11,431,372 

Average  per  day 

23,088 

26,670 

28,620 

31,319 

Per  cent  increase  over  previous  year . . 
Other  companies 

. . 

15.51 

7.02 

9.43 

Amount 

845,637 

1,083,951 

1,226,480 

1,407,913 

Average  per  day 

2,317 

2,962 

3,360 

3,857 

Per  cent  increase  over  previous  year . . 

— 

27.84 

13.15 

14.79 

City  as  a whole 

Amount 

..  31,754,080 

33,262,109 

35,658,698 

38,161,901 

Average  per  day 

86,997 

90,880 

97,695 

104,553 

Per  cent  increase  over  previous  year . . 

— 

4.46 

7.21 

7.02 

The  difference  between 

the  various 

groups 

of  companies  as 

regards  rate  of  increase  and  its  variations  is  rather  striking.  The 
Consolidated  system  shows  a decrease  at  the  beginning  of  the  four- 
year  period  and  a considerable  increase  later,  though  not  as  great 
as  the  rate  of  increase  for  the  city  as  a whole.  The  Brooklyn 
Union  system,  and  still  more  the  “ Other  companies  ” group, 
show  marked  increases  in  1908  and  increases  in  1909  and  1910 
only  about  one-half  as  great,  though  still  such  as  bear  favorable 


1 Excludes  Westchester  Lighting  Co. 
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comparison  with  the  figures  of  the  Consolidated  system.  A 
natural  explanation  of  these  peculiarities  lies  in  certain  changes 
in  the  amounts  charged  for  gas  referred  to  below. 

The  legislative  act  reducing  the  price  of  gas  for  the  Consolidated 
and  for  the  greater  part  of  the  Brooklyn  Union  system  from 
$1.00  to  80  cents  per  M cu.  ft.  was  to  go  into  effect  on  May  1, 
1906,  as  regards  the  price  to  be  charged  to  private  consumers. 
The  city  rate  was  to  be  changed  from  90  to  75  cents  on  July  1, 
1905,  but  this  change  has  little  or  no  bearing  on  the  tendency 
in  the  amount  of  gas  consumed.  The  general  effect  of  the  act 
was,  however,  suspended  by  litigation  until  the  decision  of  the 
Supreme  Court  of  the  United  States  which  was  handed  down  on 
January  4,  1909.  The  Brooklyn  Union,  however,  was  meantime 
giving  the  consumer  the  benefit  of  the  doubt  and  billing  gas  at 
80  cents.  The  Consolidated  companies  continued  to  charge  $1, 
treating  the  extra  20  cents  as  a special  deposit  to  be  repaid  to 
consumers  in  case  the  reduction  in  price  was  upheld. 

The  remarkable  change  in  the  situation  as  regards  gas  supplied 
to  consumers  by  the  Consolidated  companies  came  in  1909  and 
may  be  attributed  mainly  to  the  effective  reduction  of  the  price 
of  gas  at  the  beginning  of  that  year.  The  effect  had  doubtless  not 
yet  exhausted  itself  in  1910. 

The  effect  of  the  reduction  in  the  case  of  the  Brooklyn  Union 
system  would  come  sooner.  The  character  of  the  1908  figure 
doubtless  shows  this  in  part.  But  it  would  be  more  to  the  point 
to  show  the  increase  of  1907  over  1906.  The  figures  for  1906 
and  following  years  are  given  in  Table  10  for  the  Brooklyn  Union 
system.  Similar  data  are  not  obtainable  for  the  Consolidated  com- 
panies. The  quantities  include  public  lighting,  since  separate 
figures  were  not  reported  in  1906,  but  neither  the  amount  nor 
changes  in  the  amount  of  gas  so  used  are  important  enough  to 
affect  the  comparison.  The  figures  for  1906  may  be  too  low,  since 
there  is  an  inexplicably  large  difference  between  sales  as  reported 
and  gas  produced.  Hence  the  comparison  is  also  made  for  the 
Brooklyn  Union  Gas  Co.  on  the  basis  of  gas  produced  for  the  series 
of  years.  This  figure  is,  however,  not  available  for  1905. 
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Table  io  — Brooklyn  Union  system  — Gas  (M  cu.  ft.)  supplied  to  consumers,  public  and  private, 
and  gas  produced,  with  per  cent  increase:  1905-1910. 

YEAR  ENDED  JUNE  30  YEAR  ENDED  DECEMBER  31 


Company  1905  1906  1907  1908  1909  1910 

Gas  Supplied  to  All  Consumers 

Brooklyn  Union  Gas 6,312,000  6,536,177  7,938,181  9,031,417  9,569,116  10,324,997 

Flatbush  Gas 192,500  212,264  303,314  396,369  455,855  553,813 

Sub-total 6,504,500  6,748,44  1 8,241,495  9,427,786  10,024,971  10,878,810 

Per  cent  inc 3.75  22.12  14.39  6.33  8.52 

Jamaica  Gas  Light 48,500  51,585  66,641  88,620  97,593  112,451 

Newtown  Gas 186,000  177,927  288,912  385,325  441,163  520,127 

Richmond  H.  & Q.  C.  GasLt...  47,000  46,196  66,554  84,611  94,084  106,38  1 

Woodhaven  Gas  Light 38,139  43,285  61,387  93,760  115,056  144,144 

Sub-total 319,639  318,993  483,494  652,316  747,896  883,103 

Per  cent  inc D.20  51.57  34.92  14.65  18.08 

Total  system 6,824,139  7,067,434  8,724,989  10,080,102  10,772,867  11,761,913 

Per  cent  inc ■ 3.56  23.45  15.53  6.87  9.18 

Gas  Produced 

Brooklyn  Union  system — 7,888,900  9,288,414  10,885,681  11,745,288  12,820,641 

Per  cent  inc 17.74  17.20  7.90  9.16 


The  significance  of  the  rates  of  increase  of  this  table  is  evident 
even  if  it  be  considered  that  the  had  showing  of  sales  for  190(3 
is  due  in  some  measure  to  understatement,  and  that  the  increase 
for  1907  is  in  part  therefore  only  apparent.  The  marked  response 
of  consumption  to  the  lowering  of  the  price  of  gas  is  quite  evident. 
The  per  cent  increase  for  1907  for  gas  produced  makes  it  in- 
dubitable that  the  great  bulk  of  the  increase  in  consumption  shown 
for  the  fiscal  year  1907  is  actual.  Since  the  new  rate  went  into 
effect  on  May  1,  1906,  the  increase  for  the  fiscal  year  1907  should 
not  be  expected  fully  to  represent  the  effect  of  the  new  situation 
upon  that  year.  Part  of  the  increase  (not  necessarily  full  one- 
sixtli)  would  come  in  the  preceding  year  and  tend  to  make  the 
figures  for  the  year  1907  inadequately  representative  of  the  effect 
of  the  lowering  of  the  price.  If,  for  purposes  of  illustration, 
the  effect  may  be  imagined  as  causing  a sharp  displacement  of  the 
curve  of  increase  by  simply  raising  it  from  the  date  of  May  1 on, 
then  the  increase  for  the  fiscal  year  1907  would  be  only  two-thirds 
of  the  increase  due  to  the  lower  rate.  Actually,  of  course,  the 
effect  of  the  lowering  of  the  price  is  gradual,  apparently  extending 
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through  a period  of  as  much  as  two  years,  though  doubtless  most 
sharply  felt  immediately.  This  gradual  nature  of  the  effect  means 
that  the  1909  figure  for  the  'Consolidated  companies  does  not 
represent  the  full  effect  of  the  lower  price  upon  its  consumers. 
The  quite  definite  coincidence  as  regards  the  times  when  the  new 
rate  should  be  influencing  consumption  and  when  marked  increases 
in  consumption  for  both  the  Consolidated  and  the  Brooklyn  Union 
systems  appear  — the  periods  being  different  for  the  two  systems 
— is  certainly  noteworthy. 

The  nature  or  source  of  the  increase  in  the  consumption  of  gas 
has  some  bearing  on  the  question  of  its  relation  to  the  lowered 
price.  It  has  been  said  that  the  effect  of  the  lowering  of  the  price 
upon  consumption  should  show  in  the  average  amount  consumed 
per  meter  or  consumer.  The  average  per  meter  remained  the 
same  between  1908  and  1909.  On  the  assumption  that  the  stim- 
ulus to  consumption  would  express  itself  in  this  average,  it  has 
been  inferred  that,  if  the  large  increase  in  the  amount  of  gas  con- 
sumed during  the  latter  year  was  of  advantage  to  the  company, 
that  advantage  was  not  due  to  the  lower  price  for  which  its  com- 
modity was  selling.  This  proposition  calls  for  critical  examina- 
tion. Data  for  consumers  and  for  services  are  contained  in 
Table  11.  Gas  supplied  does  not  include  that  for  street  lamps, 
which  is  not  metered. 

Table  n — Consolidated  system  — Gas  supplied  per  consumer  and  per  service:  1907-1910.2 

GAS  SUPPLIED  TO  CONSUM-  GAS  (M  CU.  FT.) 

CONSUMERS  SERVICES  ERS,  EXCL.  ST.  LAMPS  SUPPLIED  Con- 

* > <■ * ' * • > * > sumers 


1907.. . 

1908.. . 

Number 

698,359 

706,263 

Per  cent 
increase 

Number 

Per  cent 

increase  (M  cu.  ft.) 

Per  cent 
increase 

Per  con- 
sumer 

Per 

service 

per 

service 

1.13 

175,829 

f 3 22,418,951 
l 4 22,678,682 

31.74 

32.11 

127.49  1 
128.98  J 

\ 40.2 

1909... 

758,047 

7.33 

173,367 

/ 3 23,986,023 
° 140  \ 4 24,251,938 

7.00 

6.94 

31.64 

31.99 

133.35  1 
139.89  1 

\ 43.7 

1910... 

797,320 

5.18 

170,689 

D 1 54  / 3 25>322>616 
\ 4 25,575,319 

5.57 

5.46 

31.76 

32.08 

148.36  1 
149.84  ; 

f 46.7 

2 Excludes  gas  supplied  for  street  lamps.  Also  excludes  Westchester  Lighting  Co.  (partly  oper- 
ating in  Bronx),  for  which  not  all  the  data  are  obtainable. 

3 Private  consumers  only. 

4 Private  consumers  and  municipal  buildings. 
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Before  comparing  the  quantity  of  gas  consumed  with  the  num- 
ber of  meters  for  successive  years,,  it  might  be  well  to  consider  the 
relation  of  quantity  consumed  to  the  number  of  services.  This 
ratio  shows  a remarkable  increase.  The  number  of  consumers 
per  service  is  relatively  high  and  still  increasing  at  an  astonishing 
rate  — one-sixth  increase  in  two  years.  The  number  of  services 
has  actually  diminished  considerably  during  this  period.  This 
may  indicate  a large  amount  of  reconstruction  necessitated  by 
changes  among  consumers,  e.  g.  the  replacement  .of  a one  or  two 
family  dwelling  by  an  apartment  house,  with  corresponding  large 
first  cost,  or  it  may  be  due  to  the  abandonment  of  duplicate  ser- 
vices constructed  by  one-time  competing  companies.  It  is  at  any 
rate  evident  that  the  growth  of  consumption  that  came  to  the  Con- 
solidated system  in  the  years  1909  and  1910  meant  increased  den- 
sity of  business  and  required  an  increase  in  fixed  investment 
much  less  than  proportional  to  the  increase  in  gas  supplied. 

It  is  true  that  the  amount  consumed  per  meter  has  remained  the 
same.  But  this  of  itself  proves  nothing.  Consumers  of  gas  do 
not  all  belong  in  the  same  class  as  regards  the  amount  they  use. 
It  is  clear,  too,  that  at  least  so  far  as  relates  to  domestic  use  it  is 
in  general  the  smaller  and  poorer  consumers  who  are  most  re- 
sponsive to  a lowered  price.  If,  as  would  be  natural,  a dispro- 
portionate number  of  consumers  of  this  class  were  added  to  the 
number  of  Consolidated  consumers  by  reason  of  the  lower  price, 
the  effect  of  this  addition  in  pulling  down  the  average  consump- 
tion per  meter  might  just  about  balance  the  other  expected  effect 
of  a more  liberal  consumption  per  meter  on  the  part  of  former 
consumers.  Hence  we  need  to  examine  the  increase  in  meters 
by  size  classes,  this  being  the  best  available  evidence  of  the  distri- 
bution of  consumers  according  to  amount  consumed.  The  follow- 
ing table  shows  the  situation  and  tendency  for  the  years  1908  to 
1910  for  the  Consolidated  system.  It  is  derived  from  the  data 
of  Table  VII.  Capacities  of  meters  as  well  as  sizes  are  shown  in 
order  to  make  the  meter  data  more  strictly  comparable  with  quan- 
tities consumed. 
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Table  12  — Consolidated  system  — Meters  owned,  by  size,  together  with  light  capacity. 

REGULAR  PREPAYMENT 


10-light 


Item 

3-light 

5-light 

and  over 

3-light 

5 5-light 

1908 

Number 

353,823 

194,461 

71,517 

172,560 

19,189 

Capacity 

1,061,469 

972,305 

1,464,180 

517,680 

96,120 

1909 

Number 

349,643 

211,798 

71,908 

174,358 

23,737 

Per  cent  increase 

Dl.18 

8.92 

0.55 

1.04 

23.70 

Capacity 

1,048,929 

1,058,990 

1,478,710 

523,074 

118,850 

Per  cent  increase 

Dl.18 

8.92 

0.99 

1.04 

23.65 

1910 

Number 

345,842 

228,634 

72, ,818 

177,803 

32,370 

Per  cent  increase 

D1.09 

7.95 

1 .27 

1.98 

36.37 

Capacity 

1,037,526 

1,143,170 

1,505,245 

533,409 

162,015 

Per  cent  increase 

D1.9 

7.95 

1.79 

1 .98 

36.32 

Regular  and 

PREPAYMENT 

COMBINED 

Average  light 

capacity  of 

Item 

3-light 

5-light  3 and  5-light 

Total 

all  meters 

1908 

Number 

526,383 

213,650 

740 , 033 

811,550 

Capacity 

1,579,149 

1,068,425 

2,647,574 

4,111,754 

5.07 

1909 

Number 

524,001 

235,535 

759,536 

831,444 

Per  cent  increase .... 

DO. 45 

10.24 

2.64 

2.45 

Capacity 

1,572,003 

1,177,840 

2,749,843 

4,228,553 

5.09 

Per  cent  increase .... 

DO.  45 

10.24 

3.86 

2.84 

1910 

Number 

523 , 645 

261,004 

784,649 

857,467 

Per  cent  increase .... 

DO. 07 

10.81 

3.31 

3.13 

Capacity 

1,570,935 

1,305,185 

2,876,120 

4,381,365 

5.11 

Per  cent  increase .... 

DO. 07 

10.81 

4.59 

3.61 

5 Ten-light  prepayment  meters  are  here  included  because  of  their  numerical  insignificance. 
They  numbered  33  in  1908  and  show  a decrease  of  2 from  1908  to  1910.  For  1909  and  1910  two 
prepayment  meters  are  also  included  which  are  reported  by  company  as  20-light. 


As  shown  in  Table  12,  the  increases  for  number  and  capacity  of 
meters  were  2.45  and  2.48  per  cent,  respectively,  for  1909  and  3.13 
and  3.61  per  cent,  for  1910.  The  fact  that  the  increase  in  capac- 
ity was  in  both  years  greater  than  the  increase  in  number  indi- 
cates a tendency  to  use  somewhat  larger  meters.  This  cannot  be 
explained  as  due  to  a greater  average  consumption  per  meter,  for 
there  has  been  no  such  increase.  Neither  can  it  be  explained  by 
the  increase  of  the  large-sized  meters  at  a greater  than  the  average 
rate,  for  the  increase  of  regular  meters  of  a capacity  of  10  lights 
and  more  has  been  at  less  than  half  the  average  rate  in  respect 
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of  both  number  and  capacity.  Only  5-light  meters  have  increased 
at  a greater  rate  than  the  average,  their  rate  being  also  greater 
than  that  for  the  amount  of  gas  supplied.  In  fact  they  rather 
more  than  account  for  the  total  increase,  since  the  number  of  3- 
light  meters  has  decreased  more  than  the  number  of  meters  of  10 
or  more  lights  capacity  has  increased.  Three  and  5-light  meters 
together  account  for  two-thirds  of  the  total  meter  capacity  for  the 
Consolidated  system  (Table  2,  p.  48).  That  the  average  size  of 
meters  has  steadily  increased  must  therefore  be  explained  by  a 
pronounced  tendency  to  increase  the  number  of  5-light  at  the 
expense  of  3-light  meters. 

One  considerable  influence  upon  changes  in  the  relative  im- 
portance of  the  various  sizes  of  meters  is  an  evident  tendency  to 
favor  the  5-light  meter  as  a standard  size  where  there  is  no  deci- 
sive reason  for  putting  in  either  a smaller  or  a larger  meter. 
Table  18  on  page  43  of  Volume  III  of  this  Commission’s 
Annual  Report  for  1909  shows  a remarkably  greater  relative  in- 
crease of  5-light  meters  than  of  any  other  class.  The  percentages 
of  increase  for  the  Consolidated  system  from  1907  to  1908  are  as 
follows : 

Per  Cent 

Increase  in  Number 


Size  Regular  Prepayment 

3-light D 1.65  3.46 

5-light 6.34  16.85 

10-light D 0.93  D 19.51 

20-light D 0.19 

45-light 1.85 

50-light  and  over D 1.56  


Total 0.82  4.64 


Total,  regular  and  prepayment  combined 1.67 


The  comparison  is  for  meters  in  service  on  December  31  instead 
of  for  meters  owned.  The  pronounced  concentration  of  the  in- 
crease in  meters  in  service  upon  the  5-liglit  class  can  scarcely  be 
otherwise  explained  than  by  supposing  a policy  of  u standardiza- 
tion ” or  of  concentration  upon  that  size.  Such  a policy  would 
naturally  be  reflected  also  in  the  figures  for  1909  and  1910.  To 
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suppose  such  a tendency  operative  in‘1909  and  1910  greatly  facili- 
tates the  interpretation  of  the  relative  increase  of  meters  for  that 
year. 

In  one  respect  the  per  cent  increase  figures  for  1908  are  differ- 
ent from  those  for  1909  and  1910.  There  was  in  1908  a general 
tendency  toward  a decrease  in  the  larger  sizes  of  meters.  But  it 
is  desirable  to  make  the  comparison  on  the  basis  of  a single  per- 
centage for  all  regular  meters  of  10-light  capacity  or  more.  In 
number  these  meters  show  a decrease  for  1908  of  0.65  per  cent, 
as  compared  with  an  increase  of  0.55  per  cent  for  1909  and  of 
1.27  per  cent  for  1910.  In  aggregate  capacity  they  show  a de- 
crease of  0.78  per  cent  for  1908,  as  compared  with  an  increase 
of  0.99  per  cent  for  1909  and  1.79  per  cent  for  19101.  Accord- 
ing to  the  indications  of  these  figures  there  was  a considerable 
increase  in  the  number  of  large  consumers  in  1909  and  1910, 
involving  a reversal  of  the  previous  tendency.  Whether  this  may 
not  be  explained  as  due  to  the  lower  price  of  gas  influencing  some 
large  consumers  to  use  it  in  place  of  electricity  is  a question  that 
presents  itself.  The  increase  in  all  meters  combined  was  for  the 
three  years  1.67  per  cent,  2.45  per  cent,  and  3.13  per  cent, 
respectively.  According  to  these  figures  the  reversal  of  the  de- 
crease in  the  number  of  large  meters  that  characterized  1908  and 
its  conversion  into  increases  for  1909  and  1910  should  be  referred 
to  general  causes  operative  on  all  consumers,  not  to  any  tendency 
of  the  large  consumers  to  forge  ahead.  Their  proportionate  share 
of  total  meter  capacity  is  less  at  the  end  of  1910  than  two  years 
before.  In  making  comparisons  with  the  1908  percentages,  it 
should  be  remembered  that  the  1908  meter  compilation  relates  to 
meters  in  service,  while  1909  and  1910  figures  are  for  meters 
owned.  But  the  1908  figure  used  for  the  1909  and  1910  per  cent 
increases  is  derived  from  the  1910  table  and  is  therefore  on  the 
basis  of  meters  owned. 

A comparison  of  the  percentages  of  increase  for  the  quantity 
of  gas  supplied  with  those  for  the  number  of  meters  shows  marked 
lack  of  agreement.  While  the  quantity  of  gas  supplied  shows  a 
decrease  of  0.56  per  cent  for  1908,  the  number  of  meters  increased 
1.67  per  cent.  In  1909  and  1910,  however,  the  quantity  of  gas 


TO 


Public  Service  Commission  — First  District. 


supplied  increased  at  a considerably  more  rapid  rate  than  the 
number  of  meters,  the  annual  percentages  for  the  former  being 
T.00  and  5. 57,  respectively,  and  for  the  latter,  2.45  and  3.13, 
respectively.  The  annual  percentages  of  increase  in  the  aggregate 
capacity  of  meters  were  only  slightly  greater  than  those  for  the 
number  of  meters,  being  2.84  and  3.61,  respectively.  Consumers 
increased  7.33  per  cent  in  1909  and  5.18  per  cent  in  1910.  In 
order  to  supply  consumers  with  meters  it  would  therefore  appear 
that  there  must  have  been  during  1909  and  1910  a considerable 
reduction  of  the  reserve  supply  of  meters  and  a more  careful 
attention  to  providing  beforehand  for  repairs  and  promptly  mak- 
ing such  as  were  necessary.  Even  though  the  increase  in  meters 
thus  conspicuously  fails  to  coincide  as  regards  both  time  and  rate 
with  the  increase  of  consumption,  there  is  inevitably  a connection 
between  the  two  which  must  reflect  itself  in  the  above  figures. 
The  sizes  at  which  the  greater  increase  in  meters  came  are  doubt- 
less better  representative  of  tendencies  in  consumption  than  the 
rates  of  increase  of  these  sizes. 

While  the  evidence  from  the  meter  statistics  is  not  unmistakably 
obvious,  the  direction  in  which  it  points  is  clear.  The  number  of 
3-light  meters  remained  practically  stationary  from  1908  to  1910, 
the  decrease  amounting  to  only  a fraction  of  1 per  cent.  But  as 
already  seen,  this  has  been  due  to  a tendency  to  make  the  5-light 
meter  standard.  Three  and  5-light  meters  together  have  increased 
much  more  rapidly  than  the  larger  sizes,  relatively  as  well  as  abso- 
lutely. These  rates  of  increase,  however,  are  not  adequately  repre- 
sentative of  corresponding  increases  in  consumption.  Meters  of 
10-light  capacity  or  more  increased  but  1,301  in  number,  while 
those  of  3 and  5-lights  increased  44,616.  Corresponding  percent- 
ages are  found  in  Table  12.  The  only  explanation  of  the  failure 
of  the  average  consumption  per  meter  to  increase  that  fits  in  with 
all  the  facts  supposes  that  consumption  did  respond  markedly  to 
the  lower  price  of  gas. 

It  is  a superstition  of  some  consumers  that  a lower  price  per 
M cu.  ft.  for  gas  does  not  mean  an  appreciably  smaller  bill  per 
month.  This  may  be  explained  in  part  by  reaction  from  exag- 
gerated expectations.  This  is  the  other  extreme  of  the  view  that 
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average  consumption  has  not  increased,  or  in  other  words,  that 
consumers  have  not  been  billed  for  greater  quantities  of  gas  than 
before.  Doubtless  both  extreme  views  are  incorrect.  Though 
based  merely  on  reasonable  assumption,  some  statistical  compari- 
sons relating  to  these  views  are  of  passing  interest. 

In  1909  the  quantity  of  gas  supplied  actually  increased  7 per 
cent,  and  the  number  of  consumers  at  a practically  identical  rate. 
As  an  indication  of  the  distribution  of  consumers  by  size  of  de- 
mand and  the  comparative  amounts  consumed  by  different  classes 
of  consumers,  the  best  data  available  consist  of  the  distribution  of 
the  total  number  of  meters  by  size  and  the  aggregate  capacity  of 
the  various  classes.  Table  2 above  shows  that  on  December  31, 
1910,  65  per  cent  of  the  total  meter  capacity  of  the  Consolidated 
companies  pertained  to  3 and  5-light  meters  (regular  and  prepay- 
ment combined),  24  per  cent  to  meters  of  10  to  45-light  capacity, 
and  11  per  cent  to  meters  of  greater  capacity.  The  corresponding 
per  cent  distribution  for  the  number  of  meters  is  : 91.50,  8.01  and 
0.49.  The  total  number  of  consumers  was  706,000  in  1908  and 
758,000  in  1909.  On  the  basis  of  these  data,  out  of  a total  con- 
sumption of  24,000,000,000  cu.  ft.  in  1909,  the  3 to  5-light  con- 
sumers would  take  15,600,000,000.  This  class  would  number 
683,570,  and  the  average  consumption  per  meter  would  be  23 
M cu.  ft.  For  the  intermediate  class  the  total  consumption  would 
be  5,760,000,000  cu.  ft.,  the  number  of  consumers,  46,640,  and  the 
average  consumption  per  meter,  123  M cu.  ft.,  while  for  the  class 
of  largest  consumers  the  total  consumption  would  be  2,640,000,000 
cu.  ft.,  the  number  of  consumers,  3,790,  and  the  average  con- 
sumption per  meter,  691  M cu.  ft.  The  increase  in  the  amount 
of  gas  consumed  between  1908  and  1909  was  1,570,000,000  cu.  ft., 
and  in  the  number  of  consumers,  52,000.  Making  no  allowance 
for  a possible  normal  increase  of  consumers  accompanied  by  a 
decline  in  the  average  consumption  and  therefore  possibly  without 
a normal  increase  in  the  amount  of  gas  consumed,  or  in  other 
words,  assuming  no  change  in  the  average  consumption  for  the 
old  consumers,  the  average  for  the  new  consumers  would  be  30 
M cu.  ft.  The  average  for  all  consumers  at  the  end  of  1909, 
according  to  corresponding  figures,  was  32  M cu.  ft.,  and  for  1910 
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also,  32  M cu.  ft.,  the  newly  added  consumers  not  being,  on  the 
assumption  adopted,  numerous  enough  and  different  enough  from 
the  old  to  affect  the  average  appreciably.  But  the  assumption  is, 
of  course,  improbable.  Only  a guess  could  be  ventured  as  to  how 
much  more  liberal  former  consumers  were  in  their  use  of  gas. 
They  must  have  used  it  somewhat  more  freely.  The  significant 
point  is  that  whatever  amount  the  former  consumers  used  more 
than  previously,  by  so  much  must  the  1,570,000,000  cu.  ft.  above 
attributed  to  the  new  consumers  be  reduced.  Thus  the  computed 
average  consumption  of  the  new  consumers  becomes  lower.  For 
instance,  the  old  consumers  could  not  have  taken  as  much  as 
one-eighth  more  than  they  formerly  consumed  — which  would 
be  the  additional  amount  that  would  divide  the  benefit  of  the 
reduction  equally  between  a cash  saving  and  additional  gas  used 
- — for  this  would  have  meant  so  great  an  increase  in  the  amount 
of  gas  consumed  as  to  leave  less  than  nothing  to  be  accounted 
for  by  the  added  consumers.  If  the  old  consumers  account  for 
one-half  of  the  total  increase  in  the  amount  of  gas  consumed,  they 
dispose  of  only  3%  of  the  7 per  cent  increase  in  this  item.  On 
this  assumption  the  average  consumption  per  meter  of  the  new 
consumers  was  only  15  M cu.  ft.  A neglected  factor  in  all  these 
computations,  however,  is  the  possibility  that  the  increasing  use  of 
electricity  for  domestic  lighting,  while  gas  is  retained  for  cooking, 
may  mean  a tendency  of  the  average  consumption  of  gas  per  meter 
gradually  to  decrease.  But  the  comparisons  of  this  paragraph  are 
not  supposed  to  give  numerically  accurate  results. 

These  considerations  do  point  strongly  to  certain  conclusions, 
only  roughly,  not  exactly  and  numerically,  quantitative,  which  may 
be  accepted  as  probably  true  until  facts  and  reasons  to  the  contrary 
are  forthcoming.  Old  consumers  did  not  greatly  increase  their 
use  of  gas  on  account  of  the  lower  price,  though  they  probably 
did  somewhat.  They  have  received  a considerable  benefit  in 
smaller  bills.  The  chief  effect  of  the  change,  and  most  people 
would  say  the  chief  benefit,  consisted  in  the  addition  of  a very 
large  number  to  the  users  of  gas,  chiefly  small  consumers  who 
would  otherwise  have  felt  they  could  afford  only  the  less  satis- 
factory substitutes.  The  gain  to  the  company  from  the  latter 
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sort  of  increase  is,  of  course,  less  than  from  increased  consumption 
by  old  consumers,  because  of  increased  administrative  charges. 
But  the  80-cent  gas  legislation  did  not  hinge  on  whether  a reduc- 
tion in  the  price  of  gas  would  cost  the  companies  nothing,  but  on 
whether  they  could  afford  to  supply  gas  at  the  lower  rate.  They 
evidently  can  afford  to. 

The  detailed  study  of  the  Brooklyn  Union  statistics  at  the 
critical  point  of  the  change  in  the  price  of  gas  is,  with  the  data 
at  hand,  not  possible  on  even  such  a basis  as  the  above  discussion 
of  the  experience  of  the  Consolidated  system.  This  is  the  more  to 
be  regretted  as  the  population  of  Brooklyn  is  more  nearly  at  an 
economic  mean  condition  than  that  of  Manhattan  and  The  Bronx, 
and  thus  more  ready  to  respond  to  changes  in  price. 

The  effect  of  a change  in  price  will  naturally  be  greatest  where 
elasticity  of  demand  is  greatest,  and  the  situation  most  favorable 
to  elasticity  of  demand  is  where  free  income  is  considerable  but 
not  large  enough  to  release  its  possessors  from  the  need  of  careful 
attention  to  pecuniary  costs. 

The  increases  of  1910  over  the  previous  year  should  be  highly 
satisfactory  to  the  gas  companies,  this  judgment  taking  account 
of  the  probable  rate  of  increase  of  population  meantime  as  well 
as  the  increases  of  other  years.  The  effect  of  decreasing  the  price 
of  gas  is  of  course  to  be  considered  as  being  in  part  reflected  in 
the  increase  of  the  Consolidated  companies  and  thus  in  the  total 
for  the  city. 

Data  for  gas  used  by  public  and  private  consumers  during  the 
fiscal  year  1905  are  available  for  comparison  with  the  calendar 
year  1910.  These  not  only  enable  us  to  obtain  an  average  rate 
of  increase  for  a series  of  years  but  also  make  possible  comparisons 
with  increases  of  population  for  substantially  the  same  period. 
In  Table  13  the  increase  in  the  consumption  of  gas  during  the 
period  named  is  shown  in  convenient  form  for  comparison  with 
the  5-year  population  data.  In  obtaining  the  per  cent  increase 
per  year  care  has  been  taken  that  the  percentage  shall  express  the 
true  geometrical  progression  required  for  an  annual  ratio.  The 
mere  division  of  the  per  cent  increase  for  the  five-and-one-half 
year  period  by  5%  would  in  some  cases  yield  results  obviously 
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different  and  incorrect  by  amounts  large  enough  seriously  to  affect 
true  annual  percentage  comparisons.  The  one-half  year  whose 
effect  is  neglected  in  some  of  the  preceding  yearly  comparisons 
is  here  taken  into  account. 


Table  13  — Gas  supplied  to  consumers,  by  systems,  with  increase:  1905  and  1910. 

GAS  SUPPLIED  TO  CONSUMERS  (m  CU.  FT.) 

Increase  1905-1910 


Absolute  Per  cent 


System 

1905 

(year  ended 
June  30) 

Total 

Annual 

average 

Total 

Annual 

average 

Consolidated  system 

Public  ard  private  consumers . . . 

. 21,078,586 

4,773,286 

867,870 

22.65 

3.78 

Private  consumers  only 

. 20,526,628 

4,244,030 

771,636 

20.68 

3.89 

Brooklyn  UnioD  system 

Public  and  private  consumers . . . 

6,824,139 

4,937,774 

897,777 

72.36 

10.40 

Private  consumers  only 

6,552,000 

4,879,372 

887,169 

74.47 

10.65 

Other  companies 

Public  and  private  consumers . . . 

651,490 

869,687 

158,125 

133.48 

16.67 

Private  consumers  only 

574,563 

833,350 

151,518 

145.04 

17.70 

City  as  a whole 

Public  and  private  consumers . . . 

. 28,554,215 

10,580,747 

1,923,772 

37.05 

5.90 

Private  consumers  only 

. 27,653,191 

10,598,710 

1,927,038 

38.45 

6.09 

The  average  annual  rate  of  increase  for  the  Consolidated  system 
for  the  five  and  one-lialf  years,  compared  with  the  rates  of  increase 
for  1909  and  1910,  which  were  7 and  5.57  per  cent,  respectively, 
for  private  consumers,  shows  a decided  improvement  in  these  later 
years.  This  is  easily  accounted  for  by  the  lowering  of  the  rate. 
The  Brooklyn  Union  average  annual  per  cent  for  the  five  years 
is  somewhat  greater  than  the  per  cent  for  1910.  This  may  be 
explained  on  the  supposition  that  the  effect  of  the  lowering  of  the 
price  of  gas  upon  the  increase  of  consumption  had  exhausted  itself 
before  1910,  while  its  effect  on  the  average  for  the  five-year  period 
would  be  quite  noticeable.  But  the  rate  of  increase  of  population 
for  the  territories  supplied  in  its  variations  from  year  to  year  may 
also  affect  these  percentages.  This  is  particularly  true  of  the 
minor  and  in  general  outlying  companies.  These  increases  should 
also  be  specially  subject  to  the  influence  of  factors  like  the  exten- 
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sion  of  demand  or  the  pushing  of  the  use  of  new  gas-using  appli- 
ances in  the  household,  which  would  tend  to  make  the  growth  of 
consumption  irregular. 

Consumption  of  Gas  in  Relation  to  Population. 

The  increase  in  the  consumption  of  gas  by  private  consumers 
for  the  five-and-one-half  year  period  for  the  city  as  a whole  was  at 
the  average  rate  of  6.09  per  cent  per  year  while  the  population, 
as  shown  in  Table  14,  was  increasing  at  the  rate  of  3.57  per  cent 
per  year.  In  view  of  the  possible  retarding  influence  upon  the 
former  figure  of  the  change  from  the  fiscal  to  the  calendar  year 
basis,  it  is  a proper  inference  that  the  consumption  of  gas  has 
increased  at  about  twice  the  rate  of  increase  of  population. 
Special  causes  have  been  at  work  in  producing  this  effect,  so  that 
it  can  not  be  expected  that  this  relation  between  consumption  and 
population  will  continue  to  hold.  But,  despite  the  competition  of 
electricity,  it  may  confidently  be  expected  that  the  use  of  gas 
will  for  some  time  to  come  continue  to  increase  at  a rate  consider- 
ably greater  than  the  rate  of  increase  of  population.  Gas  sales 
per  capita  have  not  reached  the  point  of  saturation  in  Hew  York 
city,  nor  even  in  its  most  densely  populated  districts,  as  will 
appear  below.  A comparison  of  the  growth  of  the  consumption 
of  gas  with  the  growth  of  population  is  facilitated  by  the  form 
of  Table  XIII.  The  population  figures,  correspondingly  by 
boroughs,  are  as  follows : 

Table  14  — Population  by  boroughs,  with  increase:  1905  and  1910. 

Population 

Increase 


Absolute  Per  cent 

average  * : , 

Borough  1905  1910  per  year  1905-1910  Per  year 

Manhattan 2,102,928  2,331,542  45,723  10.8712  2.085 

Bronx 271,592  430,980  31,878  58.0266  9.675 

Brooklyn 1,355,106  1,634,351  55,849  20.6067  3.818 

Queens 197,838  284,041  17,240  43.5721  7.502 

Richmond 72,939  85,969  2,606  17.8640  3.342 


Total  New  York  City 4,000,403  4,766,883  153,296  19.1600  3.568 
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The  amounts  of  gas  consumed  in  the  several  boroughs,  together 
with  the  relative  increases  and  the  per  capita  consumption,  are 
shown  in  Table  15.  The  amount  supplied  to  consumers  in  The 
Bronx  by  the  Westchester  Lighting  Company  is  included  and  the 
amount  supplied  to  consumers  in  Nassau  county  by  the  Queens 
Borough  Gas  & Electric  Company  is  excluded. 


Table  15  — Consumption  of  gas  compared  with  population,  by  boroughs:  1908-1910. 


Item  Manhattan  The  Bronx  Brooklyn  Queens  Rich-  New  York 

mond  City  entire 

Gas  consumed  M cuJt. 

Public  lighting 

1908  450,618  107,238  347,278  77,960  3,953  987,047 

1909  444,765  107,584  350,333  83,808  6,024  992,514 

1910  421,530  110,288  353,462  87,301  6,175  978,756 

Per  cent  increase 

1909  D1.31  0.32  0.88  7.50  52.39  0.55 

1910  D5.22  2.51  0.89  4.17  2.50  Dl.39 

Private  consumers 

1908  19,917,869  2,299,460  9,695,336  1,146,734  222,864  33,282,263 

1909  21,136,846  2,639,885  10,373,155  1,287,084  239,276  35,676,246 

1910  22,083,540  3,012,347  11,319,892  1,490,947  271,762  38,178,488 

Per  cert  increase.  . . . 

1909  6.12  14.80  6.99  12.24  7.36  7.19 

1910  4.48  14.11  9.13  . 15.84  13.58  7.01 

Public  and  private 
consumers 

1908  20,368,487  2,406,698  10,042,614  1,224,694  226,817  34,269,310 

1909  21,581,611  2,747,469  10,723,488  1,370,892  245,300  36,668,760 

1910  22,505,070  3,122,635  11,673,354  1,578,248  277,937  39,157,244 

Per  cent  increase 

1909  5.96  14.16  6.78  11.94  8.15  7.00 

1910  4.28  13.65  8.86  15.13  13.30  6.79 

Population 

Population  1910 2,331,542  430,980  1,634,351  284,041  85,969  4,766,883 

Ave.  annual  per 
cent  increase 

1905-10 2.085  9.675  3.818  7.502  3.342  3.568 

Per  capita  consump- 
tion 1910 9.652  7.245  7.143  5.556  3.233  8.214 


It  is  not  surprising  that  Manhattan  shows  decreases  each  year 
in  the  amount  of  gas  used  for  public  lighting.  Meanwhile  the 
consumption  of  electricity  for  public  lighting  has  increased  more 
rapidly  in  this  borough  than  elsewhere.  The  increases  in  the  other 
boroughs  are,  as  might  be  expected,  quite  irregular  and  in  most 
cases  small.  Richmond  shows  the  least  steady  and  also  the  largest 
relative  increase. 
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The  rate  of  increase  in  the  quantity  of  gas  supplied  to  private 
consumers  for  1909  and  1910  is  in  every  borough  greater  than 
the  average  annual  rate  of  increase  in  population  for  the  five-year 
period.  Whether  the  actual  increase  of  population  for  each  bor- 
ough for  the  years  1909  and  1910  would  show  the  same  result  is  of 
course  not  determinable.  Each  year  and  each  borough  has  its 
peculiarities.  An  unusually  high  rate  of  increase  in  the  consump- 
tion of  gas  might  in  fact  be  merely  or  chiefly  an  indication  of  a 
more  than  average  increase  of  population  in  the  particular  year 
for  the  borough  making  such  a showing.  Special  causes,  already 
discussed,  affect  the  increase  in  the  consumption  of  gas  in  Man- 
hattan. 

An  annual  consumption  of  8,214  cu.  ft.  of  manufactured  gas 
per  capita  is  probably  unequalled  by  any  other  city  in  the  world. 
Yet  there  is  every  reason  to  believe  that  this  per  capita  rate  will 
continue  to  increase  until  the  inventive  arts  provide  a cheaper 
as  well  as  more  efficient  substitute  for  gas.  The  per  capita  con- 
sumption for  Manhattan  Borough  is  highest,  9,652  cu.  ft.  The 
variation  of  per  capita  consumption  by  boroughs  exhibits  remark- 
able regularity,  which  may  be  referred  to  residential  conditions. 
Yot  only  density  of  population  but  the  character  of  dwellings 
in  the  well  built-up  parts  affects  the  average.  Commercial  and 
industrial  uses  may  also  count,  but  for  how  much  it  is  impossible 
to  say. 

The  relation  between  consumption  of  gas  and  population  is 
subjected  to  further  analysis  in  Table  16,  where,  so  far  as  practi- 
cable, the  population  of  the  territory  served  by  each  com- 
pany and  corresponding  ratios  are  given.  Certain  other  consump- 
tion and  distribution  ratios  are  also  included.  The  territories  of 
most  of  the  Consolidated  companies  interpenetrate  and  duplicate 
each  other  to  such  an  extent  that  it  is  not  possible  to  draw  bound- 
aries between  them  and  correspondingly  separate  the  population 
served.  A small  part  of  the  population  of  the  city  is  without 
access  to  the  mains  of  any  company.  Such  population  has  been 
deducted  so  far  as  its  separation  is  possible. 


Table  16  — Consumption  of  gas  compared  with  population,  by  companies1  and  by  minor  political  divisions:  1910. 


78 


Public  Service  Commission  — First  District. 


02 

3 

< _ 

Z & 
Z 

*<  & 


° 2 3 £ 
O §3  g 
^ d O n 

tf  o &a 


« g 

-2  3 


£ <D 

2© 


ag^s 


o 

a >>“ 

.2  0^3 

-4J  05 

3-3  > 


— > to 
3 3 
« O 


o > 

^"3 


r--  cm  t'-  to 

CM  O <M  CM 
OXfflH 


05010  00 
NONC 
OOOCM 


CO  rH  tO  tn  lO  ^ CO 
00  tO  CO  rH  CO  tO  CM 

rH  lO  rf  rH  !>.  00  00 


00  O CO  CM 

OO  to  Tjt 

rH  GO  05 
l'-  05  t>  CO 


00^-iO^H 
05  00  CO  CM 
O ‘O  to  CM 


COtf 
Tf<  00 
05  -*J< 


HOOON 

t>  co  b- 
lOH^O 


o CO  CO 
CM  too  to 

Tt< 


00  CM  00  CO 
HtOtON 
CMN>00 


COCOCJSrHCMOOOOOO 
■cT  O CO  00  tO 

CO  CO  rH  00  O CM  CM 

CO  to  CO  CO  CO  CO  CO 


totooo 

05  CM  rH  to 
In  to  to  00 

HXtOO 
co„  ^hco 
CM  rH 


00  COO 

Tt<  rH  ,-H 

IOOHCO 


■ "3 

COCOTtH—. 
CM  CM  CM 

'H’S’H  g 

3 3 3 3 


-3  "3  -3  -3 
tj  tS  d cj 


CM  CO 

1 ?? 

3 3 


:C  3 

.3-0 

m W)  3s" 

OJ -3  5 g 
T3  3^12 
3_-£  ® 

■o^oS 
g-gV  ' 

3 5 If  IS 

oS«» 


flW 

0-3 


'So; 


2 3.3  * 


§*32 

Oa2^M 


Si 

^ o 


P-SrP  p 

2 3 tc3 
0-2  “ o 
2 3.S  2 
PQPutf  « 


oo  I 

c 


K*  03  03  03  03 

* is*  >*  & fe 


a.  I 


o 

>, 

3.2 
o « 
O «> 
tcW 

3 , 

cj  ”3 

2 a 
3 3 


§ s' flS  2 


> 

0 3 3 
1 J2 


•3=3  a 3 


p es  is  b 2-P 


3 oo  ® 

W<55 


_ E o' 
^ ^ . 


:<y 


2 P 

3 £ 

05  O 


*-3 

5 g 

•sS’ 


3X5 
°”.2 
r^a. 
cm  a 

^.g 


-tH"-1  0) 
««  - 60 
0X5  XJ 


^3  • 

Ilf 

05  mP 


H 8 3 

3 ftg 

PS§ 
o oo 


3 

'-",3 

*'J 

o £ 


-P 


*2 


o'  o I’S 

^ J s . 

g>3£3  £ 

.-M  O 

4^0  ° 3 
"3  a»j-  cl  2. 
^•§.2  § 

S 3 §3”' 

ss|§.° 

S 

Z a * « “.3 

o §£  a g^ 

oo«ig 
0 0)0  O 0'S 
X-3  OCO  2 X 
K E-1  **“  Tf  Oh  W 

. „ CD  - 

* s' 


“ C 3 

3 a § 

Hi 

1.15 

5 M C5 
g 05  C3 


3-3-c 

**  g 

: +J-  03 

< o <0 


'^’3  a 

.3  o 3 


'■ti* 


20  3 P 

=*-  s’S 

o ° a >t 

■30  „o 

3_3  a u 


Average  number  of  consumers. 


Light  and  Power  Statistics — -Analysis.  79 

The  New  York  & Richmond  Gas  and  the  Bronx  Gas  & Electric 
show  the  smallest  per  capita  consumption.  This  is  presumably 
partly  due  to  a relatively  sparse  population  and  high  prices,  partly 
to  a failure  to  reach  all  the  population  in  the  territories  served, 
even  in  localities  where  some  mains  have  been  laid.  The  Queens 
Borough  Gas  and  Electric,  on  the  other  hand,  shows  a very  high 
figure  for  gas  supplied  per  capita,  greater  than  that  for  the  Con- 
solidated companies  in  Manhattan.  This  is  to  be  explained  by  the 
fact  that  only  the  permanent  residents  are  enumerated  by  the 
census,  while  a very  large  part  of  the  business  of  the  company 
consists  in  supplying  gas  for  the  use  of  summer  visitors. 

In  general,  the  relation  between  density  of  population  and  the 
per  capita  consumption  is  evident.  The  ratio  of  the  number  of 
consumers  to  population  conforms  pretty  closely  to  the  average 
consumption  per  capita,  though  the  Consolidated  companies  in 
The  Bronx  as  well  as  those  in  Manhattan  show  a slightly  higher 
ratio  of  consumers  to  population  than  the  Queens  Borough  Gas  and 
Electric.  The  New  York  and  Richmond  Gas  Company  shows  the 
smallest  ratio  of  consumers  to  population  and  the  New  York  and 
Queens  Gas  the  next  smallest.  As  regards  average  sales  per  con- 
sumer, the  New  York  Mutual  ranks  highest  and  the  Queens  Bor- 
ough Gas  & Electric  the  next  highest.  The  companies  ranking 
lowest  are,  in  order  of  rank:  Newtown  Gas,  Bronx  Gas  & Electric, 
New  York  & Richmond,  and  Northern  Union.  The  highest  aver- 
age is  slightly  over  twice  the  lowest.  These  ratios  in  general  show 
the  less  favorable  situation  of  the  outlying  companies. 
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GENERATION,  DISTRIBUTION  AND  CONSUMPTION  OF  ELEC- 
TRICITY: 1909  and  1910. 


Statistical  Epitome  and  Comparison. 

PLANT 


INCREASE  SINCE  DEC. 

31, 1908  (two  years) 


Item 


ratus: 


i appa- 

J-/Cb«  Ol| 

1910 

Absolute 

Per  cent 

. . .h.p. 

157,406 

5,896 

3.89 

104,275 

D 7,910 

D 7.05 

177,812 

21,062 

13.44 

59,565 

D 400 

D 0.67 

10,290 

D 5,640 

D 35.40 

247,667 

15,022 

6.46 

200,300 

34,500 

20.81 

357,695 

84,900 

31.12 

Wire  in  circuits,  feet: 

Overhead,  D.  C 

Underground,  D.  C 

Overhead,  A.  C 

Underground,  A.  C 

Number  of  meters,  by  size: 
Regular: 

Under  200  volts 

200  to  280  volts 

All  other  voltages 

Not  over  5 amperes. . . 

6 to  25  amperes 

26  to  100  amperes 
101  to  300  amperes.  . . 
301  or  more  amperes. . 

Total  regular 

Prepayment 

Total 


2,853,613 

7,397,429 

23,387,567 

2,647,290 


73,517 

129,694 

179 

118,550 

67,704 

13,585 

2,776 

775 

203,390 

1,932 

205,322 


25,395 

23,177 

94 

40,631 

5,381 

2,088 

344 

222 

48,666 

812 

49,478 


52.77 

21.76 

110.59 

52.15 
8.63 

18.16 

14.14 

40.14 
31.45 
72.50 
31.75 


OPERATIONS 


INCREASE,  1909-1910 
(one  year) 


Item 

1909 

1910 

Absolute 

Per  cent 

Fuel  consumed  at  electric  generating  stations:1  2 

Anthracite  coal,  cwt 

11,108,755 

12,104,478 

995,723 

8.96 

Bituminous  coal,  cwt 

5,641,763 

6,052,211 

410,448 

7.28 

Total  current  generated  during  year,  kw.  hrs. 

472,559,920 

525,165,353 

52,605,433 

11.13 

Average  per  day,  kw.  hrs 

1,294,685 

1,438,809 

144,124 

11.13 

Total  daily  capacity  of  generating  stations,  kw. 

224,527 

227,667 

3,140 

1.40 

Total  electric  current  unaccounted  for,  kw.hrs. 

128,008,100 

139,291,049 

11,282,949 

8.81 

Total  current  supplied  3 

380,963,314 

424,299,750 

43,336,436 

11.38 

Private  consumers 

275,761,061 

306,754,990 

30,993,929 

11.24 

Street  lamps 

38,044,410 

42,453,890 

4,409,480 

11.59 

Municipal  buildings 

9,967,409 

11,548,976 

1,581,567 

15.87 

All  consumers 

323,772,880 

360,757,856 

36,981,976 

11.42 

Other  lighting  companies 4 

44,302,635 

48,885,267 

4,582,632 

10.34 

Respondent’s  offices  and  works 

12,887,799 

14,656,627 

1,768,828 

13.72 

Number  of  consumers 3 

128,052 

157,458 

29,406 

22.96 

Total  connected  load  (in  50-watt  equivalent)  3. 

10,813,158 

12,222,711 

1,409,553 

13.03 

1 Including  gas  engines,  for  which  150  horsepower  was  reported  December  31,  1910. 

2 Not  including  the  Long  Acre,  which  uses  oil  and  gas  for  fuel. 

4 Includes  street  railway  department  of  Richmond  Light  & Railroad  Co. 

3 Data  for  consumption  include  the  Westchester  Lighting  Company  for  consumers  in  The  Bronx. 
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Physical  Statistics  and  Load  Data. 

The  above  statistical  epitome  shows  a very  remarkable  increase 
in  many  items  of  plant  and  equipment  in  the  two  years  covered 
by  this  report.  The  more  fundamental  elements,  which  are  per- 
haps best  represented  by  total  generating  capacity,  have  not  in- 
creased at  so  great  a rate  as  consumption.  Total  generating  capa- 
city increased  6.46  per  cent  in  two  years. 

The  relation  between  total  generating  capacity  as  it  appears 
in  the  epitome,  which  is  derived  from  Table  XV,  and  the  corre- 
sponding figure  for  “ full-load  capacity  of  stations,”  appearing  in 
Table  XXI,  is  shown  in  the  following  table: 

Table  17  — Kw.  capacity  of  stations  (Table  XXI)JdistributedIbyIkind  ofjgenerator  (Table  XV), 
by’companies  ^December  31,  1910. 


Turbo 

Generators, 

Generators, 

Generators,  Total 

units, 

direct  con- 

direct con- 

belt con-  station 

Company 

A.  C. 

nected,  A.  C. 

nected,  D.  C. 

nected,  A.C.  capacity 

Bronx  Gaa  & Elec 

937 

600 

150  1,687 

New  York  Edison 

117,500 

39,500 

8,500 

450  165,950 

United  El.  Lt.  & Pr 

20 , 000 

Edison  Elec.  Illg.  (Brooklyn) . . . . 

27,500 

12,400 

39,900 

Flathnsh  Gas 

2,875 

600 

255  3 , 730 

N.  Y.  & Queens  El.  Lt.  & Pr . . . 

5,000 

2,250 

7,250 

Queens  Boro  Gas  & Elec 

1,500 

1,200 

2,700 

Richmond  Lt.  & R.  R 

2,500 

1,000 

1,600 

5,100 

Long  Acre  El.  Lt.  & Pr 

190 

190 

Bowery  Bay  El.  Lt.  & Pr 

1,160 

1,160 

All  companies 

177,812 

58,710 

10,290 

855  227,667 

The  United  Electric  shows  generators  of  20,000  kw.  capacity, 
but  has  no  generating  station.  These  are  60-cycle  generators,  two 
in  number,  of  10,000  kw.  capacity  each,  installed  in  the  Waterside 
Station  of  the  Xew  York  Edison  and  attached  to  turbines  owned 
by  the  latter.  But  they  are  used  alternately  with  two  generators 
of  25-cycle  current  of  the  same  capacity,  the  corresponding  engine 
capacity  being  also  20,000  kw.  Hence  the  Waterside  Station 
capacity  is  less  than  that  of  all  the  generators  contained  and  is 
equal  to  that  of  the  ones  owned  by  the  Xew  York  Edison.  For 
the  other  companies  the  data  as  they  appear  in  Tables  XV  and 
XXI  respectively  check  into  each  other,  though  certain  incon- 
sistencies in  the  original  returns  emphasize  the  need  of  caution 
in  the  use  of  figures  of  rated  capacity  made  up  according  to  no 
thoroughly  known  and  established  standards.  Continuous  rating, 
moreover,  does  not  mean  the  same  thing  for  all  types  of  equip- 
ment, Some  kinds  are  much  better  able  than  others  to  take 
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care  of  a brief  overload.  Storage  batteries  also  may  be  employed 
to  a greater  or  less  degree  to  assist  in  equalizing  the  load. 

Generator  capacity  for  the  city  as  a whole,  as  already  indicated, 
has  increased  but  6 per  cent  in  two  years,  while  the  quantity  of 
electricity  consumed  increased  11  per  cent  in  the  single  year  1910 
and  5 per  cent  in  the  year  previous.  There  may  have  been  enough 
reserve  capacity  to  take  care  of  most  of  the  increased  demand 
directly.  A more  than  proportionate  share  of  the  increase  may 
have  come  at  off-peak  hours,  thus  requiring  no  increase  of  gen- 
erator capacity.  But  it  is  evident  that  better  provision  for  an 
increased  peak  has  also  been  made  by  an  increase  of  31  per  cent 
in  the  capacity  of  storage  battery  cells,  which  serve  somewhat  the 
same  purpose,  though  much  less  efficiently,  in  electrical  distribu- 
tion as  do  holders  in  the  distribution  of  gas.  But  the  fact  that 
turbo-generators  are  displacing  other  types  is  perhaps  most  impor- 
tant in  this  connection.  The  turbine  shows  more  elasticity  than 
the  reciprocating  engine  in  dealing  with  brief  peaks. 

The  counterpart  of  the  increase  in  physical  capacity  of  equip- 
ment is  the  increase  in  investment  or  “ additions  to  fixed  capital.” 
Xet  additions  during  1909  and  1910  amounted  to  $8,324,000 
(Table  XXXIX,  B).  Corresponding  fixed  capital  accounts 
(Table  XXXVIII)  at  the  close  of  1910,  after  deducting  certain 
securities  included  in  construction,  amounted  to  approximately 
$150,000,000.  Thus  there  was  an  increase  from  1908  to  1910 
of  only  5.5  per  cent  in  investment  to  provide  for  a 16  per  cent 
increase  in  current  sold.5  The  amounts  to  which  the  two  per- 
centages correspond  do  not  of  course  quite  synchronize.  But  the 
fact  having  most  effect  upon  the  financial  comparison  is  doubtless 
the  ordinary  untruthfulness  of  fixed  capital  accounts.  Instead 
of  indicating  the  reasonable  cost  or  value  of  actual  and  extant 
fixed  capital,  such  accounts  have  been  a reservoir  for  the  reception 
of  everything  the  management  of  a company  has  wished  not  to 
make  a current  charge  or  has  found  other  excuse  for  “ capitaliz- 
ing.” At  present,  moreover,  the  line  between  maintenance  and 
additions  may  be  so  drawn  as  to  diminish  the  latter  charges  at  the 
expense  of  the  former.  Additions  to  fixed  capital  for  gas  com- 
panies in  the  two  years  amounted  to  approximately  4 per  cent 
of  the  total  at  the  close  of  1910. 


8 As  per  summary  at  page  12. 
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The  large  increase  in  the  number  of  meters  — 32  per  cent  in 
two  years  — would  seem,  on  comparison  with  the  16  per  cent 
increase  in  sales,  to  indicate  a more  than  proportionate  increase 
in  the  number  of  small,  and  presumably  domestic,  users  of  elec- 
tricity. This  is  directly  evident  in  the  latter  part  of  the  summary, 
where  it  appears  that  the  number  of  consumers  increased  23  per 
cent  in  1910  alone,  or  slightly  more  than  twice  as  fast  as  the  cur- 
rent supplied.  Though  pointing  in  the  same  direction,  the  72  per 
cent  increase  in  prepayment  meters  is  not  of  much  significance, 
since  the  total  number  is  still  so  small.  In  this  connection  it 
should  be  mentioned  that  comparisons  of  1909  meter  data  with 
the  data  for  1908  published  in  Vol.  Ill  of  the  Commission’s 
annual  report  for  1909  do  not  so  reliably  indicate  the  change  be- 
tween these  two  years  as  do  the  figures  of  Table  XVIII,  B. 

The  smaller  percentage  of  increase  in  the  consumption  of  fuel 
than  in  current  generated  suggests  greater  efficiency  and  economy 
in  1910  than  previously.  Whether  this  is  a phase  of  the  general 
phenomenon  of  “ increasing  returns  ” or  a result  of  better  man- 
agement, it  is  impossible  to  say.  Before  judgment  is  passed,  how- 
ever, the  grade  and  cost  of  the  fuel  should  be  taken  into  consider- 
ation. But  the  expenditure  for  fuel  in  1910  as  compared  with 
1909  increased  at  a less  rate  than  the  amount  of  fuel,  that  is,  at 
slightly  over  6 per  cent.  The  comparison  of  this  percentage  with 
the  approximately  8.5  per  cent  increase  in  fuel  and  the  11  per 
cent  increase  in  current  generated  bears  out  the  above  suggested 
inference.  But  price  is  not  an  entirely  satisfactory  index  of  the 
quality  of  fuel,  though  its  changes  in  a single  year  ought  not  ap- 
preciably to  alfect  this  comparison. 

The  data  here  available  for  the  study  of  load  factors  are  not 
all  that  could  be  desired,  either  as  to  quality  or  as  to  quantity. 
Nevertheless  such  coefficients  of  efficiency  and  utilization  are  so 
valuable  that  the  data  should  be  subjected  to  analysis  from  this 
point  of  view.  Table  18  presents  the  most  important  data  and 
ratios.  The  connected  load  figures  are  not  yet  on  as  satisfactory 
a basis  as  is  desirable.  A few  companies  still  report  their  maxi- 
mum day’s  business  as  the  maximum  load.  There  is  also  no 
uniformity  as  to  the  duration  of  the  peak  for  which  the  lew.  maxi- 
mum is  reported.  The  figure  is  evidently  often  an  estimate,  or  at 
least  not  derived  from  systematic  meter  reading  at  frequent 
intervals. 
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Table  18  — Generating  capacity  and  amount  generated  in  relation  to  demand, 
by  companies:  1910. 


Generating 
capacity 
of  sta- 
tions, 

Kw.  hrs. 

AV.  KW.  HRS. 
GENERATED — 

Company 

Dec.  31, 
1910  (kw.) 

generated,  < 

1910 

Per  day 

Per  hour 

Bronx  Gas  & Elec 

1,687 

2,498,361 

6,845 

285 

Long  Acre  El.  Lt.  & Pr 

190 

234,502 

642 

27 

New  York  Edison 

165,950 

389,719,063 

1,067,723 

44,488 

United  El.  Lt.  & Pr 

« [37, 118,727] 

[101,695] 

[4,237] 

Edison  Elec.  Illg.  (Brooklyn) 

39,900 

95,811,402 

262,497 

10,937 

Flatbush  Gas 

3,730 

3,975,688 

10,892 

454 

Bowery  Bay  El.  Lt.  & Pr 

1,160 

453,808 

1,243 

52 

N.  Y.  & Queens  El.  Lt.  & Pr 

7,250 

15,186,560 

41,607 

1,734 

Queens  Boro  Gas  & Elec  

2,700 

3,627,200 

9,938 

414 

Richmond  Lt.  & R.  R 

7 3,500 

7 8,550,219 

23,425 

976 

All  companies 

7 226,067 

7 520,056,803 

1,424,813 

59,367 

RATIO  (per  cent)  OP  AVER- 
AGE GENERATED  PER  HOUR 
TO 


Con- 

Maxi- 

nected 

Maxi- 

mum 

load  Dec. 

mum 

Station 

Con-  load  (i.e., 

31,  1910 

load 

capa- 

nected 

the  load 

Company 

(kw.) 

(kw.) 

city 

load 

factor) 

Bronx  Gas  & Electric 

1,535 

949 

16.89 

18.57 

30.03 

Long  Acre  Electric  Light  & Power 

52 

84 

14.21 

51.92 

32.14 

New  York  Edison 

429,236 

153,159 

26.81 

10.36 

29.05 

United  Electric  Light  & Power 

45,854 

» [12,550] 

9.24 

33.76 

Edison  Electric  Illuminating  (Brooklyn) 

101,824 

32,500 

27.41 

10.74 

33.65 

Flatbush  Gas 

6,210 

1,520 

12.17 

7.31 

29.87 

Bowery  Bay  Electric  Light  & Power 

1 , 160 

720 

4.48 

4.48 

7.22 

New  York  & Queens  Electric  Light  & Power. . 

10,932 

4,550 

23.92 

15.86 

38.11 

Queens  Borough  Gas  & Electric 

5,730 

2,220 

15.33 

7.23 

18.65 

Richmond  Light  & Railroad 

7,854 

2,302 

27.89 

12.43 

42.40 

All  companies 

610,387 

26.26 

9.73 

The  load  factor  seems  to  be  typically  at  about  30  per  cent. 
The  7 per  cent  of  the  Bowery  ' Bay  Company  is  due  to  the  plant 
being  operated  only  during  the  summer.  Provision  chiefly  for 
summer  demand  also  explains  the  low  ratio  of  19  per  cent  for  the 
Queens  Borough  Gas  & Electric.  The  highest  ratio  is  42  per  cent, 
for  the  Richmond  Light  & Railroad.  This  is  for  its  A.  C.  power 
only.  It  may  be  that  some  of  its  D.  C.  power,  ordinarily  devoted 
to  railroad  uses,  is  made  available  for  the  lighting  demand  at  the 
peak  of  the  load.  The  company’s  demand,  also,  is  mainly  for 


6 Purchased,  as  measured  at  generating  station. 

7 A.  C.  only,  for  the  electric  department  of  the  Richmond  Light  & Railroad  Company. 
• Sum  of  two  sub-station  maxima  for  December. 
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street-lighting.  There  is  nothing  to  suggest  why  the  New  York 
& Queens  should  have  so  favorable  a load  factor. 

It  is  noteworthy  that,  with  the  exception  of  the  Richmond  Light 
& Railroad  Company,  the  two  largest  companies  make  the  fullest 
use  of  their  generating  capacity,  though  the  Brooklyn  Edison  ap- 
pears to  do  slightly  better  than  the  New  York  Edison  in  this 
respect.  The  Long  Acre  Company  is  anomalous  in  this  as  in 
other  matters. 

Table  19  shows  the  number  of  miles  of  main  and  feeders  of  the 
New  York  Edison  Company  for  each  year  from  1901  to  1911, 
inclusive,  together  with  the  increase  per  year.  It  is  inserted 
here  chiefly  in  order  that  it  may  be  available  for  convenient  refer- 
ence. It  should  be  noted  that  the  increases  are  for  the  year 
following  the  first  of  January  for  which  the  total  mileage  Is 
given.  Other  tables  of  this  report  give  similar  amounts  as  of  the 
end  of  the  year  and  increases  for  the  year  'preceding  January  1st, 
i.  e.,  ending  December  31st.  Feeders  and  mains  in  the  Borough 
of  The  Bronx  are  not  included. 


Table  19  — The  New  York  Edison  Company  — Extensions  of  underground  system,  Manhattan: 

1901-1911.9 


Year 


1901 . . 

1902 . . 

1903 . . 
1904 . . 

1905.. 
19C6. . 

1907. . 

1908. . 
1909 . . 

1910. . 

1911. . 


HIGH  TENSION  TRANS- 


MISSION 

FEEDERS 

LOW  TENSION  FEEDERS 

LOW  TENSION  MAINS 

Miles 

Miles  in- 

Miles 

Miles  in- 

Miles 

Miles  in- 

existing 

crease  dur- 

existing 

crease  dur- 

existing 

crease  dur- 

Jan. 1 

ing  year 

Jan.  1 

ing  year 

Jan.  1 

ing  year 

49.92 

22.97 

98.90 

9.59 

225.64 

12.96 

72.89 

11.75 

1C8.49 

15.66 

238.60 

39.86 

84.61 

22.80 

124.15 

28.67 

278.46 

56.21 

107.44 

28.10 

152.82 

30.49 

334.67 

44.52 

135.54 

23.63 

183.31 

23.27 

379.19 

49.83 

159.17 

24.41 

206.58 

19.25 

429.02 

54.78 

183.58 

21.56 

225.83 

17.31 

483.80 

28.01 

205.14 

31.56 

243.14 

6.13 

511.81 

21.08 

236.70 

44.87 

249.27 

22.41 

532.89 

28.06 

281.57 

42.65 

271.68 

16.46 

560.75 

31.57 

324.22 

288.14 

592.52 

Disposition  of  Electric  Energy  Generated. 

The  per  cent  distribution  of  electric  current  by  source  and  by 
disposition  for  1909  and  1910  is  shown  for  each  company  operat- 
ing in  New  York  City  in  Tables  20  and  21.  Treating  the  com- 
pany as  the  basis  of  the  statistics  involves  some  duplication  in 

9 From  testimony  of  J.  W.  Lieb,  Jr.,  in  Case  797,  Long  Acre  Electric  Lt.  & Power  Company, 
p.  809  (April  10,  1911). 
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the  total  on  account  of  electricity  bought  and  sold  between  the 
companies.  The  distribution  for  all  companies  combined,  uncor- 
rected for  such  duplications,  is  shown  in  brackets. 

Table  20  — Per  cent  distribution  of  electric  current  by  source  and  by  disposition,  by  companies: 

1909. 

SOURCE  DISPOSITION 


Sold 

Sold  to 

Used 

Lost  and 

Total 

to 

other 

by 

unac- 

Gener- 

Pur- 

avail- 

con- 

com- 

com- 

counted 

Company 

ated 

chased 

able 

sumers 

panies 

pany 

for 

Bronx  Gas  & Electric 

100.00 

100.00 

70.19 

3.25 

26.56 

Long  Acre  Electric  Light 

100.00 

100.00 

32.11 

67.89 

New  York  Edison 

99.95 

.05 

100.00 

63.37 

10.78 

2.77 

23.08 

United  Electric 

100 . 00 

100.00 

66.96 

.52 

1.43 

31.09 

Edison  of  Brooklyn 

99.95 

.05 

100.(0 

65.29 

.01 

.92 

33.78 

Flatbush  Gas 

100.00 

100.00 

71.46 

...... 

15. 15 

13.39 

Bowery  Bay 

100 . 00 

100.00 

100 . 00 

New  York  & Queens 

100.00 

100.00 

75.14 

2.46 

22.40 

Queens  Borough 

100.00 

100.00 

65 . 68 

1.08 

33.24 

Richmond  Light  & Railroad 

1(0.00 

100.00 

37.45 

38.53 

6.40 

17.62 

All  companies 

[93.01] 

[6.99] 

100.00 

[63.67] 

[8.6C] 

[2.54] 

[25.19] 

All  companies,  excluding  inter- 

company purchases  and  sales  1 . 

100.00 

100.03 

68.45 

1.74 

2.72 

27.09 

Table  21  — Per  cent  distribution  of  electric  current  by  source  and  by  disposition,  by  companies  : 

1910. 


DISPOSITION 


Sold  to 

Lost  and 

Total 

Sold  to 

other 

Used  by 

unac- 

Gen- 

Pur- 

avail- 

con- 

com- 

com- 

counted 

Company 

erated 

chased 

able 

sumers 

panies 

pany 

for 

Bronx  Gas  & Elec 

100  00 

100.00 

70.98 

.43 

28.59 

Long  Acre  El.  Lt 

100.00 

100.00 

39.27 

60.73 

New  York  EdisoD 

99.95 

.05 

100.00 

62.83 

11.05 

2.98 

23.14 

United  Electric 

100.00 

100.00 

67.63 

.53 

.69 

31.15 

Edison  of  Bklyn 

99.92 

.08 

100.00 

68.94 

.82 

30.24 

Flatbush  Gas 

100  00 

100 . 00 

69.86 

16.17 

13.97 

Bowery  Bay 

100  00 

100 . 00 

100 . 00 

N.  Y.  & Queens 

100.00 

100 . 00 

74.32 

2.48 

23.20 

Queens  Borough 

....  100 . 00 

100 . 00 

67.67 

1.42 

30.91 

Richmond  Lt.  & R.  R 

100.00 

100.00 

38.54 

36.82 

6.56 

18.08 

All  companies  

[93.35] 

[6.651  [100.00] 

[64.05] 

[8.58] 

[12.61] 

[24.76] 

All  companies,  excl.  inter-co.  pur- 
chases and  sales  1 100.00 


100.00  68.61 


2.08 


2.79  26.52 


2 Net  sales  to  companies  outside  New  York  City  are  not  excluded. 


Table  22  — Intercompany  sales  of  electricity  (kw.  hrs.) : 1909. 
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Table  23  — Intercompany  sales  of  electricity  (kw.  hrs.) : 1910. 
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Note — In  all  but  one  case  of  sales  between  New  York  City  lighting  companies,  the  selling  and  purchasing  companies  report  differen  figures. 

6 The  New  York  Edison  Company  fails  to  report  on  the  schedule  on  which  this  table  is  based  913,925  kw.  hrs.  delivered  to  the  city  of  New  York  through  it  by 
the  Edison  Electric  Illuminating  Company  of  Brooklyn.  7 Westchester  Lighting  Company.  » Yonkers  Electric  Light  & Power  Company.  9 Brooklyn 
Rapid  Transit  Company.  10  Delivered  to  the  city  of  New  York  through  medium  of  New  York  Edison  for  bridge  lighting.  11  See  footnote  7,  page  87.  12  Long 

Island  Railroad  Company. 
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Tables  22  and  23  show  the  amounts  of  electricity  sold  by  one 
lighting  company  to  another.  The  two  sides  of  a transaction  are 
not  always  reported  in  the  same  way  by  the  two  companies  con- 
cerned. The  figures  on  the  lines  opposite  a company’s  name 
in  the  stub  are  the  ones  reported  by  it;  those  under  a company’s 
name  as  caption  are  the  ones  reported  by  the  other  party  to  the 
transaction. 

The  relative  importance  of  the  three  main  classes  of  electrical 
service  as  measured  by  their  proportion  of  the  total  amount  of 
electricity  supplied  for  consumption  is  shown  in  Table  24  for 
1909  and  Table  25  for  1910.  It  is  of  interest  to  note  that  the 
relative  importance  of  private  consumers  slightly  declined  from 
1909  to  1910.  The  change  is  entirely  accounted  for  by  a rela- 
tively large  increase  in  the  amount  of  electricity  consumed  in 
municipal  buildings. 


Table  24  — Per  cent  distribution  of  electricity  sold  to  consumers  by  three  main  classes  of  service, 

by  companies:  1909. 


Amount  per  cent  supplied  to 


consumers 

Private 

Street 

Municipal 

Company 

(kw.  hrs.) 

consumers 

lamps 

buildings 

Manhattan  and  Bronx 

Bronx  Gas  & Elec.,  Bronx 

Long  Acre  El.  Lt.  & Pr.,  Manh 

1,613,067 

54,225 

19.87 

100.00 

79.78 

.35 

New  York  Edison 

225,922,809 

90.50 

6.79 

2.71 

Manhattan 

215,728,676 

91.77 

5.61 

2.62 

Bronx 

10,194,133 

63.80 

31.62 

4.58 

United  Elec.  Lt.  & Pr.,  Manh 

23,610,129 

90.79 

3.64 

5.57 

Westchester  Ltg.  (part)  Bronx 

321,104 

53.05 

38.93 

8.02 

lotal{  Bronx 

91.67 

5.42 

2.91 

57.67 

38.22 

4.11 

Brooklyn 

Edison  Elec.  Illg 

53,112,089 

75.59 

20.76 

3.65 

Flatbush  Gas 

2,412,546 

32.99 

62.68 

4.33 

Total 

55,524,635 

73.74 

22.58 

3.68 

Queens 

Bowery  Bay  Elec.  Lt.  & Pr. . . . 
N.  Y.  & Queens  Elec.  Lt.  & Pr, 

Queens  Boro  Gas  & Elec 

Queens 

Nassau 


433,944 

9,475,218 

100.00 

50.94 

47.04 

2.02 

1,873,800 

75.94 

23.06 

1.00 

1,470,870 

69.35 

29.38 

1.27 

402,930 

100.00 

Total 


Richmond 
Richmond  Light  & Railroad 


11,782,962 

56.73 

41.49 

1.78 

4,943,949 

34.04 

60.96 

5.00 

323,772,880 

85.17 

11.75 

3.08 

Grand  Total 
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Table  25  — Per  cent  distribution  of  electricity  sold  to  consumers  by  three  main  classes  of  service, 

by  companies:  1910. 

Amount  per  cent  supplied  to 


DUppilCU  IU  /■ 

consumers 

Private 

Street 

Municipal 

Company 

(kw.  hrs.) 

consumers 

lamps 

buildings 

Manhattan  and  Bronx 

Bronx  Gas  & Elec.,  Bionx 

1,773,451 

92,094 

25.05 
ICO. 00 

74.41 

.54 

New  York  Edison 

245,029,291 

89.64 

7.19 

3.17 

Manhattan 

232,280,918 

90.91 

5.97 

3.12 

Bronx 

12,748,373 

66.65 

29.37 

3.98 

United  Elec.  Lt.  & Pr.,  Manh 

25,102,129 

92.27 

3.99 

3.74 

Westchester  Ltg.  (part),  Bronx 

416,266 

52.89 

40.77 

6.34 

, f Manhattan 

Total  ( _ 

[ Bronx 

257,475,141 

91.04 

5.78 

3.18 

14,938,090 

61.33 

35.04 

3.63 

Brooklyn 

Edison  Elec.  Illg 

66,107,588 

79.15 

17.80 

3.05 

Flatbush  Gas 

2,777,385 

38.74 

57.17 

4.09 

Total 

68,884,973 

77.52 

19.39 

3.09 

Queens 

Bowery  Bay  Elec.  Lt.  & Pr 

453 , 808 

100.00 

N.  Y.  & Queens  Elec.  Lt.  & Pr 

11,286,499 

52.53 

45.63 

1.84 

Queens  Boro  Gas  & Elec 

2,454,357 

71.45 

27.77 

.78 

Queens 

1,901,362 

63.14 

35.85 

1.01 

Nassau 

552,995 

100.00 

Total 

14,194,664 

57.32 

41.08 

1.60 

Richmond 

Richmond  Light  & Railroad 

5,264,987 

31.32 

60.05 

8.63 

Grand  Total 

360,757,855 

85.03 

11.77 

3.20 

Consumption  of  Electric  Energy:  Increase,  per  Capita  Amount,  and 

Other  Comparisons. 

The  consumption  of  electric  current  in  FTew  York  City  by 
public  and  private  consumers  combined  increased  by  37,000,000 
kw.  hrs.  in  1910,  or  at  the  rate  of  11.39  per  cent.  For  1909  the 
corresponding  increase  was  15,400,000  kw.  hrs.,1  or  4.99  per  cent. 
The  showing  for  1910  is  much  better  than  for  the  year  previous. 
In  the  case  of  the  gas  companies  the  rate  of  increase  was  slightly 
higher  in  1909  than  in  1910.  This  was  due  to  the  considerably 
better  showing  of  the  Consolidated  system  in  the  earlier  year  and 
may  be  attributed  to  putting  into  effect  of  the  80-cent  gas  rate  for 
that  system  at  the  beginning  of  1909.  The  rate  of  increase  for 
electricity,  therefore,  is  a better  index  of  general  business  con- 
ditions in  1910  as  compared  with  1909  than  is  the  rate  for  gas. 
But  there  would  naturally  be  some  difference  between  the  rate  of 

1 Allowing  4,562,836  kw.  hrs.  for  the  Richmond  Light  & Railroad  Company  as  the  estimated 
amount  of  current  sold  to  the  public  in  1908. 
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growth  of  consumption  for  the  two  illuminants.  To  determine 
whether  the  normal  gain  per  year  for  electricity  is  greater  than 
that  for  gas  would  require  a more  detailed  comparison  for  dis- 
tricts and  periods  not  affected  by  changes  in  rates.  Table  26  fol- 
lowing shows  by  boroughs  the  percentages  of  increase  and  also 
the  per  capita  consumption  of  current  supplied  by  public  lighting 
companies.  Percentages  of  increase  in  population  are  also  given 
for  convenience  of  comparison. 


Table  26  — Consumption  of  electricity  compared  with  population,  by  boroughs:  1910. 


Manhattan 

Bronx 

Brooklyn 

Queens 

Richmond 

New  York 

CONSUMPTION  OF  ELECTRICITY  BY 

MUNICIPALITY  (KW.HRS.) 

City1 2 3 4 

1908 

16  622  474 

4 533  746 

13,698,881 

24,380,153 

3 _ 

4 39,235,254 

1909 . 

19,938,455 

5,133,447 

14,580,008 

5,099,045 

3,260,864 

48,011,819 

1910 

23,066,242 

5,776,771 

15,484,875 

6,058,618 

3,616,360 

54,002,866 

Per  cent  increase 

1909 

19.95 

13.23 

6.43 

16.41 

[5 614.06] 

1910 

15.69 

12.53 

6.21 

18.82 

10.90 

12.48 

CONSUMPTION  OF  ELECTRICITY  BY  PRIVATE  CONSUMERS  (KW.HRS.) 

1908 

212,811,000 

5,859,574 

40,205,407 

5,340,178 

3 

4 264,216,159 

1909 

219,454,575 

6,994,857 

40,944,627 

6,280,987 

1,683,085 

275,358,131 

1910 

234,408,899 

9,161,319 

53,400,098 

7,583,052 

1,648,627 

306,201,995 

Per  cent  increase 

1909 

3.12 

19.37 

1.84 

17.62 

[»3.58] 

1910 

6.81 

30.97 

30.42 

20.73 

D 2.05 

11.20 

CONSUMPTION  OF  ELECTRICITY  BY  PUBLIC  AND  PRIVATE 

! CONSUMERS  (KW.HRS.) 

1908 

229,433,474 

10,393,320 

53,904,288 

9,720,331 

64 , 562 , 836 

308,014,249 

1909 

239,393,030 

12,128,304 

55,524,635 

11,380,032 

4,943,949 

323,369,950 

1910 

257,475,141 

14,938,090 

68,884,973 

13,641,670 

5,264,987 

360,204,861 

Per  cent  increase 

1909 

4.34 

16.69 

3.01 

17.07 

8.35 

4.99 

1910 

7.55 

23.17 

24.06 

19.87 

6.49 

11.39 

POPULATION 

1910 

2,331,542 

430,980 

1,634,351 

284,041 

85,969 

4,766,883 

Average  annual  per 

cent  in- 

crease 

1900-1910 7 

2.09 

9.68 

3.82 

7.50 

3.34 

3.57 

PER  CAPITA  CONSUMPTION  (WATTS) 

Public  consumption . . 

9,893 

13,404 

9,474 

21,330 

42,066 

11,329 

Private  consumption . 

100,538 

21,257 

32,674 

26,697 

19,177 

64,235 

T otal  consumption . . . 

110,431 

34,661 

42,148 

48,027 

61,243 

75,564 

In  total  per  capita  consumption  Manhattan  outranks  the  other 
boroughs  by  far.  Richmond  curiously  enough  ranks  next  to  it. 
But  this  is  due  to  the  very  large  per  capita  amount  of  public 
lighting  in  that  borough.  As  regards  private  lighting,  Manhattan 
ranks  first  with  more  than  three  times  as  much  per  capita  as  the 


1 Inclusive  of  the  Bronx  business  of  the  Westchester  Lighting  Company  and  exclusive  of  the 
Nassau  County  business  of  the  Queens  Borough  Gas  & Electric  Company. 

2 Includes  some  street  lamps  in  Nassau  County  supplied  by  the  Queens  Borough  Gas  & Electric 

Company. 

3 Not  separately  reported. 

4 Richmond  not  included. 

5 Computed  on  amounts  exclusive  of  Richmond. 

6 Estimated. 

7 Data  are  given  on  page*75. 
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borough  ranking  next,  that  is,  Brooklyn.  The  other  boroughs  in 
order  are  Queens,  The  Bronx,  and  Richmond.  In  public  light- 
ing per  capita  the  order  of  the  boroughs  is  largely  the  reverse  of 
this,  the  exceptions  being  that  Manhattan  ranks  slightly  higher 
than  Brooklyn,  and  Queens  considerably  higher  than  The  Bronx. 
The  borough  of  Richmond  shows  more  than  four  times  as  much 
public  lighting  per  capita  as  do  Manhattan  and  Brooklyn,  and 
is  the  only  borough  in  which  the  consumption  of  electricity  for 
public  lighting  is  greater  than  the  consumption  by  private  con- 
sumers. All  the  per  capita  ratios  have  an  evidently  close  rela- 
tion to  density  of  population  and  to  associated  demand  for  com- 
mercial uses. 

The  increase  in  the  consumption  of  electric  current  appears 
to  be  less  rapid,  but  perhaps  it  is  steadier,  in  Manhattan  than 
in  the  other  boroughs.  Rates  of  increase  for  public  lighting  in 
this  case  appear  to  fluctuate  less  than  for  private  consumption. 
The  increase  of  consumption  during  the  winter  of  1910  as  com- 
pared with  1909  has  been  explained  by  the  New  York  Edison 
as  being  in  part  due  to  greater  cloudiness  during  1910. 

A more  detailed  comparison  of  population  and  consumption  of 
electricity  is  possible  for  the  census  year  1910.  Table  26a  shows 
the  data  by  operating  companies.  The  area  and  population,  it 
should  be  noted,  relate  to  franchises  granted,  hence  they  do  not 
strictly  represent  the  area  and  population  actually  served  or  to 
which  the  use  of  electricity  is  easily  accessible.  The  disproportion 
between  these  two  is  probably  considerable  for  outlying  companies. 


Table  26a.  — Consumption  of  electric  current  in  relation  to  area  and  population,  by  companies: 

1910. 1 


Area  of 

CURRENT  SUPPLIED  TO  CONSUMERS  DURING 

fran- 

Population 

1910  (kw.hrs.) 

chise 

of  franchise  - 

rights  in 

territory, 

Private  con- 

Public 

Operating  Company 

sq.  miles 

1910 

sumers 

lighting 

Total 

N.  Y.  Edison 

} 

United  El.  Lt.  & Pr 

1 41.40 

2,713,369 

242,905,735 

27,317,779 

270,223,514 

Long  Acre  El.  Lt.  & Pr 

J 

Bronx  Gas  & Electric 

13.20 

31,958 

444,311 

1,329,140 

1,773,451 

Westchester  Ltg.  2 

6.75 

17,157 

220,172 

196,094 

416,266 

Edison  Elec.  Illg.  (Bklyn.) . . . . 

..  371.70 

31,562,000 

52,324,170 

13,783,418 

66,107,588 

Flatbush  Gas 

5.90 

72,351 

1,075,928 

1,701,457 

2,777,385 

N.  Y.  & Queens  El.  Lt.  & Pr. . 

..  121.95 

271,535 

5,928,666 

5,357,833 

11,286,499 

Queens  Borough  Gas  & Elec  .. 

7.70 

12,476 

1,753,573 

700,784 

2,454,357 

Richmond  Lt.  & R.  R 

..  57.30 

85.969 

1,648,627 

3,616,360 

5,264,987 

Total 

4,766,815 

306,301,182 

54,002,865 

360,304,047 

Light  and  Power  Statistics  — Analysis. 
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CONSUMERS4  RELATIVE  CONSUMPTION  (kW.HRS.) 


PUBLIC  AND  PRIVATE 


Per  100 
Absolute  inhabit- 

Per  sq. 

Private 
per  con- 

Public 
per  cap- 

Per 

Per 

Operating  Companies 

number 

ants 

mile 

sumer 

ita 

capita 

sq.  mile 

N.  Y.  Edison 1 

United  El.  Lt.  & Pr ( 

► 122,346 

4.51 

2,955 

1,985 

10.1 

99.6 

6,527,138 

Long  Acre  El.  Lt.  & Pr J 

Bronx  Gas  & Electric 

1 

291 

0.91 

22 

1,527 

41.6 

55.5 

134,352 

Westchester  Ltg. 1  2 3 4 

362 

2.11 

54 

608 

11.4 

24.3 

61,669 

Edison  Elec.  Illg.  (Bklyn.) . . . . 

. 23,866 

1.53 

333 

2,192 

8.8 

42.3 

922,003 

Flatbush  Gas 

2,802 

3.87 

475 

384 

23.5 

38.4 

470,743 

N.  Y.  & Queens  El.  Lt.  & Pr. . . 

3,546 

1.27 

28 

1,715 

19.7 

41.6 

92,550 

Queens  Borough  Gas  & Elec . . 

1,896 

15.20 

246 

925 

56.2 

196.7 

318,748 

Richmond  Lt.  & R.  R 

2,308 

2.68 

40 

714 

42.1 

61.3 

91,885 

Total 

. 157,327 

3.30 

483 

1,947 

11.3 

75.6 

1,105,566 

The  peculiar  situation  of  the  Queens  Borough  Gas  & Electric 
as  regards  the  proportion  of  consumers  to  population  is  even  more 
strikingly  in  evidence  here  than  is  the  case  with  consumers  of 
gas  (See  table,  page  78).  The  range  of  the  ratios  here  presented 
is  between  15.20  to  a hundred  residents  for  the  Queensborough 
and  0.91  for  the  Bronx  Gas  & Electric,  the  interval  being  four 
or  five  times  the  average  ratio  for  the  city  as  a whole,  while  for  gas 
the  interval  between  the  extremes  is  about  three-fifths  of  the 
average.  The  maximum  ratio  of  consumers  to  population  for  an 
electrical  company  is  nevertheless  smaller  than  the  minimum 
ratio  for  consumers  of  gas.  ETot  only  the  marked  difference 
between  the  average  number  of  consumers  per  hundred  of  popula- 
tion— for  gas  25.7  and  for  electricity  3.3  — but  also  the  char- 
acter of  the  variation  of  the  ratio  for  the  different  companies  of 
the  city  suggests  the  different  nature  of  the  demand  for  gas  and  for 
electricity,  respectively,  the  one  being  much  more  decidedly  a 
popular  necessary,  the  other  being  by  comparison  a luxury  or  a 
comfort  the  use  of  which  may  be  dispensed  with  for  reasons  of 
economy.  The  ratio  of  consumers  to  population  in  the  territory  of 
the  large  Manhattan  companies  is,  with  the  exception  just  noted, 
markedly  greater  than  anywhere  else. 

1 For  further  details  regarding  franchise  area  and  population,  see  pages  408-9  of  Vol.  I of  this 

report. 

2 For  operation  within  the  present  City  of  New  York  only. 

3 Deducting  from  franchise  area  and  population  the  amounts  granted  to  the  Flatbusli  Gas 
Company  for  electrical  supply. 

4 Practically  all  private  consumers. 
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Per  capita  consumption  is  markedly  irregular  from  company 
to  company.  There  is  of  course  a general  resemblance  of  these 
figures,  as  regards  comparison  with  each  other,  to  the  ratios  of  con- 
sumers to  population.  Consumption  per  consumer,  however,  varies 
considerably,  the  Flatbush  Gas  showing  the  lowest  average  amount 
and  the  Brooklyn  Edison  the  largest. 

Density  of  demand  as  measured  by  consumption  per  square 
mile  is  markedly  greater  in  Manhattan  than  elsewhere.  This  is 
explicable  by  the  number  of  consumers  per  square  mile,  the  average 
for  which  shows  about  the  same  relation  to  that  for  the  city  as  a 
whole  as  does  the  average  consumption  per  square  mile  to  the  cor- 
responding city  average. 

The  rate  of  increase  in  the  use  of  electricity  from  1906  to  1910 
is  shown,  on  the  basis  of  electricity  generated,  in  Table  27  fol- 
lowing : 


Table  27  — Electricity  generated,  with  increase,  by  companies:  1906  and  1910.7 


ELECTRICITY  GENERATED  (KW.  HRS.) 


INCREASE  1906-1910 

(4  5 years) 

Company  Fiscal  year  1906  7 

Calendar  year  1910 

7 Amount 

Per  cent 

Bronx  Gas  & Elec 

1,566,150 

2,498,361 

932,211 

59.52 

New  York  Edison 

United  Electric  Lt.  & Pr 

223,031,300 

22,355,400 

| 389,719,063 

144,332,363 

58.82 

Edison  Electric  Illuminating,  Brooklyn 

61,648,887 

95,811,402 

34,162,515 

55.41 

Flatbush  Gas 

1,860,918 

3,975,688 

2,114,770 

113.64 

New  York  & Queens  El.  Lt.  & Pr.  . . . 

7,911,457 

15,186,560 

7,275,103 

91.96 

Queens  Boro.  Gas  & Elec 

1,449,308 

3,627,200 

2,177,892 

150.27 

Richmond  Light  & Railroad 

7,879,199 

13,658,769 

5,779,570 

73.35 

Total 

327,702,619 

524,477,043 

196,774,424 

60.05 

The  average  annual  rate  of  increase  for  the  four-and-one-lialf- 
year  period  for  the  city  as  a whole  was  11.10  per  cent.  This  is 
practically  identical  with  the  11.13  per  cent  increase  in  elec- 
tricity generated  in  1910  as  compared  with  1909.  The  fact  that 
the  period  is  irregular,  being  made  up  of  five  half-years,  from 
July  to  December,  that  contain  the  summer  vacation  season  and 
are  a little  darker  than  the  other  six  months  (these  two  factors 
presumably  acting  in  opposite  directions)  and  of  four  half-years, 
from  January  to  July,  of  a different  sort,  the  two  sorts  being 

7 Certain  minor  companies  for  which  the  data  are  not  available  for  1900  are  omitted  for  both 
years.  Electricity  for  the  street  railway  department  of  the  Richmond  Light  & Railroad  Company 
is  included. 
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assigned  equal  weight,  might  possibly  reduce  the  annual  average 
for  the  period  slightly,  but  scarcely  appreciably,  below  what  is 
strictly  representative.  As  seen  on  page  74,  the  five-and-one- 
lialf-year  annual  average  rate  of  increase  for  gas  is  only  6 per 
cent,  or  little  more  than  one-half  as  great  as  the  rate  of  increase 
for  electricity.  The  1910  rate  of  increase  in  the  number  of  con- 
sumers of  electricity,  23  per  cent,  is  also  much  greater  than  the 
rate  for  gas.  In  other  words,  electricity  as  the  more  modern  and 
up-to-date  illuminant  is  gaining  ground  faster  than  gas.  Its  gain 
is  especially  in  the  direction  of  reaching  more  small  consumers. 

Electricity,  however,  did  not  gain  so  rapidly  as  gas  in  1909, 
nor  apparently  any  more  rapidly  than  gas  in  1908.  The  com- 
parative figures  for  private  consumption  are  as  follows: 


Calendar  year 

1908s  . 


Gas  Electricity 

5.41 8  95 .46 


1909 


7.21  93 . 58 


1910 


7.02  11.20 


These  rates  taken  in  connection  with  the  evidently  much 
greater  increase  shown  for  electricity  for  the  four-and-one-lialf- 
year  period  inclusive  of  these  three  years  indicate  that  some 
special  cause  must  have  been  operative  in  1909  to  give  gas  its 
temporary  lead  over  electricity  as  regards  the  rate  of  increase. 
This  cause  is  not  far  to  seek.  The  effect  of  the  reduction  in  the 
price  of  gas  came  partly  in  1908,  that  is,  for  the  Brooklyn  Union 
companies,  but  for  the  Consolidated  companies  chiefly  in  1909. 
That  the  rate  of  increase  in  the  consumption  of  electricity  in 
1908  and  1909  was  as  low  as  it  was,  may  be  attributed  in  part 
to  general  business  conditions.  It  is  not  improbable  that  the  con- 
sumption of  electricity  is  more  sensitive  to  this  influence  than  is 
that  of  gas. 

In  relation  to  the  comparative  rate  of  growth  in  the  consump- 
tion of  electricity  and  gas,  Table  28  offers  some  significant  data. 
The  consumption  of  electricity  imposes  a less  charge  per  capita 
upon  the  population  of  the  city  than  does  that  of  gas,  the  figures 
being  $5.31  and  $6.68,  respectively.  At  the  rate  of  growth  of 

8 Average  per  day  over  that  for  half-year  ended  December  31,  1907. 

9 Basis  not  exactly  comparable  with  1910,  but  difference  not  such  as  appreciably  to  affect  the 
relative  figures. 
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1910  the  per  capita  payment  for  electricity  will  not  reach  equality 
with  that  of  gas  until  1917.  But  electricity  is  perhaps  more 
likely  to  maintain  or  exceed  its  1910  rate  of  increase  than  is  gas. 
Changes  in  the  price  of  gas  during  the  period  affect  the  1910 
rate  as  well  as  the  five-and-one-half  year  average  rate.  The  prin- 
ciple of  differentiation  enters  so  largely  into  prices  for  electricity 
that  the  average  price  might  change  considerably  without  any 
change  in  the  schedule,  but  there  has  been  in  this  period  no  such 
significant  change  as  there  has  been  for  gas. 


Table  28  — Expenditures  per  capita  for  gas  and  electricity  as  represented  by  sales  of  public 
service  corporations,  and  average  bill  per  year,  New  York  City:  1909  and  19 io.1 2 


Item 

Receipts  from  sales,  1909 

Receipts  from  sales,  1910 

Increase  of  receipts,  1909-1910. . . 

Per  cent  increase 

Per  capita  4 amount  of  sales,  1910 

Number  of  consumers,  1909 

Average  bih  per  year 

Number  of  consumers,  1910 

Average  bill  per  year 


Gas  2 

$29,807,479  34 
31,847,035  35 
2,039,556  01 
6.84 
$6  68 
1,164,762 
$25  59 
1,234,667 
$25  79 


Electricity  3 
$22,971,763  55 
25,321,734  90 
2,349,971  35 
10.23 
$5  31 
127,762 
$179  80 
157,096 
$161  19 


As  to  how  equality  in  respect  of  per  capita  payment  for  gas 
and  electricity  might  be  promoted,  the  average  amount  billed  for 
electricity  and  for  gas  per  year  contains  a suggestion.  The 
average  amount  billed  is  more  than  six  times  as  great  for  elec- 
tricity as  for  gas.  This  may  be  taken  to  indicate  that  the  most 
promising  field  for  the  cultivation  of  an  increased  demand  for 
electricity  is  that  of  the  small  consumer,  especially  the  consumer 
for  domestic  purposes.  But  there  doubtless  will  long  remain  a 
great  difference  between  these  two  sources  of  light  and  power  as 
regards  their  ability  to  cultivate  profitably  the  extension  of  demand 
(ratio  of  consumers  to  population)  as  distinguished  from  its  in- 
tensification (average  per  consumer).  It  is  clear  that  the  two  are 
at  present  largely  not  competitors  in  quite  the  same  field,  though 
they  are  largely  substitutes  for  one  another.  Gas  cannot  be  dis- 
placed by  electricity  without  a radical  change  from  present  costs 
and  modes  of  supply. 

1 Figures  for  the  Westchester  Lighting  Company  are  not  included. 

2 vot  including  sales  to  other  gas  corporations. 

> Not  including  sales  to  other  electrical  corporations  or  to  railroad  corporations. 

4 Copulation  in  1910  was  4,766,883,  annual  average  per  cent  increase  1905  to  1910,  3.57. 
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FINANCIAL  STATISTICS 

Comparative  Summary  of  Financial 

Data,  Gross  and  Net 

: 

1909  and  1910 

Operating  Lighting  Corporations 

INCREASE  1909- 

•1910 

Item 

1909 

1910 

Absolute  Per  cent 

Operating  revenues,  gross 

$ 58,598,587  77  $63,452,125  36 

$4,853,637 

8.3 

Gas 

34,949,834  42 

37,355,360  04 

2,405,525 

6.9 

Electricity 

23,648,753  35 

26,096,765  32 

2,448,012 

10.4 

Operating  revenues,  eliminating  dupli- 

cations,  etc.,  as  below 

62,948,932  19 

57,339,806  21 

4,390,874 

8.3 

Gas 

29,833,598  79 

31,863,755  10 

2,030,156 

6.8 

Electricity 

23,115,333  40 

25,476,051  11 

2,360,718 

10.2 

Operating  expenses,  gross 

35,093,349  48 

37,764,521  98 

2,671,173 

7.6 

Gas 

22,372,689  18 

23,742,145  12 

1,369,456 

6.1 

Electricity 

12,720,660  30 

14,022,376  86 

1,301,717 

10.2 

Operating  expenses,  eliminating  dupli- 

cations,  etc.,  as  below 

25,090,376  01 

26,888,617  80 

1,798,242 

7.2 

Gas 

15,711,709  18 

16,586,126  39 

874,417 

5.6 

Electricity 

9,378,666  83 

10,302,491  41 

923,825 

9.9 

Eliminations  from  revenue  and  expense 

totals  : 

Intercompany  sales1,  revenues  sub- 

tracted   

3,825,923  95 

3,936,579  03 

110,655 

2.9 

Gas  / a£ency  commission  2 

145,472  72 

154,808  88 

9,336 

6.4 

\ Sales 

3,173,352  61 

3,236,359  86 

63,007 

2.0 

Electricity 

507,098  62 

545,410  29 

38,312 

7.6 

Intercompany  purchases*,  expenses 

subtracted 

3,851,803  76 

3,937,037  95 

85,234 

2.2 

Qag  f Net  agency  commission  2 

145,472  72 

154,808  88 

9,336 

6.4 

\ Purchases 

3,173,352  61 

3,236,359  86 

63,007 

2.0 

Electricity 

532,978  43 

545,869  21 

12,891 

2.4 

By-products,  subtracted  from  reve- 

nues and  credited  to  expenses. . . 

1,351,594  71 

1,525,750  41 

174,155 

12.9 

Gas  3 

1,349,178  35 

1,523,535  75 

174,357 

12.9 

Electricity 

2,416  36 

2,214  66 

D 202 

D 8.4 

Merchandise,  appliances  and  miscel- 

laneous revenue,  subtracted  from 
revenues  ana  credited  to  expenses 

472,136  92 

649,989  71 

177,853 

37.7 

Gas 

448,231  95 

576,900  45 

128,669 

28.7 

Electricity 

23,904  97 

73,089  26 

49,184 

205.7 

Amortization,  subtracted  from  ex- 

penses  

4,327,438  08 
1,544,744  37 

4,763,126  11 
1,664,413  79 

435,688 

119,669 

10.1 

Gas 

7.7 

Electricity 

2,782,693  71 

3,098,712  32 

316,019 

11.4 

Further  revenue  deductions : 

Uncollectible  bills 

375,593  25 

290,397  88 

D 85,195 

D 22.7 

Gas 

195,036  74 

160,358  93 

D 34,678 

D 17.8 

Electricity 

180,556  51 

130,038  95 

D 50,517 

D 28.0 

Taxes 

3,326,460  75 

3,717,725  33 

391,264 

11.8 

Gas 

1,817,825  16 

2,081,255  58 

263,430 

14.5 

Electricity 

1,508,635  59 

1,636,469  75 

127,834 

8.5 

1 Not  including  sales  to  or  purchases  by  the  Westchester  Lighting  Company,  here  treated  as 
part  of  the  general  public.  Also  not  including  revenue  from  current  delivered  to  the  City  of 
New  York  by  the  Edison  El.  Illg.  Co.,  in  part  through  medium  of  the  New  York  Edison  Co. 
and  in  part  through  medium  of  the  N.  Y.  & Q.  El.  Lt.  & Pr.  Co.,  such  delivery  not  occasioning 
any  duplication. 

2 Provides  for  various  transactions  where  only  commissions  Dr  or  Cr,  instead  of  gross  amounts 
corresponding  to  M cu.  ft.  transferred,  are  entered  on  the  books. 

3 The  price  of  residuals  is  by  certain  companies  directly  credited  to  expense;  to  some  extent  the 
“ gross  ” totalftbus  already  takes  up  the  reduction  here  provided  for. 
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Operating  Lighting  Corporations  — Continued 

increase  1909-1910 


Item 

1909 

1910 

Absolute 

Per  cent 

Operating  income  4 

$19,803,184  29  $ 21,679,480  17 

$1,876,296 

9.5 

Gas 

10,564,283 

34 

11,371,600  41 

807,317 

7.6 

Electricity 

59,238,900 

95  5 10,307,879  76 

1,068,979 

11.6 

Operating  income  without  provision  for 

amortization 

24,130,622 

37 

26,442,606  28 

2,311,984 

9.6 

Gas 

12,109,027 

71 

13,036,014  20 

926,987 

7.7 

Electricity 

5 12,021,594 

66 

5 13,406,592  08 

1,384,997 

11.5 

Operating  income  4 

19,812,095 

78 

21,701,502  40 

1,889,406 

9.5 

Gas  companies 

10,486,648 

48 

11,332,384  49 

845,736 

8.1 

Gas-electrical  companies 

198,361 

75 

160,165  67 

D 38,196 

D 19.3 

Electrical  companies 

Electrical  and  railroad  company 

9,008,909 

61 

10,035,201  62 

1,026,292 

11.4 

Electrical  department 

109,264 

45 

151,728  39 

42,464 

38.9 

Railroad  department 4 

8,911 

49 

22,022  23 

13,110 

147.1 

Amortization  charged  to  operating  ex- 

penses 

4,327,438  08 

4,763,126  11 

435,688 

10.1 

Gas  companies 

1,476,087 

71 

1,574,891  20 

98,803 

6.7 

Electrical  companies 

2,678,916 

99 

3,002,335  52 

323,419 

12.1 

Mixed  companies 

172,433 

38 

185,899  39 

13,466 

7.8 

Operating  income  without  provision  for 

amortization 

24,139,533 

86 

26,464,628  51 

2 , 325 , 095 

9.6 

Gas  companies 

11,962,736 

19 

12,907,275  69 

944,539 

7.9 

Electrical  companies 

11,687,826 

60 

13,037,537  14 

1,349,711 

11.5 

Mixed  companies : 

Lighting 

480,059 

58 

497,793  45 

17,734 

3.7 

Railroad 

8,911 

49 

22,022  23 

13,111 

147.1 

Other  (or  non-operating)  income 

6,581,309 

22 

7,062,837  34 

481,528 

7.3 

Gas  companies 

5,532,491 

56 

5,966,288  91 

433,797 

7.8 

Electrical  companies 

1,041,701 

13 

1,085,429  27 

43,728 

4.2 

Mixed  companies 

7,116 

53 

11,119  16 

4,003 

56.2 

Other  (or  non-operating)  income,  elimi- 

nating  duplications  6 

1,455,157 

18 

1,605,481  89 

150,325 

10.3 

Gas  companies 

406,539 

52 

508,977  61 

102,438 

25.2 

Electrical  companies 

1,041,501 

13 

1,085,385  12 

43,884 

4.2 

Mixed  companies 

7,116 

53 

11,119  16 

4,003 

56.2 

Gross  income  applicable  to  corporate 
and  leased  pioperties,  including 

duplications 

26,393,405 

00 

28,764,339  74 

2,370,935 

9.0 

Gas  companies 

16,019,140 

04 

17,298,673  40 

1,279, 534 

8.0 

Electrical  companies 

10,050,610 

74 

11,120,630  89 

1,070,020 

10.6 

Mixed  companies 

323,654 

22 

345,035  45 

21,381 

6.6 

Gross  income,  eliminating  duplications  6 

21,267,252  96 

23,306,984  29 

2,039,731 

9.6 

Gas  companies 

10,893,188 

00 

11,841,352  10 

948,174 

8.7 

Electrical  companies 

10,050,410 

74 

11,120,586  74 

1,070,176 

10.6 

Mixed  companies 

323,654 

22 

345,035  45 

21,381 

6.6 

Gross  income,  eliminating  duplications 
and  without  provisions  for  amor- 

tization 

25,594,691 

04 

28,070,110  40 

2,475,419 

9.7 

Gas  companies 

12,369,275 

71 

13,416,253  30 

1,046,978 

8.5 

Electrical  companies 

12,729,327 

73 

14,122,922  26 

1,393,594 

10.9 

Mixed  companies 

496,087 

60 

530,934  84 

34,847 

7 0 

4 The  two  sets  of  figures  for  operating  income  differ  from  each  other  by  the  amounts  given  on 
the  line  opposite  the  stub  entry  “ Railroad  department  ” in  the  second  set.  This  is  due  to  the 
necessity  of  changing  the  classification  of  the  data  at  this  point  from  the  basis  of  the  industry 
exploited  to  that  of  the  entrepreneur  corporation.  For  the  same  reason  the  second  set  of  figures 
differs  from  the  corresponding  figures  given  in  Table  XXXVII. 

5 Further  subtractions  have  been  made  from  net  operating  revenues  (i.  e.,  operating  revenues 
after  duplications,  etc.,  have  been  eliminated)  of  $25,879.81  for  1909,  and  $458.92  for  1910, 
representing  the  amounts  by  which  the  reported  figures  for  intercompany  purchases  exceed  those 
for  intercompany  sales,  though  the  difference  appears  to  have  been  due  to  a failure  of  the  selling 
company  to  bring  its  reyenue  accounts  down  to  the  date  of  the  report. 

6 Net  figures  relate  to  duplications  and  cancellations  from  the  viewpoint  of  the  New  York 
City  operating  lighting  companies  as  a whole. 
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increase  1909-1910 


Item 

1909 

1910 

Absolute 

Per  cent 

Income  deductions,  gross 

$9,558,029  41 

$ 9,245,004  00 

D $313,025 

D 3.3 

Gas  companies 

4,188,486 

10 

3,943,800  83 

D 244,685 

D 5.8 

Electrical  companies 

5,058,865 

84 

4,966,710  64 

D 92,155 

D 1.8 

Mixed  companies 

310,677 

47 

334,492  53 

23,815 

7.7 

Income  deductions,  eliminating  dupli- 

cations  7 

4,431,877  37 

3,787,648  55 

D 644,229 

D 14.5 

Gas  companies 

Cr  937,465  94  Cr 1,513,510  47 

Cr  576,045 

Cr  61 .5 

Electrical  companies 

5,058,665 

84 

4,966,666  49 

D 91, 999 

D 1.8 

Mixed  companies 

810,677 

47 

334,492  53 

23,815 

7.7 

Net  corporate  income  8 9 

16,835,375 

59 

19,519,335  74 

2,683,960 

15.9 

Gas  companies 

11,830,653 

94 

13,354,872  57 

1,524,219 

12.9 

Electrical  companies 

4,991,744 

90 

6,153,920  25 

1,162,175 

23.3 

Mixed  companies 

12,976 

75 

10,542  92 

D 2,434 

D 18.8 

Net  corporate  income  without  provision 

for  amortization 

21,162,813 

67 

24,282,461  85 

3,119,648 

14-7 

Gas  companies 

13,306,741 

65 

14,929,763  77 

1,623,022 

12.2 

Electrical  comparies 

7,670,661 

89 

9,156,255  77 

1,485,594 

19.4 

Mixed  companies 

185,410 

13 

196,442  31 

11,032 

6.0 

Dividends 

8,416,650  83 

9,588,350  50 

1,171,700 

13.9 

Gas  companies 

9 5,605,933 

00 

96,604,425  50 

998,493 

17.8 

Electrical  companies 

2,786,392 

83 

2,959,600  00 

173,207 

6.2 

24,325 

00 

24,325  00 

Appropriations  to  contingency  reserve 

2,741,341 

68 

2,886,085  74 

144,744 

5.3 

Gas  companies 

2,504,893 

78 

2,635,242  53 

130,349 

5.2 

Electrical  companies 

236,447 

90 

250,843  21 

14,395 

6.1 

Miirftd  companies 

Appropriations  to  contingency  reserve 

plus  amortization  transferred 

from  operating  expenses 

7,068,779 

76 

7,649,211  85 

580,432 

8.2 

Gas  companies 

3,980,981 

49 

4,210,133  73 

229,152 

5.8 

Electrical  companies 

2,915,364 

89 

3,253,178  73 

337,814 

11.6 

Mixed  companies 

172,433 

38 

185,899  39 

13,466 

7.8 

Net  adjustments Cr  1,509,404 

79  Cr 3,667 ,359  43 

Cr  2,157,955 

fia;  e.nmnanies. . . _ Cr  1 .438.801 

32  Cr 2. Q71 .836  66 

Cr  1,533,234 

. 

Electrical  companies 

Cr 85,039 

10 

Cr  760,258  19 

Cr  675,219 

Mixed  companies 

Dr  14,235 

63 

Dr  64,734  32 

Dr  50,498 

Accumulated  surplus,  end  of  year 

30,242,605 

04 

40,954  863  97 

10,712,259 

35.4 

Gas  companies 

13,801,058 

83 

20,888,098  93 

7,087,040 

51.4 

Electrical  companies 

16,166,402 

09 

19,870,137  32 

3,703,735 

22.9 

Mixed  companies 

275,144 

12 

196,627  72 

D 78,516 

D 28.5 

Additions  to  accumulated  surplus  during 

year 

7,186,787  87 

10,712,258  93 

3,525,471 

49.1 

Gas  companies 

5,158,428 

48 

7,087,040  10 

1,928,612 

37.4 

Electrical  companies 

2,C53,943 

27 

3,703,735  23 

1,649,792 

80.3 

Mixed  companies 

D 25,583 

88 

D 78,516  40 

D 52,933 

Operating  and  Non-operating  10  Lighting 

and  Subway  Corporations- 

increase  1909-1910 

Item 

1909 

1910 

Absolute 

Per  cent 

Stocks  outstanding 

243,725,954  74 

249,057,854  74 

5,331,900 

2.2 

Gas  companies 

162,294,000 

00 

162,326,500  00 

32,500 

Electrical  companies 

69,605,704 

74 

74,708,104  74 

5,102,400 

7.3 

Mixed(including  subway)  companies 

11,826,250 

00 

12,023,250  00 

197,000 

1.7 

7 Not  only  the  deductions  but  also  the  dividends  that  are  paid  to  some  other  lighting  company 
of  New  York  City  are  treated  as  credits  to  the  deductions  of  the  company  receiving  them. 

8 Since  dividends  receivable  are  treated  as  a credit  to  income  deductions,  net  income  (like 
operating  income)  is  the  same  for  both  the  gross  and  net  basis  of  the  summary. 

9 Duplicate  or  intercorporate  dividends  received  are  subtracted  from  income  deductions  instead 
of  from  dividends.  These  duplicate  dividends  are  received  only  by  gas  companies. 

19  Capitalization  of  non-operating  companies  is  included  as  given  in  Table  XXXVIII.  The  in- 
come accounts  of  non-operating  or  lessor  companies  (all  electrical)  are  taken  into  consideration  only 
jn  relation  to  receipts  from  other  lighting  companies  and  payments  (or  accruals);On  capital  securities ' 
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Operating  and  Non-Operating  Lighting  and  Subway  Corporations  — Continued 

increase  1909-1910 


Item 

1909 

1910 

Absolute 

Per  cent 

Funded  debt. 

D$  1,2 18, 050 

DO. 9 

Gas  companies 

47,819,60000 

47,704,150  00 

D115.450 

DO. 2 

Electrical  companies 

Mixed  (including  subway) 

64,240,691  74 

com- 

61,452,691  74 

D2, 788, 000 

D4.3 

panies 

25,345,000  00 

1,685,400 

7.1 

Total  capitalization,  gross 

Gas  companies 

379,445,846  48 

210,113,600  00 

383,559,696  48 
210,030,650  00 
136,160,796  48 

4,113,850 

D82,950 

2,314,400 

1.1 

Electrical  companies 

Mixed  (including  subway) 

133,846,396  48 

com- 

1.7 

panies 

37,368,250  00 

1,882,400 

5.3 

Book  value  of  intercorporate  invest- 


ments (see  Table  XLIII  A)  .... 82,144,002  06 

Gas  companies 63,240,120  81 

Electrical  companies 18,468,881  25 

Mixed  (including  subway)  com- 
panies  435,000  00 


Book  value  of  intercorporate  holdings 
of  stocks  and  obligations  included 
in  construction  (see  Table  XLIII 


A) 17,375,600  00 

Gas  companies 11,240,000  00 

Electrical  companies 6,135,600  00 

Mixed  (including  subway)  com- 
panies  — 

Net  capitalization  11 284,040 ,094  42 

Gas  companies 135 , 550 , 529  19 

Electrical  companies 111,556,315  23 

Mixed  (including  subway)  com- 
panies  36,933,250  00 

Interest  payable  accrued  on  funded  debt, 


gross  (Table  XXXVII)  12 

6,738,675  35 

6,723,034  28 

D 15, 641 

DO. 2 

Gas  companies 

2,405,896  25 

2,382,853  76 

D23.042 

D1.0 

Electrical  companies 

Mixed  (including  subway)  com- 

2,990,064 22 

2,921,676  73 

D68.388 

D2.3 

panies 

1,342,714  88 

1,418,503  79 

75,789 

5.6 

Same,  excluding  duplications  13 

5,650,625  27 

5,572,806  41 

D77 ,819 

D1.4 

^ Gas  companies 

2,112,545  67 

2,089,503  18 

D23.043 

Dl.l 

^ Electrical  companies 

, Mixed  (inc.uding  subway)  com- 

2,195,364 72 

2,064,799  44 

D130.565 

D5.9 

panies 

1,342,714  88 

1,418,503  79 

75,789 

5.6 

Dividends  paid,  gross  (Table  XXVII)  14 . 

9,480,230  83 

10,663,750  50 

1,183,519 

12.5 

Gas  companies 

5,605,933  00 

6,604,425  50 

998,492 

17.8 

Electrical  companies  14 

Mixed  (including  subway)  com- 

3,588,392 83 

3,759,600  00 

173,207 

4.8 

panies 

287,905  00 

299,725  00 

11,820 

4.1 

Dividends,  excluding  duplications  13 . . . . 

6,418,832  83 

7,293,526  50 

874,694 

13.6 

Gas  companies 

2,544,535  00 

3,234,201  50 

689,667 

27.1 

Electrical  companies 

Mixed  (including  subway)  com- 

3,586,392 83 

3,759,600  00 

173,207 

4.8 

panies  

287,905  00 

299,725  00 

11,820 

4.1 

11  The  theory  upon  which  this  method  of  obtaining  a net  figure  is  based  is  explained  on  page  143. 
In  subtracting  capitalization  applicable  to  investment  interests,  the  method  is  analogous  to  the 
one  used  in  other  parts  of  the  summary. 

42  For  electrical  companies  there  is  added  to  the  figures  of  Table  XXXVII  §13,750  for  1909  and 
§123,934.37  for  1910  on  account  of  interest  payable  accrued  by  non-operating  companies.  The  sum 
of  §435,560  interest  on  the  funded  debt  of  the  Kings  County  Electric  Light  & Power  Company 
paid  by  the  Edison  Electric  Illuminating  Company,  which  in  Table  XXXVII  is  tabulated  under 
“ Other  contractual  deductions  ”,  is  for  the  purposes  of  the  summary  treated  as  an  interest 
deduction  of  the  latter  company. 

13  Duplications  are  represented  by  the  final  figures  of  Tables  29  and  30  below,  and  are  treated 
as  credits  for  receiving  companies. 

14  For  electrical  companies  $800,000  is  added  to  the  dividends  shown  in  Table  XXXVII  for  both 
1909  and  1910  for  payments  by  non-operating  companies. 
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The  Derivation  of  Net  Financial  Totals  for  New  York  City  Lighting 

Companies. 

The  above  summary  is  in  part  designed  to  show  in  brief  the 
relation  between  the  condensed  figures  for  the  net  expenses  and 
revenues  of  the  gas  companies  of  New  York  City  found 
in  Table  XXXV  and  the  gross  returns  found  in  Table 
XXXVII,  and  between  totals  for  the  electrical  companies  re- 
duced to  a corresponding  basis.  The  totals  for  the  electrical  com- 
panies in  the  primary  Table  XXXVI  are  not  reduced  to  a net 
basis  and  the  net  totals  in  the  summary  have  therefore  been 
specially  calculated.  The  significance  and  advantage  of  net 
figures  excluding  duplications  in  the  totals  is  obvious  so  far  as  it 
relates  to  sale  by  one  company  to  another  to  be  followed  by  resale 
to  consumers.  Other  eliminations,  which  are  duly  indicated  in 
the  summary,  require  explanation.  Gross  as  well  as  net  amounts 
and  their  differences,  duly  described,  are  given  throughout  the 
summary,  so  that  the  amount  and  character  of  each  elimination 
may  be  easily  seen.  In  the  latter  part  of  the  summary  an  attempt 
i's  made  to  carry  out  the  elimination  of  duplications  in  a way  to 
put  the  income  and  balance-sheet  data  on  a basis  analogous  to 
that  of  the  figures  for  net  revenues  and  net  expenses,  that  is,  to 
give  consolidated  figures  exclusive  of  duplications. 

Since  the  income  and  balance-sheet  data,  unlike  operating 
revenues  and  expenses,  pertain  to  the  corporate  entity  rather  than 
to  the  branch  of  production  in  which  the  company  is  engaged,  in 
the  part  of  the  summary  beginning  with  income  the  sub-division 
of  the  city  total  is  made  by  companies  instead  of  by  industries. 
Operating  income,  which  is  the  point  of  transition  from  the  one 
to  the  other  basis,  is  shown  according  to  both  classifications.  The 
experience  of  gas  companies  and  of  electrical  companies  as  given 
under  disposition  of  income  is  therefore  not  comprehensive  for 
these  industries  for  the  city  as  a whole  but  is,  by  reason  of  the 
putting  of  the  mixed  companies  in  a class  by  themselves,  more 
nearly  typical.  Into  the  mixed  class  are  put  the  three  gas-elec- 
trical companies,  the  Richmond  Light  (electrical)  & Railroad 
Company,  and  also,  in  that  part  of  the  summary  which  deals  with 
capitalization,  the  two  electrical  subway  companies. 

At  the  point  in  the  summary  where  intercompany  sales  of  gas 
are  shown  there  appear  two  sets  of  entries,  one  for  sales  and  one 
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for  agency  commissions.  The  peculiarities  of  the  agency-agree- 
ment situation  affect  only  the  gas  companies  of  the  Consolidated 
system.  Under  such  an  arrangement  the  transfer  of  gas  between 
companies  does  not  result  in  an  entry  in  the  revenues  of  the  receiv- 
ing company  of  the  full  price  of  the  gas  sold  but  only  of  its  com- 
mission, and  no  entry  is  made  under  expenses  for  “ Purchased 
gas/7  while  the  company  supplying  the  gas  shows  in  its  revenues 
the  selling  price  to  the  consumer  and  in  its  expenses  the  com- 
mission. The  agency  commissions  are  given  a separate  place  in 
the  summary  because  the  amounts  entering  the  accounts  in  this 
way  do  not  correspond  with  the  quantities  and  values  of  gas 
transferred,  as  might  naturally  be  presumed  and  as  is  the  case 
with  the  other  amounts  which  are  unqualifiedly  labeled  sales. 
The  amounts  entered  in  this  line  of  the  summary  are  respectively 
the  net  credits  or  debits  resulting  from  transfers  of  gas  under 
agency  agreement.  In  Table  XII  gas  “ Supplied  to  other  com- 
panies 77  includes  the  gas  supplied  under  agency  agreement  as  well 
as  other  gas  transfers. 

Abatements  and  discounts  from  nominal  or  usual  charges, 
which  amount  to  little,  are  shown  in  the  revenue  divisions  of 
Tables  XXXV  and  XXXVI  separately  for  whatever  interest 
they  may  have,  hut  the  revenues  as  tabulated  are  the  net  figures 
carried  to  the  income  account,  and  it  is,  of  course,  such  figures  as 
these  that  appear  in  the  summary. 

The  application  of  revenues  from  residuals  as  a credit  to  ex- 
penses calls  for  mention.  In  order  to  obtain  a figure  for  the 
return  to  the  gas  or  electrical  business  proper  in  Xew  York  City 
it  is  necessary  to  treat  incidental  revenues  in  this  wTay.  The 
revenues,  furthermore,  do  not  show  the  value  of  all  residuals. 
Some  are  used  as  made  without  accounting,  and  some  are 
credited  to  materials  and  supplies.  Xo  complete  gross  figures 
are  therefore  available.  The  amounts  shown  in  the  summary  as 
deducted  for  duplication  under  this  head  are  the  differences 
between  the  unmodified  expenses  as  reported  and  the  net  basis. 

Revenues  from  the  sale  of  merchandise,  from  the  sale  and 
rental  of  appliances,  and  from  miscellaneous  sources,  all  of  which 
are  enumerated  for  the  electrical  industry  in  Table  XXXVI,  but 
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for  the  gas  industry  must  be  looked  for  in  the  abstracts  of  the 
companies’  returns,  are  eliminated  in  the  net  figures  through 
crediting  them  to  operating  expenses.  The  reasons  for  doing 
this  are  similar  to  those  for  absorbing  the  income  from  residuals 
by  a credit  to  expenses.  The  three  sources  of  revenue  named 
are  a side-issue  and  incidental  aspect  of  the  commercial  phase  of 
the  gas  and  electrical  industry  just  as  the  residuals  are  of  its 
manufacturing  phase.  The  sale  or  rental  of  appliances,  further- 
more, is  not  conducted  on  a self-supporting  business  basis.  Its 
purpose  is  by  educating  consumers  in  the  use  and  advantage  of 
such  appliances  to  induce  them  to  make  a more  varied  and  larger 
use  of  gas  or  electricity.  The  profit  of  the  companies  may  better 
be  derived  thus  secondarily  and  may  in  the  end  be  the  greater 
for  placing  the  appliances  at  no  profit  or  even  at  a loss.  But  if 
this  is  the  attitude  of  the  companies  their  accounts  do  not  and 
cannot  show  a true  profit  or  loss  from  the  handling  of  appliances. 
The  same  may  be  true  of  jobbing  as  a source  of  revenue.  The 
argument  for  treating  such  items  as  credits  to  operating  expenses 
applies  as  well  for  large  profits  as  for  small  profits  or  none. 

The  treatment  of  amortization,  especially  its  subdivision  be- 
tween two  portions  of  the  summary,  and  its  deduction  from 
operating  expenses  to  obtain  net  figures,  calls  for  justification. 
Depreciation  is  properly  an  operating  cost.  But,  in  order  that  it 
be  satisfactorily  treated  as  such  in  the  books,  it  is  not  enough  to 
accept  this  abstract  proposition  in  good  faith.  The  rate  of  de- 
preciation must  be  fairly  and  competently  ascertained  on  the 
basis  of  adequate  experience  before  the  correct  charge  can  be 
made.  Carefully  ascertained  facts  as  to  the  life  in  service  of  the 
various  classes  of  apparatus  and  of  constructions  with  due  refer- 
ence to  conditions  of  use  and  causes  of  replacement  are  still  a. 
desideratum.  But  the  unsatisfactory  methods  of  accounting  fol- 
lowed by  the  companies  is  actually  the  decisive  reason  for  treating 
them  as  surplus  appropriations  rather  than  a charge  to  operating 
expenses.  Since  the  depreciation  charges  actually  made  are  so 
evidently  far  away  from  a satisfactory  standard,  and  since  the 
acceptance  or  rejection  of  a reported  depreciation  charge  for  the 
purposes  of  tabulation  of  operating  expenses  or  otherwise  depends 
so  much  on  accounting  rather  than  statistical  considerations,  the  net 
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figures  of  the  summary  eliminate  all  amortization  from  operating 
expenses  and  transfer  it  to  the  surplus  account.  These  charges 
are  then  combined  with  the  mixed  and  indefinite  appropriations 
for  “ renewals  and  contingencies.”  This  is  in  accordance  with 
the  notion  that  depreciation  along  with  other  deferred  or  unpre- 
dictable expenses  should  be  provided  for  in  a lump  .sum.  Com- 
parability of  returns,  however,  not  correctness  of  economic  princi- 
ples, is  all  that  is  at  present  attainable.  The  amounts  and  ac- 
counts involved  are  discussed  in  another  connection  on  page  119. 

There  happens  to  be  no  outside  operations  of  any  importance 
entering  in  to  complicate  the  data  for  gas  and  electric  operations. 
The  Richmond  Light  & Railroad  Co.  furnishes  the  only  instance. 
This  corporation  is  classed  with  mixed  companies  at  the  point 
where  the  corporation  instead  of  the  industry  becomes  the  basis 
for  the  sub-totals  of  the  summary. 

The  placing  of  the  mixed  companies  in  a class  by  themselves  is 
a way  out  of  a difficulty  that  may  appear  to  some  as  unsatis- 
factory. It  would  certainly  be  more  satisfactory  not  to  have  to 
deal  with  it.  In  one  respect  it  does  not  affect  the  summary  as  it 
does  the  general  tables,  since  in  the  summary  no  attempt  is  made 
to  give  data  by  gas  systems.  Hence  the  Flatbush  Gas  Co.  can 
be  put  with  the  mixed  companies  without  regard  to  the  fact  that 
it  belongs  to  the  Brooklyn  Union  system.  In  the  general  tables 
this  company  is  classed  sometimes  in  one  way,  sometimes  in  the 
other.  The  criterion  followed  depends  on  whether  more  emphasis 
is  to  be  laid  on  the  point  of  view  of  the  industry  or  of  the  system. 

An  analysis  of  “ Other  income,”  i.  e.,  non-operating  income, 
compiled  with  reference  to  the  requirements  of  the  above  sum- 
mary, is  shown  in  the  accompanying  tables,  Ho.  29  for  1909  and 
Ho.  30  for  1910.  In  some  cases  estimation  is  resorted  to  in  order 
to  subdivide  certain  minor  items  of  income  between  other  lighting 
companies  and  outside  sources.  The  tables  include  the  data  for 
subway  and  non-operating  companies  in  order  to  make  them  avail- 
able for  both  parts  of  the  summary.  For  the  same  reason  two 
sets  of  totals  are  given  to  show  duplications  on  both  bases,  one 
restricted  to  operating  companies  and  the  other  including  all  the 
lighting  companies  of  the  city. 


Table  29  — Analysis  of  non-operating  income  with  reference  to  transactions  occasioning  duplications  in  combined  income  figures : 1909. 
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1 Non-operating  revenue  deductions  amounting  to  $24,483.55  are  apportioned,  GO.  17  per  cent  to  Rent  and  39.83  per  cent  to  Other  non-operating  income. 

2 Non-operating  revenue  deductions  amounting  to  $417.72  are  apportioned,  58.30  per  cent  to  Rent  and  41.70  per  cent  to  Other  non-operating  income. 

3 No  interest  on  Insurance  participation  certificates  is  shown,  although  $54,595.22  of  such  certificates  were  held  at  the  close  of  the  year. 


Table  29 — Analysis  of  non-operating  income  with  reference  to  transactions  occasioning  duplications  in  combined  income  figures:  1909 — Continued. 
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Table  30  —Analysis  of  non-operating  income  with  reference  to  transactions  occasioning  duplications  in  combined  income  figures:  1910. 
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According  to  these  tables  it  appears  that  the  major  portion  of 
the  non-operating  income  is  derived  from  associated  companies, 
approximately  nine-tenths  of  the  total  in  each  of  the  years  1909 
and  1910  being  so  derived.  The  income  from  insurance  par- 
ticipation certificates  is  also  practically  an  intercompany  affair. 
Pegarded  from  the  point  of  view  of  operating  companies  only, 
the  non-operating  income  from  other  than  Pew  York  City  light- 
ing companies  is  of  course  a slightly  greater  proportion  of  the 
total  non-operating  income  than  is  the  case  when  the  list  includes 
the  lessor  and  electrical  subway  companies.  All  the  intercompany 
dividends  of  the  table  go  to  the  Consolidated  Gas  Company. 
Dentals  and  interest  on  funded  debt  are  of  comparatively  small 
importance.  Other  interest  is  much  more  significant.  It  is  prob- 
able that  a controlling  company  would  find  it  most  convenient 
to  supply  capital  to  a subsidiary  under  a contract  calling  for 
interest  on  terms  such  as  would  make  the  obligation  of  the  sub- 
sidiary, on  occasion,  a quick  asset  for  the  controlling  company, 
at  least  nominally  such.  There  is  no  doubt  that  funds  for  con- 
struction are  sometimes  supplied  in  this  way.  But  actually  such 
funds  are  not  quick  assets  for  the  system. 

The  process  by  which  net  deductions  and  a net  figure  for 
corporate  income,  as  indicated  in  the  footnotes  of  the  summary, 
is  obtained,  may  strike  the  reader  as  unusual.  There  should  be 
no  difference  of  opinion  regarding  the  method  of  dealing  with 
duplications  for  the  Pew  York  City  companies  as  a whole.  What 
is  paid  by  one  company  to  another  instead  of  to  outside  interests 
should  be  taken  out  of  the  total  for  the  city.  But,  in  the  sub- 
division of  the  total  between  gas  companies  and  electrical  com- 
panies, should  an  amount  paid  by  an  electrical  company  to  a gas 
company  be  deducted  from  the  gas  or  the  electrical  total?  For 
intercorporate  payments  and  receipts  appearing  as  operating 
revenues  and  expenses  there  is  no  difficulty  due  to  intercompany 
transactions  that  cross  the  division  line  between  the  two  classes 
^f  companies.  Any  transactions  of  this  sort  that  there  may  be 
can  be  disregarded  as  negligible  in  amount  and  the  separate  tabu- 
lations followed.  It  is  clear  that  the  deduction  should  be  made 
from  the  payor  for  expenses  and  from  the  payee  for  revenues. 
For  income  deductions  and  receipts,  duplications  are  dealt  with 
differently,  that  is,  income  from  other  companies  is  credited  to 
(or  deducted  from)  the  income  of  the  payee.  Income  derived 
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by  a gas  company  from  an  electrical  company  is  deducted  from 
the  gas  total,  that  is,  the  income  is  treated  as  a credit  canceling 
to  that  extent  the  charges  of  gas  companies.  The  amount  of 
the  payment  continues  to  be  included  in  the  total  payments  of 
electrical  companies. 

This  practice  does  not  appear  to  be  consistent  with  the  ordi- 
nary conception  of  the  way  to  arrive  at  a net  figure  for  a group 
of  associated  or  “ system  ” companies.  The  idea  then  is  that  only 
payments  to  interests  outside  the  system,  or  only  issues  held  by 
the  public,  if  a figure  of  net  capitalization  be  sought,  shall  be 
counted  to  obtain  the  total,  other  payments  and  issues  being  dis- 
regarded. This  point  of  view  is  entirely  correct  and  appropriate 
for  a system  figure.  It  does  not  work  where  one  attempts  to  sub- 
divide a system  or  group  of  companies,  as,  for  example,  into  gas 
and  electrical.  Still  less  does  it  permit  of  getting  at  a figure  for 
the  net  capitalization  or  net  (in  this  special  sense)  income  of  a 
particular  enterprise.  This  second  or  alternative  point  of  view 
may  be  called  that  of  the  industrial  net  as  opposed  to  the  system 
net.  The  capitalization  of  a company  that  is  based  upon  securities 
held  by  it,  as  distinguished  from  the  industrial  property  which 
it  directly  owns  and  usually  administers,  must  be  deducted  to 
get  a net  figure  of  capitalization  relating  to  its  industrial  opera- 
tions. The  income  that  it  receives  from  such  securities  may 
likewise  be  treated  as  a credit  to  set  off  similar  payments  made  by 
it  on  its  outstanding  issues,  the  net  payment  thus  obtained  being, 
more  nearly  than  the  gross,  correctly  representative  of  the  amount 
available  from  its  industry.  This  point  of  view  is  applicable  to 
a single  company  to  give  its  net  capitalization  as  well  as  to  a 
group.  The  other  method,  it  is  worthy  of  note,  might  assign  to 
the  individual  company  of  a system  a zero  capitalization  despite 
its  possession  of  a large  and  valuable  plant,  provided  only  all  its 
securities  be  held  by  other  system  companies.  The  Astoria  Light, 
Heat  & Power  Company  is  an  instance  of  a company  in  a situa- 
tion not  unlike  this.  In  fact,  the  method  of  the  system  net  is  not 
strictly  applicable  where  less  than  the  entire  group  of  system  com- 
panies is  taken  into  consideration.  But  the  strict  requirement  can- 
not be  met  for  the  Consolidated  Gas  system  on  the  basis  merely  of 
companies  reporting  to  this  Commission.  For  gas  companies, 
therefore,  the  duplicate  income  received,  which  is  to  be  eliminated, 
is  shown  in  their  ((  Other  income  ” regardless  of  whether  it  is  de- 
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rived  from  other  gas  or  from  electrical  companies,  and  similarly 
for  the  group  of  electrical  companies. 

The  treatment  of  duplicate  “ Other  income  77  as  a credit  against 
the  charges  of  the  company  receiving  it  has  the  further  advantage 
of  being  in  accordance  with  the  procedure  of  the  earlier  part  of 
the  summary,  where  revenue  from  residuals  is  credited  to  oper- 
ating expenses.  The  similarity  is  not  due  to  a superficial  analogy. 
The  investments  of  a gas  company  are  or  should  be  incidental  to 
and  a by-product  of  its  main  business,  which  is  the  manufacture 
and  distribution  of  gas.  But,  of  course,  it  will  not  waste  any 
opportunity  for  profit  afforded  by  the  tar  or  coke  that  is.  produced 
jointly  with  the  gas.  Similarly,  it  may  find  itself  in  the  posses- 
sion of  funds  accumulated  out  of  earnings  or  otherwise  obtained, 
for  which  it  has  no  immediate  use  in  the  gas  business.  With  the 
facilities  afforded  by  modem  exchanges  for  buying  and  selling 
securities,  it  is  natural  that  surplus  funds  should  be  so  invested. 
Out  of  some  such  situation,  it  may  he  assumed,  develops  the 
investment  accounts  of  large  industrial  corporations.  It  would, 
however,  be  a misapprehension  of  the  facts  to  assume  that  the 
securities  now  actually  held  as  investments  by  great  corporations 
were  purchased  from  any  such  motive.  They  are  usually  acquired 
to  secure  control  of  a competing  company  or  of  a related  enter- 
prise, or  at  least  to  obtain  a voice  in  the  management  of  such 
concerns.  But  this  sort  of  “ investment 77  is  even  more  definitely 
a side  issue  of  the  particular  industry  in  which  the  corporation 
is  engaged  than  is  investment  from  purely  and  properly  invest- 
ment motives. 

The  fact  that  the  true  cost  of  production  of  a commodity  can 
not  be  obtained  by  crediting  revenue  from  other  products  jointly 
produced  with  it  constitutes  a possible  objection  to  the  method  of 
the  summary  which  rather  overshoots  its  mark.  The  operations 
of  production  are  today  so.  intertwined  that  if  the  attempt  to 
arrive  at  the  expenses  incident  to  the  production  of  a particular 
jommodity  was  given  up  merely  because  other  sources  of  revenue 
vere  incidentally  produced  along  with  it,  we  should  have  to  be 
content  to  remain  in  ignorance  of  the  cost  of  most  commodities. 
We  are  ignorant  enough  in  spite  of  all  compilations  and  calcula- 
tions, but  there  is  no  valid  objection  on  the  score  of  principle  that 
should  prevent  the  making  of  such  calculations.  The  same  prin- 
ciple applies  with  regard  to  the  use  of  “ Other  income 77  from 
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2sTew  York  City  companies  as  a credit  to  deductions.  It  is,  of 
course,  not  quite  true  that  by  deducting  investments  from 
capitalization  and  by  deducting  investment  income  from  income 
deductions  figures  are  obtained  that  show  actual,  still  less  typical, 
results  for  the  particular  industry  in  question.  Unprofitable 
investments  may  be  carried  by  profitable  operations;  profitable 
investments  may  take  the  place  of  net  revenues  from  operation  in 
meeting  fixed  charges  and  providing  for  dividends.  So  far  as 
this  relates  to  income  received  and  disbursed,  the  situation  in  its 
grosser  aspects  would  be  indicated  by  the  analysis  of  the  sum- 
mary. Indirectly,  considering  the  facilities  afforded  for  con- 
cealing some  income  or  lack  of  income  by  an  incorrect  classifica- 
tion of  entries  and  by  one-sided  contracts  between  associated  corpo- 
rations, the  effect  of  such  conjunction  of  investment  in  securities 
with  industrial  enterprise  is  to  make  the  accounts  more  open  to 
manipulation  or  more  available  to  cover  inefficiency  or  to  conceal 
receipts  and  disbursements  of  a special  character. 

The  treatment  of  dividends  as  a credit  to  income  deductions 
instead  of  to  dividends  appears  to  call  for  justification.  If  divi- 
dends always  remained  dividends  until  they  reached  the  ultimate 
investor,  it  would  be  better  to  keep  income  deductions  or  fixed 
charges  separate  from  divided  profits,  even  though  the  entrance 
of  dividends  into  u Other  income  ” would  make  the  construction, 
on  this  plan,  of  such  a summary  as  the  above  rather  awkward. 
But  through  the  collateral  trust  mortgage,  dividends  may  be 
directly  transmuted  into  fixed  charges,  and  also,  even  where 
the  bonds  are  not  directly  based  upon  stocks,  the  latter  are  com- 
monly purchased  with  the  proceeds  of  the  sale  of  bonds  secured 
by  other  property  of  the  controlling  or  holding  company.  The 
public,  moreover,  is  much  interested  in  the  return  to  capital,  and 
comparatively  little  interested  in  the  proportions  of  the  sub- 
division of  that  return  as  between  interest  and  dividends,  whether 
in  the  first  instance,  that  is,  as  paid  by  the  operating  company, 
or  ultimately,  that  is,  as  received  by  the  investing  public.  This 
proportion,  furthermore,  owing  largely  to  intercorporate  manipu- 
lation, has  not  the  economic  significance  it  ought  to  have.  There 
is  no  sufficient  reason  for  making  the  summary  more  complicated 
than  it  already  is  in  an  attempt  to  cancel  dividends  into  dividends 
only,  keeping  them  separate  from  fixed  charges. 
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By  reason  of  the  subtraction  of  dividends  from  income  deduc- 
tions, net  income  on  both  the  duplicating  and  non-duplicating 
basis  is  the  same.  The  forward  transfer  of  all  amortization 
charges,  however,  affects  both  the  gross  and  the  net  income  totals. 

In  passing  from  income  to  capitalization,  the  companies 
covered  by  the  summary  are  extended  to  include  lessor  and  sub- 
way as  well  as  operating  lighting  companies.  All  the  earnings  of 
all  the  companies  pertain  to  operating  lighting  companies.  In- 
come deductions  are  therefore  restated  on  the  same  more  compre- 
hensive basis  which  includes  the  lessor  and  subway  companies. 
The  data  for  eliminating  duplicate  income  are  given  for  both 
bases  in  Tables  29  and  30.  In  this  last  portion  of  the  summary 
duplicate  dividends  are  subtracted  from  dividends  and  only  dupli- 
cate income  deductions  from  income  deductions. 

The  subway  companies,  though  operating,  have  income  only  in 
the  form  of  rentals  received  for  the  use  of  their  property,  these 
coming  chiefly  from  the  lighting  companies,  though  partly  also 
from  telephone  and  telegraph  companies.  The  operating  ex- 
penses of  the  subway  companies,  composed  of  maintenance  and 
.administration,  might  well  go  into  the  summary,  so  far  as  these 
are  due  to  the  service  of  electrical  operating  companies.  In  the 
operating-expense  tables  they  are  of  course  entirely  covered  by 
operating  rents.  In  the  summary  the  subway  companies  are 
classed  as  mixed  because  of  their  furnishing  service  to  other  than 
lighting  companies.  The  lessor  companies,  all  of  which  are  elec- 
trical, have  no  income  that  is  other  than  a duplication  from  the 
point  of  view  of  the  whole  number  of  companies,  and  their  ex- 
penses are  not  only  negligibly  small  but  are  not  to  be  considered 
properly  a part  of  the  cost  of  conducting  the  actual  gas  or  electric 
enterprises.  But  their  property,  supposing  that  they  have  any, 
and  their  capitalization  are  to  be  considered,  for  such  property  as 
exists  is  used  by  the  lessee  lighting  companies,  and  the  capital- 
ization is  supported  by  income  derived  from  the  operations  of  the 
latter. 

The  basis  of  the  figures  for  net  capitalization  appearing  in  the 
summary,  and  their  significance,  are  discussed  in  another  connec- 
tion. Of  the  alternative  methods  of  arriving  at  net  capitalization, 
the  one  employed  here  conforms  to  the  principle  referred  to  above 
in  relation  to  the  method  of  arriving  at  a figure  for  net  income. 
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Constituents  and  Amount  of  Income  and  Certain  Important  Charges. 

The  appropriate  net  figures  of  the  summary  on  pages  97-100 
practically  constitute  a consolidated  income  account  for  the  light- 
ing companies  of  New  York  City.  They  do  not  quite  accomplish 
this,  for  there  are  probably  some  minor  inter-company  trans- 
actions which  are  not  brought  into  the  account.  Of  the  figures 
for  the  sub-classes  of  gas  and  electric  lighting  companies  not 
quite  the  same  can  be  said.  Here  the  net  figures  may  be  reduced 
by  receipts  from  outside  the  particular  company.  The  method  of 
applying  inter-company  receipts  as  credits  to  reduce  the  charges 
of  the  receiving  company  is  also,  as  has  been  explained,  different 
from  the  method  employed  by  bookkeepers  in  making  up  a con- 
solidated income  account  for  a group  or  system  of  companies. 
The  same  applies  for  the  latter  part  of  the  summary,  which 
thereby  falls  short  of  corresponding  to  the  ordinary  consolidated 
balance  sheet.  But  many  other  considerations  enter  into  the 
making  of  the  summary  that  have  no  relation  to  the  conception  of 
a consolidated  income  or  balance-sheet  statement. 

On  the  net  basis  of  the  summary,  revenues,  expenses,  other 
revenue  deductions  (mainly  taxes),  and  resultant  operating  in- 
come for  the  gas  and  electrical  divisions  of  the  public-sendee 
light  and  power  enterprises  of  New  York  City  stand  as  follows: 


GAS 


Item 

Revenues 

AMOUNT 

PER  CENT 
DISTRIBUTION 

1909 

$29,834,000 

1910 

$31,864,000 

1909 

1910 

Expenses 

•Other  revenue  deductions 

Operating  income 

15,712,000 

2,013,000 

12,109,000 

16.586.000 
2,242,000 

13.036.000 

52.66 

6.75 

40.59 

52.05 

7.04 

40.91 

ELECTRICITY 

PER  CENT 

AMOUNT 

DISTRIBUTION 

Item 

1909 

1910 

1909 

1910 

Revenues* 

$23,090,000 

$25,476,000 

Expenses 

9,379,000 

10,303,000 

40.62 

40.44 

•Other  revenue  deductions 

1,689,000 

1,766,000 

7.31 

6.93 

•Operating  income 

12,022,000 

13,407,000 

52.07 

52.63 

1 Modified  as  per  footnote  5 cn  page  98. 
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Figures  so  low  as  41  per  cent  for  the  electric  lighting  industry 
and  52  or  53  per  cent  for  gas  lighting  appear  to  be  very  favorable 
operating  ratios,  but  due  account  should  be  taken  of  the  fact  that 
the  final  figure  of  income  does  not  include  provision  for  amorti- 
zation. This  fact,  however,  makes  it  all  the  more  comparable 
with  the  familiar  operating  ratio,  for  which  likewise  the  only 
guaranty  there  can  be  is  that  the  result  is  “ commercially  pure  ” 
or  commercially  true.  The  capitalization  supportable  on  the  basis 
of  8 per  cent  for  amortization  and  return  upon  capital  would  be, 
according  to  these  ratios,  $6.00  for  every  dollar’s  worth  of  gas  sold 
and  $7.50  for  every  dollar’s  worth  of  electricity  sold.  On  the 
face  of  the  figures,  that  is,  disregarding  possible  requirements  for 
carrying  charges  and  replacement  of  fixed  capital,  the  electrical 
industry  shows  considerably  better  results  than  the  gas  industry. 
The  showing  for  1910  is  slightly  better  than  for  1909  for  both 
industries. 

Net  income  deductions  and  total  charges  and  appropriations 
for  amortization  and  contingency  reserves  cannot  be  stated  for  the 
gas  and  electrical  industries  as  such.  Hence  the  following  tabular 
statement  is  for  purely  gas  and  purely  electrical  companies.  It 
begins  with  operating  income.  These  figures  are  on  the  <c  net  ” 
basis  of  the  summary,  eliminating  duplications  and  carrying  for- 
ward all  amortization  to  the  surplus  account. 


GAS  COMPANIES 

ELECTRICAL 

COMPANIES 

Item 

19C9 

1910 

1909 

1910 

Operating  income 

$11,963,000 

$12,907,000 

$11,688,000 

$13,038,000 

Other  income 

406,000 

509,000 

1,041,000 

1,085,000 

Gross  corporate  income 

$12,369,000 

$13,416,000 

$12,729,000 

$14,123,000 

Income  deductions 

2 Cr 937,000 

2 Cr  1,514,000 

5,059,000 

4,967,000 

Net  corporate  income 

13,306,000 

14,930,000 

7,670,000 

9,156,000 

Amortization  and  contingencies. . . 

3,981,000 

4,210,000 

2,915,000 

3,253,000 

Dividends 

35,606,000 

8 6,605,000 

2,786,000 

2,959,000 

Net  profit  and  loss  adjustment. . . 

Cr 1,439,000 

Cr  2,972,000 

Cr  85,000 

Cr  760,000 

Additions  to  accumulated  surplus 

during  year 

5,158,000 

7,087,000 

2,054,000 

3,704,000 

Total  items  from  surplus  account. 

$13,306,000 

$14,930,000 

$7,670,000 

$9,156,000 

2 Duplicate  dividends  as  well  as  duplicate  interest  received  are  treated  as  a credit. 

3 Intercorporate  dividends  received  are  subtracted  from  income  deductions,  hence  they  are  not 
included  here. 
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Operating  income  for  these  gas  and  electrical  companies  is  so 
nearly  inclusive  of  all  gas  and  electrical  operations  of  companies 
in  New  York  City  as  to  make  the  assumption  entirely  warranted 
that,  for  'both  statistical  and  practical  purposes,  an  inference  on 
the  basis  of  these  figures  is  applicable  for  the  gas  and  electrical  in- 
dustries in  this  territory.  The  gas  operating  income  of  mixed 
companies  is  about  1 per  cent  of  that  of  the  exclusively  gas  com- 
panies, and  for  electric  operating  income  the  corresponding  figure 
is  less  than  3 per  cent.  The  proportionate  disposition  of  income 
in  terms  of  percentages,  as  followed  through  income  and  surplus 
accounts  to  the  final  accumulated  balance  is  shown  for  the  purely 
gas  and  the  purely  electrical  companies  in  the  following  tabular 
statement : 


PER  CENT  DISTRIBUTION 


GAS 

ELECTRICITY 

Item 

1909 

1910 

1909 

1910 

Corporate  income 

100.00 

100.00 

100.00 

100.00 

Deductions 

Cr  7 . 57 

Cr  11.30 

39.74 

35.17 

Amortization 

32.18 

31.39 

22.90 

23.03 

Dividends 

45.32 

49.24 

21.89 

20.95 

Adjustments 

Cr 11.63 

Cr 22.16 

Cr 0.67 

Cr  5.38 

Surplus 

41.70 

52.83 

16.14 

26.23 

Income  deductions  and  dividends  together  absorbed  38  per  cent 
of  the  corporate  income  of  the  gas  companies  in  both  1909  and 
1910.  Tor  the  electrical  companies  the  corresponding  figure  is 
62  per  cent  for  1909  and  56  per  cent  for  1910.  The  appropria- 
tions for  amortization  and  contingencies  are,  in  the  case  of  the 
gas  companies,  not  much  less  than  the  return  paid  out  to  capital. 
Tor  the  electrical  companies  the  proportion  is  much  less.  It  is 
remarkable  that  in  all  four  instances  profit-and-loss  adjustments 
result  in  an  accession  of  funds  instead  of,  as  is  usually  the  case, 
requiring  a deduction  from  the  surplus.  In  the  case  of  the  gas 
companies  the  amounts  are  large  enough  to  pay  three-tenths  of 
the  return  to  capital  for  1909  and  six- tenths  for  1910.  By  sub- 
tracting duplicate  dividends  from  dividends  instead  of  from  in- 
come deductions  and  making  the  comparison  of  adjustments  with 
net  dividends,  it  appears  that  the  former  were  large  enough  in 
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1909  to  pay  more  than  one-half  the  dividends,  and  in  1910  to 
pay  almost  the  entire  amount.  Owing  in  part  to  this  accession 
of  funds  by  way  of  adjustments  in  the  surplus  account,  more  than 
one-half  of  the  net  corporate  income  of  gas  companies  in  1910 
went  to  increase  the  accumulated  surplus.  If  amortization  were 
deducted  from  the  revenues  instead  of  being  treated  as  a surplus 
appropriation,  the  proportion  of  net  corporate  income  thus  ap- 
plied to  increase  the  surplus  would  be  larger.  In  all  instances 
there  is  a decided  increase  of  the  accumulated  surplus  in  addi- 
tion to  the  very  liberal  provision  made  for  amortization. 

Profit-and-loss  adjustments  are  always  interesting,  especially 
if  one  can  have  enough  of  them  at  a time  before  one.  Usually 
this  requires  a period  of  several  years  in  order  that  the  amounts 
may  he  significant.  In  the  case  of  the  gas  companies  under  con- 
sideration, however,  some  of  the  adjustments  are  large  enough  to 
he  individually  interesting.  The  important  adjustments  for  the 
Consolidated  system  in  1909,  as  shown  in  the  footnotes  of  Table 
XXXVII,  are  chiefly  due  to  credits  for  charges  to  uncollectible 
bills,  now  recovered.  More  interesting  are  the  items  explanatory 
of  the  Brooklyn  Union’s  credit  of  $939,000.  Over  $700,000  is 
due  to  a credit  adjustment  on  account  of  the  price  and  quality  of 
oil  received  from  the  Standard  Oil  Co.  and  charged  as  operating 
expense  in  previous  years.  Together  these  two  classes  of  credits 
account  for  most  of  the  total  credit  adjustments  of  Xew  York 
city  companies.  In  1910  the  most  noteworthy  credits  are  in  the 
adjustments  of  the  Consolidated  gas  companies.  The  major  por- 
tion of  the  amount  for  the  Consolidated  Gas  Company  is  due  to 
an  adjustment  of  franchise  taxes  yielding  $1,157,000.  Interest 
on  lighting  bills,  on  which  the  city  deferred  payment  pending  a 
settlement  of  the  dispute  over  taxes  and  the  price  to  be  charged 
for  gas,  accounts  for  $446,000,  and  profit  on  real  estate,  for 
$425,000.  There  is  also  a credit  adjustment  of  $67,000  on  ac- 
count of  sales  of  residuals  applicable  to  former  years.  Most  of 
these  items,  it  will  be  observed,  pertain  to  revenue  deductions. 
To  determine  where  the  income  obtained  as  profits  on  real  estate 
belongs  would  be  more  than  an  accounting  question.  It  is  possible 
to  go  behind  the  net  adjustment  and  analyze  it  into  positive  and 
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negative  elements  by  means  of  the  data  contained  in  the  abstracts 
of  the  returns  of  individual  companies  which  are  published  in 
the  latter  part  of  this  volume. 

The  treatment  of  contingency  and  amortization  reserves  in  the 
income-sheet  table  (XXXVII),  as  has  been  said  or  implied  above,, 
compels  a treatment  of  these  items  in  the  summary  which  is  not 
entirely  satisfactory.  The  accounting  practices  of  the  companies 
make  this  treatment  necessary.  Few  of  them  conform  to  the  re- 
quirements of  the  accounting  order  in  this  respect  even  tech- 
nically, let  alone  living  up  to  its  spirit  and  principles.  The  Uni- 
form System  proposes  to  keep  separate  all  accounting  transactions 
relating  to  fixed  capital  installed  prior  to  and  as  of  December  31, 
1908,  requiring  different  accounts  for  fixed  capital  installed  since 
that  date  and  therefore  coming  under  the  Commission’s  account- 
ing order.  It  is  ordered  that  fixed  capital  installed  since  Decem- 
ber 31,  1908,  be  classified  and  valued  according  to  the  rules  of 
the  Uniform  System.  The  older  capital  cannot  be  so  treated. 
Replacement  of  the  older  fixed  capital,  however,  is  brought  under 
the  Uniform  System  by  crediting  to  fixed  capital  as  of  December 
31,  1908,  the  entire  original  cost  of  the  item  of  capital  retired 
and  debiting  to  fixed  capital  since  that  date  the  entire  cost  of  the 
replacement.  Fixed  capital  accounts  as  of  December  31,  1908, 
can  be  changed  only  by  credit  entries,  that  is,  for  withdrawals. 
Corresponding  debits  may  be  to  reserves  provided  for  the  purpose, 
if  there  are  such.  Otherwise  they  are  taken  into  the  surplus 
account. 

Charges  for  amortization  under  the  Uniform  System  can  re- 
late only  to  the  period  since  the  order  went  into  effect.  The  prin- 
ciple of  a depreciation  or  amortization  charge  is  that  the  total 
costs  of  a period  shall  be  provided  for  by  appropriate  charges 
made  during  the  period.  It  is  just  as  important  for  this  principle 
that  deferred  maintenance  of  an  earlier  period  be  not  made  a 
current  burden  as  that  entries  for  costs  incurred  at  the  present 
time  be  not  postponed  to  remain  unrecognized  in  the  accounts  till 
some  later  date.  Another  important  principle  is  that  amortiza- 
tion charges  be  made  according  to  some  known  and  definite  ride 
and  that  a reserve  provided  in  this  way  be  not  available  for  any 
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other  purpose  than  that  for  which  it  is  designated.  Thus  it  be- 
comes impossible,  if  the  rule  for  depreciation  is  sound,  to  impair 
the  fixed  investment  by  dividing  a portion  of  it  among  stock- 
holders as  profits. 

There  are  several  ways  in  which  a company  can  go  counter  to 
the  Commission’s  order  in  this  matter  of  amortization.  (1)  A 
company  may  file  no  rule  or  no  reasonable  rule.  (2)  It  may 
commingle  reserves  for  depreciation  with  other  reserves  not  duly 
restricted  to  this  use.  If  a situation  should  arise  such  that  funds 
for  dividends  were  not  available,  though  the  earning  power  of 
the  company  was  only  temporarily  insufficient,  this  might  be  con- 
sidered a contingency  sufficient  to  justify  utilizing  a portion  of 
a reserve  so  denominated,  and  not  definitely  restricted  to  pro- 
viding for  depreciation.  (3)  It  may  merge  the  amounts  derived 
from  accruals  for  amortization  since  December  31,  1908,  with 
reserves  provided  before  that  date.  This  would  obscure  the  divi- 
sion line  between  depreciation  and  provision  for  it  since  1908,  on 
the  one  hand,  and  on  the  other  hand,  between  depreciation  of  the 
earlier  period,  whether  provided  for  or  deferred,  and  that  since 
1908. 

The  companies  have  conformed  with  the  accounting  order  to 
the  extent  of  filing  rules  for  depreciation.  The  United  Electric 
Light  and  Power  Company,  the  Empire  City  Subway  Company 
and  the  gas  companies  of  the  Consolidated  system,  with  the 
exception  of  the  Hew  York  Mutual,  have  not  conformed  with 
the  second  requirement.  They  have  not  so  restricted  the  purposes 
for  which  the  amortization  reserve  may  be  used  as  to  make  the 
charges  properly  a burden  upon  operating  expenses.  The  failure 
of  the  companies  completely  to  conform  in  the  third  respect  above 
mentioned  is  so  general,  and  that  failure  also  affects  so  indirectly 
the  correctness  of  the  charge  made  to  operating  expenses,  that  it 
has  been  allowed  so  to  stand.  A marked  improvement  at  this 
point,  moreover,  may  be  expected  in  the  1911  reports.  If  the 
accounts  are  soon  put  on  the  proper  basis,  the  benefits  of  the  new 
method  of  accounting  will  not  be  noticeably  impaired.  The  bear- 
ing of  the  present  situation  upon  the  computation  of  the  unit 
cost  of  gas  is  discussed  below  (pages  139ff). 
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Income  from  insurance  participation  certificates  is  a feature 
peculiar  to  the  companies  of  the  Consolidated  Gas  system.  It 
amounts  to  $26,000  for  1909  and  $39,000  for  1910.  This  is 
the  outcome  of  a system  of  self-insurance,  a very  appropriate  sort 
of  institution  for  an  enterprise  like  the  Consolidated  system  hav- 
ing numerous  scattered  plants. 

The  ownership  of  the  property  by  several  separate  companies 
perhaps  necessitates  the  placing  of  the  funds  accumulated  to 
provide  for  loss  by  fire  or  explosion  in  the  hands  of  trustees  and 
the  treatment  of  their  certificates  as  investments.  The  theory 
of  self-insurance  supposes  such  a subdivision  of  risks  that  losses 
will  be  relatively  so  small  and  so  numerous  or  scattered  that 
in  the  total  under  chance  distribution  they  will  he  nearly  equal 
from  year  to  year.  While  some  reserve  should  be  provided  to 
equalize  the  burden  or  remaining  unevenness  in  losses,  the  piling 
up  of  a large-  reserve  should  not  be  necessary.  The  $39,000 
income  reported  for  1910,  on  the  3 per  cent  basis  of  the  insurance 
agreement,  means  an  accumulated  reserve  of  over  $1,300,000. 
This  may  not  be  excessive  in  view  of  the  large  amount  of  property 
to  he  protected ; but  it  is  worth  considering  whether  the  time  may 
not  soon  arrive  when  the  reserve  will  have  become  sufficiently 
large  that  not  merely  the  interest  on  it  hut  all  or  most  of  the 
annual  premium  that  would  otherwise  only  increase  the  reserve 
may  be  deducted  as  a “ cash  dividend  ” reducing  the  insurance 
premium.  The  methods  of  a mutual  insurance  company  are  cer- 
tainly applicable  between  companies  of  the  same  system. 

It  would  be  desirable  to  follow  the  analysis  of  intercorporate 
relations  in  its  bearing  upon  the  capitalization  and  income  of  gas 
and  electrical  companies  farther  than  is  done  above.  The  com- 
parison of  agreements  and  transactions  between  associated  com- 
panies with  similar  dealings  between  independent  corporations 
or  persons  should  he  especially  instructive.  Operating  expenses, 
however,  as  measures  of  cost  offer  material  for  analysis  that  is  of 
more  immediate  interest.  Once  intercompany  payments  are  dis- 
posed of,  operating  expense  data  have  a quite  definite  meaning. 
It  is  upon  such  data  that  the  following  discussion  of  the  cost 
of  gas  is  founded. 
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The  Cost  of  Gas. 

The  operating  revenues  and  expenses  of  the  several  companies 
are  stated  in  detail  in  the  individual  company  abstracts  and  are 
summarized  in  Table  XXX YII.  While  these  revenues  and  ex- 
penses contain  the  data  upon  which  calculations  may  be  based 
as  to  the  cost  of  producing  and  distributing  gas,  they  require 
certain  adjustments  before  such  use  can  be  made  of  them.  The 
operating  expenses  include  not  only  the  expenses  of  making  and 
supplying  gas  but  also  the  expenses  incurred  in  making  and  sell- 
ing by-products  such  as  coke,  tar,  ammonia,  etc.,  and  those  incurred 
in  the  maintenance  and  care  of  stoves  and  other  appliances  rented 
to  consumers.  The  gas  business,  that  is  to  say,  includes  the  sale 
of  commodities  other  than  gas  and  the  rendering  of  services  not 
paid  for  in  the  rate  for  gas,  ITence,  to  obtain  the  cost  of  gas, 
the  proceeds  from  the  sale  of  by-products  and  other  sources 
of  incidental  revenue  must  be  deducted  from  the  total  operating 
expenses.  Just  as  the  cost  of  telephone  service,  which  includes 
the  cost  of  printing  the  telephone  directories  furnished  to  sub- 
scribers, will  be  reduced  by  the  sale  of  advertising  space  in  the 
directory  at  any  price  that  is  more  than  sufficient  to  cover  the 
cost  of  additional  composition,  press-work  and  paper,  so  the  cost 
of  gas  will  be  reduced  by  the  sale  of  tar  and  other  residuals  and 
by  such  profits  as  may  be  made  in  selling  or  renting  gas  appli- 
ances to  the  consumers.  In  Table  XXX Y the  various  items  of 
profit  outside  of  gas  sold  to  the  public  are  transferred  from  the 
revenue  to  the  expense  side  of  the  account  and  the  numerous  and 
confusing  intercompany  transactions  in  the  sale  and  purchase  of 
gas  are  eliminated  from  both  sides  of  the  account.  The  final 
figure  of  operating  income,  obtained  by  subtracting  the  expenses 
from  the  revenues,  is,  of  course,  unchanged  and  should  check  with 
the  column  under  that  heading  in  Table  XXX YII,  which  shows 
the  disposition  made  of  profits  by  the  various  companies. 
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Manufacturing  Cost 

Exclusive  of  any  return  upon  the  investment,  the  largest  item 
in  the  cost  of  supplying  gas  is  the  production  expense,  which  is 
summarized  in  division  B of  Table  XXXV  and  reduced  to  unit- 
prices  in  Table  31.  The  average  net  manufacturing  cost  was 
24.96  cents  in  1909  and  24.02  cents  in  1910.  In  the  latter  year 
the  lowest  average  cost  was  attained  by  the  Consolidated  Gas 
system,  the  Kings  County  Lighting  Company  and  the  Xew  York 
& Richmond  Gas  Company,  all  of  which  made  gas  for  less  than 
24  cents  a thousand,  exclusive  of  depreciation.  For  the  smaller 
companies  the  cost  for  1910  ranged  from  26.34  cents  for  the 
Brooklyn  Borough  Gas  Company  to  33.95  cents  for  the  Queens 
Borough  Gas  & Electric  Company.  The  companies  or  systems 
being  arranged  in  the  table  in  the  order  of  size,  it  appears  that, 
with  two  exceptions  for  each  year,  the  unit  cost  of  production 
increases  as  the  output  decreases,  in  accordance  with  the  well- 
known  fact  that  certain  items  of  expense  are  relatively  fixed 
or  constant  and  will  therefore  be  larger  per  unit  for  a small 
output  than  for  a large  output.  One  exception  to  the  rule  is 
found  in  the  case  of  the  Brooklyn  Union  Gas  Company,  which 
is  the  largest  manufacturing  company  in  the  city,  and  yet  exhibits 
a higher  cost  per  thousand  feet  made  than  the  average  of  the 
Consolidated  Gas  system  and  also  higher  than  the  very  much 
smaller  Kings  County  Lighting  Company  (South  Brooklyn)  arid 
the  Xew  York  & Richmond  Gas  Company  (Staten  Island).  An- 
other exception  appears  in  the  case  of  the  Queens  Borough  Gas 
& Electric  Company  which  shows  a considerably  higher  cost  than 
the  smaller  Bronx  Gas  & Electric  Company.  These  anomalous 
cases  merit  examination.  But  first  it  is  desirable  to  examine 
the  operations  of  the  several  manufacturing  sub-divisions  of  the 
Consolidated  Gas  system  as  presented  in  Table  32. 


Table  31.  Manufacturing  costs  of  gas  per  M cu.  ft.  made  (cents):  1909  and  1910. 
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1 The  Brooklyn  Union  Gas  Company  is  the  only  member  of  the  Brooklyn  Union  system  that  manufi 


Table  32.  Manufacturing  costs  of  gas  per  M cu.  ft.  made  (cents),  for  Consolidated  System  Companies:  1909  and  1910. 
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The  Northern  Union  Gas  Company  merely  distributes  gas  made  by  other  companies,  hence  unit  costs  on  the  basis  of  gas  made  are  not  obtainable  for  it. 
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Consolidated  System  Costs. — Taking  the  Consolidated  Gas 
companies  by  themselves  and  separating  the  coal  gas  from  the 
water  gas  plants,  it  is  found  that  with  the  exception  of  the  Con- 
solidated Gas  Company,  the  total  manufacturing  cost  per  M 
is  fairly  uniform  throughout  all  the  companies,  varying  in  1910 
from  22.26  cents  for  the  New  Amsterdam  to  24  cents  for  the 
coal  gas  of  the  Central  Union.  That  the  New  Amsterdam  shows 
a lower  cost  than  the  new  plant  at  Astoria,  with  all  of  its  modern 
equipment,  may  be  due  in  part  to  the  fact  that  its  own  expenses 
are  reduced  by  the  profit  it  makes  in  enriching  the  Astoria  coal 
gas,  for  which  it  is  paid  $200,046.02  by  the  Astoria  Company, 
and  in  part  to  the  fact  that  the  item  of  repairs  in  a water-gas  plant 
seldom  includes  as  many  renewals  and  replacements  as  in  the 
case  of  coal-gas  apparatus,  which  will  on  that  account  call  for  a 
smaller  allowance  for  depreciation  and  thus  in  the  long  run  be 
more  economical  than  the  water-gas  plant,  with  its  relatively 
small  expense  for  repairs. 

The  accuracy  of  these  calculations  may  be  tested  by  comparing 
them  with  the  unit  cost  arrived  at  by  the  companies  themselves  for 
the  purpose  of  collecting  from  other  companies  amounts  due  for 
manufacturing  gas  on  their  account.  Thus  the  Central  Union, 
New  York  Mutual  and  Standard  companies  supply  gas  to  other 
companies  in  the  system  under  agency  agreements1  which  provide 
that  each  shall  receive  therefor  the  cost  of  labor  and  materials 
plus  10  per  cent  commission,  while  the  New  Amsterdam  is 
similarly  reimbursed  for  station  repairs  and  receives  as  a further 


i With  the  exception  of  the  New  Amsterdam  contract  and  with  the  substitution  of  the  letter 
“ A ” for  the  name  of  the  supplying  and  of  “ B ” for  the  employing  company,  the  section  of  the 
Agency  Agreement  that  relates  to  compensation  reads  as  follows: 

“ III.  At  the  expiration  of  each  month  A shall  render  to  B an  account  of  all  expenditures  for 
constituent  materials  and  labor  made  by  it,  as  aforesaid,  during  such  month,  and  B agrees  to  pay 
to  A,  within  ten  (10)  days  thereafter,  the  amount  due,  according  to  such  accounts,  together  with 
an  additional  10  per  cent  (10%)  thereof,  which  shall  be  in  full  for  its  services  and  the  use  of  its 
plant  and  appliances  during  the  said  month.” 

The  contract  reads  as  above  for  the  following  companies,  respectively  receiving  and  supplying 
gas  under  its  provisions:  Consolidated  and  Standard,  Consolidated  and  New  York  Mutual,  New 
York  Mutual  and  Consolidated. 

The  terms  of  the  agreement  between  the  Consolidated  and  the  New  Amsterdam  require  “ an 
account  of  the  cost  of  gas  materials  used  and  the  gas  labor  furnished  in  manufacturing  said  gas 
together  with  the  so-called  station  repairs  during  said  month,”  for  which  also  there  is  to  be  reim- 
bursement plus  10  per  cent.  And  this  same  Article  III  is  continued  to  specify  that  the  before- 
mentioned  payment  shall  be  ” in  full  also  for  all  claims  for  taxes  on  said  plant  and  for  insurance 
thereon  and  for  all  administrative  and  general  expenses  and  for  all  other  claims  whatsoever,  except 
as  hereinafter  mentioned.”  Article  V of  this  contract,  which  is  also  peculiar  to  it,  reads: 

“ The  Consolidated  Gas  Co.  of  New  York  further  agrees  that  it  will  at  the  end  of  every  period 
of  six  months  during  the  term  of  this  agreement,  pay  to  the  New  Amsterdam  Gas  Co.  interest 
at  the  rate  of  five  (5)  per  cent  per  annum  for  the  previous  six  months  upon  the  amounts  expended 
bv  the  New  Amsterdam  Gas  Co.  in  making  additions  to  its  Ravenswood  Works  since  March  First, 
1901,  for  the  purpose  of  increasing  or  facilitating  the  manufacture  of  gas.” 
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allowance  5 per  cent  interest  on  construction  expenditures.  The 
comparison  is  as  follows : 


Cost  figure  at  which  gas  is 
billed  to  other  com- 

Central 

Union 

Gas 

New  Am- 
sterdam 
Gas 

New  York 
Mutual 
Gas  Light 

Standard 
Gas  Light 

panies  under  agency 
agreements:  1910  .... 

$0.2434 

$0.2202 

$0.2265 

$0.2143 

Cost  shown  in  table  32  for 
1910 

\2392 

.2226 

.2330 

.2284 

Cost  plus  10-  per  cent 
commisision  under 
agency  agreements  .... 

.2677 

.2422 

.2492 

.2357 

In  every  case  excepting  that  of  the  Central  Union  the  manu- 
facturing cost  per  M cu.  ft.  as  arrived  at  through  the  company’s 
own  calculations  is  less  than  the  cost  shown  in  this  analysis. 

Coal  Gas. — Only  four  coal-gas  plants  are  now  operated  in  the 
city  — two  by  the  Consolidated  Gas  Company,  one  by  its  manu- 
facturing branch  the  Astoria  Light,  Heat  & Power  Company, 
and  one  by  the  Central  Union  Gas  Company. 

The  Astoria  works  have  been  but  recently  opened  and  are  sup- 
posed to  be  among  the  largest  and  most  economical  in  the  country. 
An  explanation  is  therefore  required  of  their  apparent  failure  to 
show  considerably  lower  costs  than  the  Central  Union  plant. 
In  the  first  place,  the  Central  Union  cost  includes  no  charge  for 
enricher,  the  enriching  being  accomplished  through  mixture  of 
the  low  candle-power  coal  gas  with  its  high  candle-power  water 
gas.  Assuming  that  the  enricher  would  cost  2%  cents  per  M 
cu.  ft.  as  in  the  case  of  the  Consolidated  coal  gas,  the  Central 
Union’s  manufacturing  cost  of  coal  gas  of  the  statutory  candle 
power  (22)  would  amount  to  26.50  cents  instead  of  24  cents. 
On  the  other  hand,  the  Astoria  pays  the  Hew  Amsterdam  Com- 
pany at  the  rate  of  4.65  cents  per  M cu.  ft.  for  enriching.  In 
comparison  with  the  Consolidated,  this  would  appear  to  he  2 
cents  too  much,  so  that  the  real  cost  of  manufacture  to  the  Astoria 
can  hardly  exceed  20  cents,  unless  one  includes  also  its  general 
and  miscellaneous  expenses  amounting  to  1.40  cents  per  M cu.  ft. 

The  analysis  therefore  indicates  that  the  Astoria  is  after  all 
realizing  some  of  the  anticipated  economies,  and  there  is  a rea- 
sonable expectation  that  its  output  will  he  steadily  increased. 


1 This  figure  is  for  coa!  gas  and  water  gas  combined. 
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Opportunity  for  large  economies  is  certainly  apparent  in  the 
present  enormous  waste  involved  in  producing  coal  gas  in  the 
Consolidated  Gas  Company’s  own  works  at  a cost  of  42  cents  per 
M cu.  ft. — practically  double  the  cost  at  the  Astoria  plant.  By 
scrapping  its  antiquated  plants  in  Manhattan  and  increasing  the 
output  at  the  Few  Amsterdam,  Mutual  or  Astoria  works,  the 
company  could  save  one-half  the  cost  of  production  on  the  855,090 
M cu.  ft.  of  coal  gas  which  it  made  in  1910.  As  the  total  cost  of 
production  was  $355,587  in  1910  the  annual  saving  would 
amount  to  $177,500. 

The  fact  that  the  Consolidated  paid  the  Astoria  at  the  rate  of 
53.95  cents  per  M cu.  ft.  of  gas  supplied  is  of  course  without 
significance.  That  price  affords  the  Astoria  a very  large  profit, 
it  is  true,  hut  as  every  cent  of  the  investment  in  the  Astoria  plant 
was  furnished  by  the  Consolidated,  the  profits  return  to  the 
original  source.  There  is  nothing  to  hinder  the  Consolidated  pay- 
ing the  Astoria  80  cents  per  M cu.  ft.  for  gas  if  it  chooses,  as  the 
whole  transaction  is  merely  one  of  bookkeeping. 

The  relative  efficiency  of  the  several  coal-gas  plants  is  further 
indicated  in  the  comparisons  of  Table  33  following: 


Table  33.  Yield  from  coal  carbonized:  1910. 


Astoria 
Light,  Heat 

Central 

Union  Consolidated 

Totals  and 

Item 

& Power 

Gas 

Gas 

averages 

Coal  carbonized 

Coal  carbonized,  pounds 

838,249,687 

157,996,608 

163,834,384 

1,160,080,679 

Coal  carbonized,  short  tons 

419,125 

78,998 

81,917 

580,040 

Coal  carbonized,  per  M cu.  ft.  gas  yield. 

cwt 

Cost  per  hundredweight 

1.9475 

$.145 

1.8165 

$.150 

1.9160 

$.161 

1.9242 

Products 

Gas,  M cubic  feet 

4,304,155 

869,775 

855 , 090 

6,029,020 

Gas,  M cubic  feet,  per  pound  coal 

5.13 

5.51 

5.22 

5.20 

Tar,  gallons 

5,524,257 

891,343 

1,011,473 

7,427,073 

Tar,  gallons,  per  short  ton  coal 

13.18 

11.28 

12.35 

12.80 

Ammoniacal  liquor,  gallons 

16,163,421 

3,320,364 

19,483,785 

Ammoniacal  liquor,  gallons,  per  short  ton 

coal 

38.56 

40.33 

38.89 

Ammonia  sulphate,  pounds 

852,536 

1,489,660 

2,342,196 

Ammonia  sulphate,  pourds,  per  short  ton 

coal 

2.03 

18.85 

4.70 

Carbon,  pounds 

194,123 

54,175 

1,500 

249,798 

Carbon,  pounds,  per  short  tor  coal 

0.46 

0.69 

0.02 

0.44 

Coke,  pounds 

584,528,000 

103,228,000 

113,234,000 

800,990,000 

Coke,  pounds,  per  short  ton  coal 

Coke,  short  tons 

Average  selling  price  per  ton 

Average  selling  price  per  cwt 

1,395 

292,264 

$2.25 

.112 

1,307 

51,614 

$2.05 

.102 

1,382 

56,617 

$2.14 

.107 

1,381 
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As  the  companies  outside  the  Consolidated  system  all  manu- 
facture water  gas  exclusively,  it  will  be  advisable  to  include  them 
in  comparisons  of  efficiency  in  the  water-gas  manufacturing  pro- 
cess. But  as  a preliminary  to  this,  an  explanation  of  the  influence 
of  degree  of  utilization  of  capacity  upon  cost  is  required. 

Capacity  Factor. — The  relation  of  output  to  capacity  for  the 
various  companies  is  shown  in  the  following  table.  The  ratio 
for  the  Brooklyn  Borough  Company  is  made  abnormally  low  by 
reason  of  the  failure  of  the  company  to  exclude  from  its  capacity 
an  old  plant  which  has  not  recently  been  in  use. 


Table  34.  Relation  of  gas  output  to  capacity:  1910. 


Total 

Average 

Mfg. 

Per  cent 

made  in 

daily 

capacity 

output 

1910 

make 

per  day 

to 

Company 

(M  cu.  ft.) 

(M  cu.  ft.) 

(M  cu.  ft.) 

capacity 

Consolidated  system 

Consolidated  Gas 

, ...  10,348,051 

28,351 

51,000 

56 

Astoria  Light,  Heat  & Power 

4,304,155 

11,792 

20,000 

59 

Central  Union  Gas 

3,139,439 

8,601 

11,500 

75 

New  Amsterdam  Gas 

4,561,065 

12,496 

33,600 

37 

New  York  Mutual  Gas  Light 

2,767,692 

7,583 

24,000 

32 

Standard  Gas  Light 

2,166,944 

5,937 

14,000 

42 

Other  companies 

Brooklyn  Union  Gas 

12,820,641 

35,125 

56,100 

63 

Kings  County  Lighting 

686,506 

1,881 

5,300 

35 

New  York  & Richmond  Gas 

315,081 

863 

2,400 

36 

Brooklyn  Borough  Gas 

241,931 

663 

[4,650] 

[14] 

New  York  & Queens  Gas 

210,265 

576 

1,500 

38 

Queens  Borough  Gas  & Electric  , 

199,911 

548 

3,100 

18 

Bronx  Gas  & Electric 

142,370 

390 

1,850 

21 

All  companies 

41,904,067 

114,806 

229,000 

50 

It  is  manifestly  uneconomical  to  maintain  a 3,100,000  cu.  ft. 
gas  generator  to  manufacture  400,000  cu.  ft.  of  gas,  hut  that 
appears  to  be  about  the  situation  in  which  the  Queens  Borough 
Gas  & Electric  Company  finds  itself  during  certain  portions 
of  the  year.  The  enumerated  population  of  the  territory  it  serves 
in  Queens  Borough  was  only  12,476  in  1910,  but  during  the 
summer  months  this  population  is  doubled  or  quadrupled,  and 
to  serve  this  temporary  population  the  company  has  installed  a 
gas  plant  of  twice  the  capacity  of  the  Flushing  plant  of  the  E’ew 
York  & Queens  Gas  Company  which  sells  mo"e  gas  in  a year. 
While  the  output  of  the  Flushing  plant  amounts  to  38  per  cent 
of  its  capacity,  that  of  the  Rock  aw  ay  company  is  only  18  per  cent 
Yor,  IV-5 
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of  its  capacity.  The  Bronx  Gas  & Electric  Company,  however, 
has  a ratio  of  only  21  per  cent  and  yet  makes  gas  at  an  average 
cost  of  4.26  cents  less  than  the  Queens  Borough. 

The  circumstance  that  the  Brooklyn  Union  has  an  unusually 
favorable  capacity  factor  and  yet  reports  a relatively  high  pro- 
duction cost  points  to  a defect  in  the  classification  of  accounts. 
The  Brooklyn  Union’s  fuel  accounts,  for  example,  contain  charges 
for  coal  out  of  which  energy  is  developed  for  subjecting  gas  to 
high  pressure  for  transmission  through  the  mains  to  the  distrib- 
uting departments  in  outlying  suburbs.  If  proper  allowance 
were  made  for  steam  used  in  the  storage  and  transmission  of  gas 
and  the  production  expenses  were  strictly  limited  to  the  manu- 
facturing processes  before  the  gas  reaches  the  holder,  the  com- 
parisons would  probably  yield  different  results. 

Both  the  Brooklyn  Union  and  the  Central  Union  output,  as 
related  to  capacity,  is  unusually  large,  that  of  the  Consolidated 
Gas  Company  being  about  normal.  To  say  that  the  latter’s  out- 
put equals  56  per  cent  of  its  capacity  is  equivalent  to  saying 
that  its  plants  were,  on  an  average,  operated  at  full  capacity  for 
205  days  in  the  year  and  were  idle  160  days.  It  is  necessary 
to  shut  down  a plant  occasionally  for  the  making  of  repairs,  the 
replacing  of  retorts,  the  relining  of  generators,  etc.  It  was  for- 
merly believed  that  a gas  plant  could  not  be  safely  run  for  more 
than  200  days’  capacity  in  the  year,  but  a change  has  apparently 
taken  place  if  the  figures  reported  are  to  be  relied  upon. 

Coal  and  Oil. — The  best  test  of  efficient  gas  production  must 
be  sought  in  the  coal  and  oil  accounts,  as  these  materials  constitute 
the  largest  items  of  expense.  Hot  only  coal  and  coke  but  also 
residual  tar  is  used  as  fuel  under  boilers.  The  solid  fuel  used, 
both  in  gross  and  per  M cu.  ft.  of  gas  made,  as  well  as  its  average 
cost,  are  shown  in  Table  35. 

The  Queens  Borough  Gas  & Electric  Company,  although  pro- 
ducing a smaller  quantity  of  gas  than  the  Hew  York  & Queens 
Gas  Company,  used  five  times  as  much  'boiler  fuel,  or  29.25 
pounds  per  M.  cu.  ft.  of  gas  produced,  as  compared  with  5.80 
pounds  for  the  latter  company.  Both  operate  water  gas  plants 
and  should  have  the  same  relative  quantity  of  residual  tar  for  use 
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under  the  boilers'.  The  average  amount  of  boiler  fuel  used  per  M 
cu.  ft.  of  gas  made  is  for  all  companies  6.5  pounds.  The  Brooklyn 
Union  ratio  is  slightly  below  this  average. 

Table  35.  Coal  and  coke  used  as  boiler  fuel:  1910. 

Coal  and  coke  Average  cost  Pounds  per  M 


Company 

(cwt.) 

per  cwt. 

cu.  ft.  of  gas 
made 

Consolidated  system 

Consolidated  Gas 

778,592 

$.1524 

7.52 

Astoria  Light,  Heat  & Power 

292,165 

.1048 

6.79 

Central  Union  Gas 

208,458 

.1341 

6.64 

New  Amsterdam  Gas 

209,588 

.1274 

4.60 

New  York  Mutual  Gas  Light 

89,168 

.1991 

3.22 

Standard  Gas  Light 

180,203 

.1189 

8.32 

Other  companies 

Brooklyn  Union  Gas 

785,671 

.1180 

6.13 

Bronx  Gas  & Electric 

14,237 

.1228 

10.00 

Brooklyn  Borough  Gas 

25,565 

.1161 

10.57 

Kings  County  Lighting 

46,647 

.1164 

6.79 

Queens  Borough  Gas  & Electric 

58,464 

.1603 

29.25 

New  York  & Queens  Gas 

12,199 

.1620 

5.80 

New  York  & Richmond  Gas 

33,981 

.1194 

10.78 

All  companies 

2,734,938 

.1322 

6 . 53 

While  boiler  fuel  costs  an  average  of  1.34  cents  per  M cu.  ft. 
of  gas  made,  including  both  coal  gas  and  water  gas,  generator 
fuel  costs  an  average  of  5.13  cents  and  gas  oil  an  average  of  11.95 
cents.  The  consumption  of  the  two  latter  materials  in  the  manu- 
facture of  water  gas  is  therefore  of  primary  importance.  It  is 
shown  in  the  next  two  tables. 


Table  36.  Coal  and  coke  used  as  generator  fuel  in  the  manufacture  of  water  gas. 

Pounds  per  Average  cost 
Coal  and  coke  Average  cost  M cu.  ft.  of  per  M cu.  ft. 


Company 

(cwt.) 

per  cwt. 

gas  made  of 

gas  made 

Consolidated  system 

Consolidated  Gas 

2,874,397 

$.1928 

30.28 

$.0584 

Central  Union  Gas 

723,801 

.1970 

31.89 

.0628 

New  Amsterdam  Gas 

1,381,662 

.1846 

30.29 

.0559 

New  York  Mutual  Gas 

882,641 

.1991 

31.89 

. 0635 

Standard  Gas  Light 

661,482 

.1778 

30.53 

.0557 

Other  companies 

Brooklyn  Union  Gas 

3,900,058 

.1990 

30.42 

.0603 

Bronx  Gas  & Electric 

48,753 

.2232 

34.24 

.0764 

Brooklyn  Borough  Gas 

91,147 

.2257 

37.67 

.0850 

Kings  County  Lighting 

246,381 

.1986 

35.89 

.0609 

Queens  Borough  Gas  & Electric 

84,045 

.2129 

42.04 

.0895 

New  York  & Queens  Gas 

61,403 

.2523 

29.20 

.0737 

New  York  & Richmond  Gas 

101,315 

.2050 

32.16 

.0646 

All  companies 

11,057,088 

.1950 

30.82 

.0601 
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Table  37.  Water  gas  oil  used:  1910. 

Average 

Gal.  per  cost  per 

Water  gas  M cu.  ft  Candle  Candles  Average  M cu.  ft. 


Company 

Consolidated  system: 

Consolidated  Gas 

Central  Union  Gas 

New  Amsterdam  Gas 

Same  excl.  Astoria  enricher . . 

New  York  Mutual  Gas 

Standard  Gas  Light 

Other  companies: 

Brooklyn  Union  Gas 

Bronx  Gas  & Electric 

Brooklyn  Borough  Gas 

Kings  County  Lighting 

Queens  Boro  Gas  & Elec . . . 
New  York  & Queens  Gas. . . 
New  York  & Richmond  Gas 

All  companies 

Same  excl.  Astoria 


oil  consumed 

of  gas 

power 

per 

cost  per 

of  gas 

(gals.) 

made 

of  gas 

gallon 

gallon 

made 

37,847,711 

3.99 

24.13 

6.047 

.0323 

.1289 

10,627,877 

4.68 

22.88 

4.889 

.0322 

.1507 

23,698,414 

5.20 

.0322 

.1675 

17,406,327 

3.81 

22.87 

4.398 

.0324 

.1237 

10,777,470 

3.89 

24.03 

6.177 

.0323 

.1260 

8,545,333 

3.94 

24.01 

6.093 

.0323 

.1275 

50,474,426 

3.94 

24.74 

6.279 

.0323 

.1271 

646,733 

4.54 

26.01 

5.729 

.031 

.1408 

1,133,599 

4.69 

22.50 

4.797 

.0246 

. 1239 

2,700,091 

3.93 

22.62 

5.755 

.0260 

.1022 

1,041,378 

5.21 

22.00 

4.223 

.0250 

.1303 

855,497 

4.07 

23.31 

5.727 

.0300 

.1221 

1,302,168 

4.13 

23.39 

5.280 

.0225 

.931 

149,650,697 

4.17 

24.05 

5.767 

.0320 

.1334 

143,358,610 

4.00 

6.012 

.0320 

.1278 

The  average  cost  of  generator  fuel  in  1910  was  19.5  cents  per 
hundredweight  or  $3.90  a ton.  The  Standard  Gas  Light  Com- 
pany reported  the  lowest  cost  per  ton  and  also  the  lowest  cost 
per  M cn.  ft.  of  gas  made.  The  average  number  of  pounds  used 
per  M cu.  ft.  of  gas  made  was  30.82.  The  New  York  & Queens 
Gas  Company,  which  used  only  29.2  pounds  per  M cu.  ft.,  never- 
theless had  a high  average  cost  per  M cu.  ft.  owing  to  the  high 
price  it  paid  for  its  fuel.  The  Queens  Borough  used  42.04  pounds 
per  M cu.  ft.  as  contrasted  with  34.24  pounds  for  the  Bronx  Gas 
& Electric  Company.  The  Brooklyn  Union  was  in  all  respects 
very  close  to  the  average. 

The  most  noteworthy  feature  of  the  gas-oil  statistics  is  the 
superior  economy  shown  by  the  smaller  companies,  with  the  excep- 
tion of  the  Bronx  Gas  & Electric  and  the  Queens  Borough  Gas 
& Electric.  The  New  York  & Richmond  Gas  Company  obtains 
oil  at  one  cent  a gallon  less  than  the  Consolidated  and  the  Brook- 
lyn Union,  and  uses  no  greater  quantity  per  M cu.  ft.  of  gas  made 
so  that  it  saves  about  3 cents  on  each  thousand  cubic  feet.  The 
Kings  County  Lighting  Company  makes  very  nearly  as  good  a 
showing. 

A similar  disparity  between  the  price  paid  for  gas  oil  by  the 
Consolidated  and  Brooklyn  Union  systems,  in  both  of  which 
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Standard  Oil  interests  are  supposed  to  be  dominant  and  the  prices 
paid  by  outside  companies  was  brought  to  the  attention  of  the 
courts  in  the  80-cent  gas  litigation,  as  narrated  in  the  report 
of  the  Commissioner  of  Corporations  on  the  Petroleum  Industry 
(part  II,  page  284)  : 

“ It  was  shown  that  on  April  26,  1904,  the  Consolidated  Gas 
Company  entered  into  a contract  with  the  Standard  Oil  Company 
for  177,000,000  gallons  of  gas  oil,  25  per  cent  of  which  was  to  be  of 
a specific  gravity  of  34  degrees,  at  4.625  cents  per  gallon,  and  75 
per  cent  of  28  degrees  gravity  (probably  mostly  Texas  oil),  at 
4.04  cents  per  gallon.  On  November  1,  1905,  the  contract,  which 
had  not  yet  been  fully  carried  out  (89,000,000  gallons  having 
been  delivered),  was  canceled  and  another  made  for  255,000,000 
gallons  of  gas  oil,  40  per  cent  to  be  of  34  degrees,  at  4.875  cents 
per  gallon,  and  the  remainder  28  degrees,  at  4.29  cents  per  gallon, 
or  an  increase  in  each  case  of  one-fourth  cent  per  gallon.  These 
prices  of  gas  oil  under  both  contracts  were  altogether  extortionate 
and  much  higher  than  the  prices  charged  to  most  other  concerns. 
Thus  the  average  price  paid  by  the  New  York  and  Richmond  Gas 
Company,  operating  within  the  limits  of  Greater  New  York,  for 
the  year  ending  June  30,  1906,  was  2.6512  cents.  The  price 
paid  by  the  Kings  County  Lighting  Company,  also  operating 
within  the  limits  of  Greater  New  York,  was  3%  cents.  The  price 
paid  by  the  Brooklyn  Borough  Gas  Company,  operating  in  Greater 
New  York,  was  3.076  cents.  The  price  (delivered)  paid  in 
Syracuse  during  the  same  year  was  3^4  cents,  in  Utica,  3.27 
cents,  and  in  Rochester,  3.5  cents.  New  York  is  at  the  very  seat 
of  the  Standard’s  greatest  refineries  and  should  get  its  gas  oil  at 
minimum  prices.  The  explanation  of  the  extraordinarily  high 
price  paid  by  the  Consolidated  Gas  Company  to  the  Standard  ap- 
pears to  have  been  the  fact  that  certain  officers  and  stockholders  of 
the  Standard  were  also  large  stockholders  in  the  Consolidated  Gas 
Company.  LI.  H.  Rogers  and  William  Rockefeller,  directors  of 
the  Standard  Oil  Company,  were  at  the  time  directors  of  the  Con- 
solidated Gas  Company.  The  officers  of  the  gas  company  ad- 
mitted in  testimony  that  the  prices  were  exorbitant.” 

Testimony  respecting  the  Consolidated  contract  was  given  by 
vice-presidents  Addicks  and  Carter  and  appears  in  Volume  II 
(especially  pages  1629  and  1538  ff.)  of  the  proceedings  before 
the  United  States  Supreme  Court  in  the  case  of  Willcox  et  ah,  vs. 
Consolidated  Gas  Company,  while  the  conclusions  of  the  Master 
are  stated  in  volume  I (pages  239-240)  of  the  same  proceedings. 
The  exceptions  to  his  ruling  taken  by  the  city  appear  in  the  same 
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volume  (page  372)  : “ That  the  cost  of  gas  to  complainant  is 
increased  unnecessarily  by  injudicious  use  and  purchase  of  oil. 
. . . That  the  complainant  abandoned  in  1905  a contract 

more  advantageous  than  the  one  subsequently  entered  into 
. . That  the  prices  paid  by  complainant  are  excessive  and 

above  the  rates  paid  by  other  companies.”  Evidence  on  the  latter 
point  appears  in  volume  III  and  I Y (especially  III,  page  1916, 
and  IV,  page  3574).  A curious  situation  was  brought  to  light 
in  testimony  showing  that  the  Williamsport  Gas  Company,  the 
president  of  which  (Lewis  B.  Gawtry)  was  one  of  the  vice-presi- 
dents of  the  C onsolidated  Gas  Company , was  buying  oil,  shipped 
from  Bayonne,  17.  J.,  on  New  York  harbor,  for  3.375  cents  a 
gallon  (vol.  IV,  page  3565). 

Nevertheless,  the  Master  allowed  this  excessive  price  of  oil 
to  remain  as  a basis  for  calculating  the  cost  of  gas  and  all  the 
decisions  subsequently  rendered  were  based  on  gas  oil  at  4.23 
cents  a gallon.  According  to  the  respective  companies’  reports 
the  Consolidated  Gas  and  the  Brooklyn  Union  continued  to  pay 
that  price  or  an  even  higher  price  for  gas  oil  during  the  litigation. 
In  the  calendar  year  1908  the  average  price  paid  for  oil  by 
the  Consolidated  companies  was  4.55  cents  per  gallon  and  by 
the  Brooklyn  Union  4.47  cents.  Early  in  January  of  the  follow- 
ing year,  the  United  States  Supreme  Court  handed  down  its 
decision  sustaining  the  80-cent  gas  rate  enacted  by  law  and  in 
that  year  the  average  price  paid  for  oil  used  by  the  Consolidated 
companies  was  only  3.273  cents  and  by  the  Brooklyn  Union 
3.198  cents.  Moreover,  the  latter  company  received  a rebate  from 
the  Standard  Oil  Company  of  practically  one  cent  a gallon  on  oil 
which  it  had  consumed  since  March,  1908,  making  the  net  cost 
of  its  oil  for  that  year  3.56  cents.1  Only  one  of  the  Consolidated 


1 Adjustments  in  the  Corporate  surplus  account  for  1909  that  relate  to  oil  are  explained  as 

follows: 

“ For  credit  received  from  Standard  Oil  Co.  to  make  the 
price  of  28°  and  29°  gas  oil  .03  per  gallon  instead  of 
0429  as  billed  and  paid  for  from  March  11th,  1908  to 

December  31st,  1908 $445,279  63 

“ For  credit  received  from  Standard  Oil  Co.  to  make  the 
price  of  34°  gas  oil  .03375  per  gallon  instead  of  .04875 
as  billed  and  paid  for 3,395  28 


$448,674  91 

“Lr.ss  For  quantity  of  28°  gas  oil  on  hand  Deecmber  31,  1908, 
reduced  to  .03  per  gallon  instead  of  .0429  as  inven- 
toried: this  entry  was  made  in  order  to  charge  cost  of 
production  in  1909  with  gas  oil  at  the  reduced  price, 

viz.,  .03  per  gallon 35,799  35 

$412,875  56 

“ For  cash  received  from  Standard  Oil  Co.,  in  consequence 
of  S.  O.  Company  having  delivered  a lower  grade  of  oil 

during  1904,  than  that  called  for  in  contract 289,281  46  ” 
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companies  has  up  to  the  present  time  reported  any  similar  allow- 
ance or  rebate  on  oil  bought  at  the  higher  rate,  but  it  is  clearly 
evident  that  the  diagnosis  of  the  Commission  of  Corporations 
was  quite  accurate.  The  companies  that  were  contesting  the  80- 
cent  gas  law  were  paying  at  least  one  cent  a gallon  for  oil  in 
excess  of  the  price  paid  by  other  gas  companies,2  although  they  were 
by  far  the  largest  consumers  and  as  such  entitled  by  ordinary 
business  usage  to  the  lowest  rates  given  to  any  buyers.  To  have 
taken  oil  at  a lower  price  at  that  time,  however,  would  have  re- 
duced the  cost  of  producing  gas  between  4 and  5 cents  a thousand 
and  thus  have  justified  the  original  recommendation  of  the 
Stevens  Committee  for  75-cent  instead  of  80-cent  gas. 

If  the  Consolidated  at  the  present  time  obtained  no  better 
price  on  oil  than  the  small  Staten  Island  company,  it  would  save 
one  cent  on  every  gallon  used,  or  approximately  $900,000  a year. 
It  is  evident  that  some  of  the  proclaimed  economies  of  combina- 
tion still  await  realization. 

For  a view  of  the  average  production  cost  of  gas  during  the 
last  ten  years  reference  may  be  made  to  the  prices  paid  by  the 
Consolidated  Gas  Company  to  its  subsidiaries,  which  were  as 
follows : 


Table  38.  Average  price  per  M cu.  ft.  paid  by  the  Consolidated  Gas  Company  to  its  subsidiaries 
for  manufacturing  gas:  1901-1910.3 


New 

Average 

York 

Central 

New  Am- 

of pre  • 

Mutual 

Standard 

Union 

sterdam 

ceding 

Year 

Gas  Lt. 

Gas  Lt. 

Gas 

Gas 

prices 

Cents 

Cents 

Cents 

Cents 

Cents 

1901 

50.00 

35.18 

33.17 

35.15 

1902 

44.10 

33.82 

38.03 

37.18 

1903 

45.07 

33.96 

34.74 

35.19 

1904 

40.46 

32.36 

28 . 09 

32.88 

33.92 

1905 

34.04 

1907 4 

32.83 

33.13 

33 . 55 

32.69 

32.78 

1907  8 

33.44 

32.76 

31.66 

35.04 

34.28 

1908 

33.52 

32.30 

36.30 

35.27 

1909 

25.68 

31.76 

29.53 

1910 

24.92 

23.57 

29.63 

27.83 

2 The  difference  between  the  average  price  of  19Q8  (4.55  cents)  and  that  of  1909  (3.27  cents)  is 
somewhat  more  than  one  cent,  but  there  was  a general  reduction  of  about  one-half  a cent  in  that 
year. 

3 Figures  down  to  and  inclusive  of  1904  are  obtained  from  the  report  of  the  1905  legislative  joint 
committee  (Senate  Document,  No.  30,  p.  22);  that  for  1905  from  Willcox  v.  Consolidated  Gas 
Company,  U.  S.  Supreme  Court,  volume  V,  Exhibit  94;  those  for  the  full  fiscal  year  1907  from  the 
reports  of  the  supplying  companies  made  to  the  Commission  of  Gas  and  Electricity;  those  for  the 
remaining  periods  from  reports  of  the  Consolidated  Gas  Company  to  the  Public  Service  Commission. 

4 The  figures  quoted  relate  to  the  period  July  1,  1906-June  30,  1907. 

8 The  figures  quoted  relate  to  the  period  July-December,  1907. 


Table  39.  Total  cost  of  gas  (cents)  per  M cu.  ft.  sold:  1909. 
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Item 

Receipts  from  sales 

Production  expenses  (brought  forward) . . . 

Transmission  pumping 

Distribution  expenses 

Repairs,  mains  and  services 

Repairs,  meters 

Repairs.  tools  & appliances 

Total.  

Deduct,  credits 

Net  distribution  expense 

Municipal  street  lamp  expenses 

Commercial  administration 

Promotion  of  business 

Salaries  and  expenses,  gen.  officers 

Salaries  and  expenses  gen.  office  clerks .... 

General  law  expenses 

Other  general  expenses 

E>  + ipoa^  4011^0^ 

Net  total  — general  expenses 

Total  operating  expenses 

Taxes 

Uncollectible  bills 

Total  revenue  deductions 

Operating  income 

Amortization 

Operating  income,  less  amortization 

Table  40.  Total  cost  of  gas  (cents)  per  M cu.  ft.  sold:  1910. 
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Item 

Receipts  from  sales 

Production  expenses  (brought  forward) 

1 1 auonuooiuu  

Distribution  expenses 

Repairs,  mains  and  services 

Repairs,  meters 

Repairs,  tools  and  appliances 

Total 

Deduct  rent  of  appliances 

Deduct  jobbing  revenue 

Net  distribution  expense 

Municipal  street  lamp  expense 

Commercial  administration 

Promotion  of  business 

Salaries  and  expenses  of  general  officers .... 
Salaries  and  expenses  of  gen.  office  clerks . . . 

General  law  expenses 

Other  general  expenses 

Total 

Deduct  misc.  revenue  items 

Net  total  — general  expenses 

Total  operating  expenses 

Taxes 

Uncollectible  bills 

Total  revenue  deductions 

Operating  income 

Amortization 

Operating  income,  less  amortization 

1 Less  than  1-100  of  1 per  cent 
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The  prices  nominally  paid  by  the  Consolidated  to  its  manu- 
facturing branch,  the  Astoria  company,  are  not  significant  and 
are  therefore  not  included.  The  foregoing  companies  furnished 
gas  to  the  Consolidated  under  agency  agreements  providing  for 
reimbursement  of  their  direct  expenses  plus  10  per  cent  commis- 
sion, and  in  the  case  of  the  New  Amsterdam  certain  additional 
allowances,  including  5 per  cent  on  plant  investment. 

It  is,  of  course,  a mere  coincidence  that  the  conspicuous  drop 
in  the  cost  came  in  the  same  year  (1909)  that  the  contest  over 
the  80-cent  gas  law  was  terminated  by  the  Supreme  Court’s  de- 
cision ! 


Cost  of  Distribution  and  Total  Cost 

The  average  cost  of  transmission,  distribution,  etc.,  per  M cu. 
ft.  of  gas,  is  given  in  detail  for  1909  and  1910  in  Tables  39  and 
40.  A general  summary  for  1910  follows  as  Table  41.  These 
ratios  are  based  on  gas  sold,  whereas  the  production  costs  previ- 
ously discussed  were  based  on  gas  made,  which  always  exceeds  the 
quantity  sold  on  account  of  leakage  and  other  losses. 

Table  41.  Summary  of  expenses  per  M cu.  ft.  of  gas  sold:  1910. 


System  or  Company 

Manu- 
factur- 
ing ex- 
penses 

Distri- 

bution 

expenses 

Gen- 
eral ex- 
penses 

Taxes 

Uncol- 

lectible 

biUs 

Total 

revenue 

deduc- 

tions 

(excl. 

depreci- 

ation) 

Cents 

Cents 

Cents 

Cents 

Cents 

Cents 

Consolidated  system1 

24.86 

6.05 

10.36 

5.71 

0.40 

47.38 

Brooklyn  Union  System 

26.97 

8.32 

8.21 

4.47 

0.41 

48.38 

Kings  County  Lighting 

27.93 

3.81 

16.40 

6.60 

0.67 

55.41 

New  York  & Richmond  Gas 

27.07 

6.97 

18.58 

3.53 

0.41 

56.56 

Brooklyn  Borough  Gas 

29.81 

4.15 

11.67 

5.79 

0.51 

51.94 

New  York  & Queens  Gas 

33.11 

2.24 

16.93 

3.42 

0.14 

55.85 

Queens  Boro  Gas  & Elec 

42.84 

6.09 

25.69 

3.65 

0.23 

78.50 

Bronx  Gas  & Electric 

34.77 

9.53 

15.14 

4.76 

0.49 

64.70 

All  companies 

25.70 

6.68 

9.96 

5.31 

0.41 

48.07 

In  consequence  of  greater 

percentages 

of  loss  for 

some 

com- 

panies  than  for  others,  the  relative  rank  of  companies  in  respect 
to  manufacturing  cost  may  not  be  the  same  here  as  found  in  a 
previous  section  of  this  report  dealing  with  the  cost  of  gas  (page 
124).  The  New  York  & Richmond  Gas  Company,  for  example, 


1 Gas  sold  excludes  sales  to  Westchester  Lighting  Company,  elsewhere  included  in  sales  to  the 
public. 
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has  a very  low  percentage  of  leakage  and  its  manufacturing  ex- 
penses, on  the  basis  of  gas  sold,  average  less  than  those  of  the 
Kings  County  Lighting  Company,  which  has  more  leakage. 

The  distribution  cost  depends  largely  upon  the  extent  to  which 
the  companies  rent  stoves  and  appliances  and  do  a jobbing  business 
in  the  way  of  installation.  The  New  York  & Queens  Gas  Com- 
pany has  the  largest  proportionate  receipts  from  such  sources  and 
in  consequence  the  lowest  distribution  expenses.  The  Brooklyn 
Union  and  the  Bronx  Gas  & Electric  Company  have  for  the 
opposite  reason  the  highest  distribution  expenses.  The  Brooklyn 
Union,  on  the  other  hand,  exhibits  the  lowest  average  general 
expenses,  which  include  the  expenses  of  the  commercial  depart- 
ment (reading  meters,  billing  and  collecting)  and  of  the  pro- 
motion or  “ new  business  ” department.  The  relatively  high 
figure  for  general  expenses  for  the  Kings  County  Lighting  Com- 
pany is  explained  by  street-lighting  expenses  of  7.09  cents,  which 
are  compensated  by  heavy  additions  to  its  revenue  to  cover  main- 
tenance, etc.2  The  other  companies  contract  merely  to  supply 
gas  to  street  lamps.  The  high  cost  to  the  New  York  & Richmond 
Gas  Company  can  not  be  thus  explained. 

Depreciation  and  Amortizatio7i. — The  total  cost  is  exclusive 
of  depreciation  as  noted  in  the  table.  Depreciation  is,  of  course, 
an  element  of  cost  and  is  included  in  the  Commission’s  classifi- 
cation of  operating  expenses.  But  as  already  indicated,  the  esti- 
mates of  the  companies  are  so  diverse  and  in  some  cases  so  unsup- 
ported by  evidence,  that  it  would  only  be  misleading  to  include 
the  figures  reported.  Thus  the  amount  set  aside  by  the  Brooklyn 
Union  system  averaged  11.61  cents  per  M cu.  ft.  of  gas  sold, 
while  the  New  York  & Richmond  Gas  Company  not  only  failed  to 
set  anything  aside  for  depreciation,  but  actually  drew  upon  its 
reserve  fund  to  meet  the  maintenance  expenses  of  the  year.  Of 
the  Consolidated  companies  only  one,  the  New  York  Mutual,  has 
an  allowance  for  depreciation  in  its  operating  expenses.  The 
other  companies  make  an  appropriation  of  10  cents  per  M cu. 
ft.  sold  for  contingencies  and  renewals,  but  as  this  reserve 
differs  from  the  depreciation  reserve  required  in  the  accounting 
rules  prescribed  by  the  Commission,  the  10-cent  charge  is  not 


2 At  the  rate  of  $28  per  lamp  per  year. 
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included  in  operating  expenses.  With  one  exception,  the  de- 
preciation estimates  of  the  companies  have  not  been  reviewed  by 
the  Commission.  That  exception  is  the  Bronx  Gas  & Electric 
Company,  which  applied  for  the  Commission’s  consent  to  an 
issue  of  bonds. 

One  of  the  difficulties  incident  to  the  estimation  of  depreciation 
has  been  the  lack  of  knowledge  concerning  the  extent  to  which 
renewals  and  replacements  are  charged  directly  to  the  mainte- 
nance accounts.  In  the  80-cent  gas  case  there  was  placed  in 
evidence  a statement  of  the  expenditures  of  the  Consolidated  Gas 
Company  for  maintenance  from  1884  to  1905,  repairs  and  re- 
newals being  shown  separately  for  each  year.  The  annual 
expenditures  fluctuated  widely,  falling  in  some  years  to  less  than 
7 cents  per  M cu.  ft.  and  in  other  years  rising  to  more  than  16 
cents.  For  the  entire  period  they  averaged  10.89  cents,  of  which 
repairs  accounted  for  7.80  cents  and  renewals  for  3.09  cents. 
As  these  expenditures  had  been  sufficient  “ not  only  to  maintain 
the  plant  in  a condition  of  ordinary  excellence  but  to  enable  com- 
plainant to-day  to  make  more  and  better  gas  than  ever  before, 
while  owning  a better  plant  than  ever,”  the  court  disallowed  the 
claim  of  the  company  for  10  cents  per  M cu.  ft.  sold  in  addition 
to  its  expenses  for  repairs,  and  allowed  11  cents  per  M cu.  ft.  pro- 
duced for  u repairs,  renewals  and  depreciation  mediate  and 
ultimate.”  3 

Total  Unit-cost  and  Return  to  Capital. — Accepting  this  final 
determination  as  applicable  to  the  entire  Consolidated  system, 
the  necessary  allowance  for  repairs  and  depreciation  in  1910 
would  slightly  exceed  $3,000,000.  The  amount  expended  for 
repairs  was  $1,638,362.41,  and  the  remainder  would  be  charge- 
able to  depreciation.  Reduced  to  a unit  basis,  this  depreciation 
charge  for  1910  would  be  5.27  cents  per  M cu.  ft.  sold,  and  would 
increase  the  total  cost  of  gas  for  the  system  to  52.65  cents,  ex- 
clusive of  any  return  upon  the  investment.  As  the  average  receipts 
were  79.93  cents,  it  follows  that  the  surplus  applicable  to  the 
investment  was  27.28  cents.  The  annual  capital  charges  of  the 
London  companies  average  slightly  less  than  21  cents  per  M cu. 

3 Even  11  cents  was  regarded  as  excessive  by  the  Board  of  Advisory  Engineers,  who  found  that 
for  the  yea,r  1905  5.61  cents  was  proper  for  actual  repairs  and  1.71  cents  for  depreciation. 

The  following  are  references  to  the  record  before  the  Supreme  Court:  Repairs  and  renewals, 
1884-1905,  “ Exhibit  L ”,  p.  5078;  ruling  of  Circuit  Court,  pp.  401-404;  brief  for  Public  Service 
Commission,  pp.  113-138  (vol.  VII). 
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ft.  sold,  and  those  of  the  other  larger  cities  of  England  only  7 cents. 
In  the  last-mentioned  cities  the  plants  belong  to  the  municipality. 
In  Massachusetts  cities  outside  of  Boston  the  investment  does  not 
exceed  $3  per  M cu.  ft.  sold,  which  would  call  for  capital  charges 
of  18  cents  per  M on  the  basis  fixed  by  the  Supreme  Court  in 
the  80-cent  gas  case  (6  per  cent  per  annum). 

According  to  the  books  of  the  gas  companies  of  the  Consolidated 
system,  their  fixed  capital  in  the  gas  business  at  the  beginning 
of  the  year  1910  amounted  to  $130,363,248  (Table  XXXVIII, 
1909).  But  in  the  case  of  the  Xew  Amsterdam  Company  there 
are  included  securities  of  a par  value  in  excess  of  $10,000,000, 
which  should,  of  course,  be  deducted.  In  addition  the  companies 
have  in  effect  written  off  depreciation  to  the  amount  of  $11,- 
297,949,  carried  as  a replacement  reserve,  which  should  also  be 
deducted  from  the  original  investment  to  obtain  the  present  value 
of  the  investment.  With  these  deductions  made,  the  investment 
would  amount  to  $4.25  per  M cu.  ft.  sold,  and  upon  this  amount 
the  profit  of  27.28  cents  would  afford  a return  of  6.4  per  cent. 

But  the  costs  arrived  at  in  the  foregoing  calculations  might  be 
reduced  upon  investigation.  Taxes,  for  example,  are  in  most 
cases  much  too  high,  as  they  include  the  full  amount  levied  for 
special  franchises  as  well  as  other  taxes.  The  Consolidated  com- 
panies originally  included  in  the  tax  charges  reported,  interest 
upon  the  unpaid  special  franchise  taxes,  but  this  item  was  not 
admitted  by  the  Commission  to  the  tax  account.  When  settle- 
ment was  made  in  1910  of  the  back  franchise  taxes,  the  excess 
charges  made  by  these  companies  to  their  tax  accounts  were  found 
to  aggregate  more  than  $1,000,000.  In  other  words,  the  profits 
of  the  companies  during  the  preceding  eight  or  nine  years  had 
been  understated  in  their  reports  by  that  amount,  which  was 
credited  to  surplus  in  1910  for  “ adjustment  of  taxes.”  A further 
deduction  would  have  to  be  made  for  taxes  on  dividends  that 
the  Consolidated  has  paid  out  of  income  from  investments.  This 
deduction,  however,  would  probably  be  small. 

In  one  or  two  cases  the  costs  stated  might  be  slightly  increased 
by  the  addition  of  certain  rents  not  charged  to  operating  expenses, 
but  these  are  of  minor  importance,  especially  in  the  case  of  the 
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Consolidated  companies  where  such  rents  are  usually  payable 
to  some  other  company  in  the  system. 

On  the  other  hand,  there  are  important  rents  receivable  that 
have  been  reported  as  non-operating  income,  rather  than  under 
the  head  of  gas  revenues.  But  after  including  all  rents  receivable 
and  deducting  rents  payable  as  well  as  the  other  fixed  charges,  it 
appears  that  the  net  corporate  income  which  the  Consolidated 
companies  carried  to  the  credit  of  surplus  amounted  to  $11,- 
229,721  in  1910.  (Table  XXXVII)  This  amount  is  equivalent 
to  a return  of  more  than  8 per  cent  on  the  stock  of  these  companies, 
which  aggregates  $139,199,500.  (Table  XXXVIII)  It  is,  of 
course,  true  that  a portion  of  this  stock  as  well  as  of  the  funded 
debt  is  held  within  the  system  and  that  a consolidated  system  state- 
ment would  show  a smaller  income  as  well  as  a smaller  amount  of 
stock  outstanding;  but  it  is  obviously  fair  to  compare  the  total 
income  with  the  total  issue  of  securities.  The  Consolidated  Gas 
Company  alone  had  a net  corporate  income  of  $8,759,863  to 
apply  to  its  outstanding  capital  stock  of  approximately  $100,000,- 
000.  While  this  represents  a return  of  8 % per  cent,  it  is  not 
by  any  means  the  entire  return  earned  during  the  year,  as  its 
subsidiary  gas  companies  earned  $2,500,000  in  1910  and  de- 
clared dividends  of  only  $598,000.  The  greater  portion  of  the 
surplus  belongs  to  the  Consolidated  Gas  Company,  as  there  is 
not  much  stock  in  the  hands  of  the  public.  Similarly,  the  electric 
subsidiaries  earned  $3,135,000  above  the  declared  dividends,  and 
all  of  this  surplus  belongs  to  the  Consolidated  Gas  Company, 
the  sole  beneficiary  owner.  The  total  income  of  the  year  1910 
therefore  exceeded  $13,000,000',  or  13  per  cent  on  the  stock. 

The  foregoing  do  not  include  the  gains  from  profit  and  loss 
adjustments  on  account  of  past  taxes,  city  lighting  bills,  rebates 
of  $1.00  gas,  etc.  Through  unusual  bookkeeping  methods  the 
company  had  overcharged  its  liability  in  these  matters  and  there- 
by understated  its  profits  in  former  years.  Similar  methods  were 
followed  by  the  subsidiary  companies  with  the  exception  of  the 
Xew  York  Edison  Company.  When  settlement  was  finally  made, 
the  corrective  credits  aggregating  nearly  $4,000,000  were  applied 
to  the  Corporate  Surplus  account  and  more  than  sufficed  to  co\er 
the  amount  reserved  for  contingencies.  At  the  close  of  the  year 
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1910,  the  stockholders  of  the  Consolidated  Gas  Company  had 
claim  to  undivided  profits  of  several  millions  in  excess  of  the  un- 
divided profits  at  the  beginning  of  the  year.  In  comparison  with 
this  increase,  aggregating  more  than  $10, 000, 000, 4 * * * * * 10 the  amount  of 
profits  divided  in  1910  ($4,491,632.50,  being  at  the  rate  of  4% 
per  cent  on  approximately  $100,000,000'  of  stock)  is  not  large. 
As  the  dividend  rate  is  already  protected  by  an  ample  reserve  for 
contingencies,  it  has  been  suggested  that  the  company  is  accumu- 
lating a surplus  to  meet  further  reductions  in  the  price  of  gas  or 
electricity. 

Assets,  Liabilities,  Capitalization,  and  Return  upon  Capitalization. 

The  Annual  Report  of  this  Commission  for  1909,  vol.  Ill, 
pages  93—103,  contains  a discussion  of  net  capitalization.  A 
distinction  is  there  made  between  net  capitalization  as  based  upon 
securities  outstanding  and  net  capitalization  as  obtained  by 
deducting  the  book  value  of  investments  from  total  capitalization 
representing  industrial  plants  and  investments.  The  net  figure 
showing  securities  outstanding  as  distinguished  from  those  owned 
by  some  associated  company  accords  with  the  usual  idea  of  net  capi- 
talization. But  it  is  of  interest  only  as  a system  total,  since  the 
ownership  of  a company’s  securities  in  one  or  another  proportion 
by  the  public  and  by  a controlling  company  has  no  relation  to  the 
financing  of  the  operations  of  a particular  corporation  such  as 
the  Astoria  Light,  Heat  & Power  Company.  It  is  also  not  always 
possible  to  trace  and  define  the  ramifications  of  an  intercorporate 
system  or  to  bring  all  the  associated  companies  into  the  sphere 
of  the  jurisdiction  or  knowledge  of  a regulative  commission  or 
its  statistical  bureau.  Hence  the  net  capitalization  of  the  Con- 
solidated system,  for  example,  as  obtained  in  this  way  stops  short 
of  giving  a complete  record  of  the  state  of  the  issues  of  all  affili- 
ated companies.  For  street  railways  it  is  even  less  possible  as 

4 The  combined  accumulated  surplus  of  all  companies  in  the  system  aggregated  $33,370,000  at 

the  end  of  the  year  1910.  as  compared  with  $23,190,000  at  the  beginning  of  the  year.  Of  the 

increase  of  $10,180,000,  all  but  a very  small  amount  belongs  to  the  Consolidated  Gas  Company. 

The  principal  minority  interests  are  to  be  found  in  the  New  York  Mutual,  but  their  equity  would 
be  less  than  $100,000  and  the  total  equity  of  outside  interests  would  be  considerably  under  $180,000. 

The  statement  might  be  subject  to  qualification  if  a judicial  investigation  were  made  of  the  accounts 

of  the  New  York  Mutual,  the  charter  of  which  contains  a provision  that  in  case  its  profits  exceed 

10  per  cent  on  the  capital  stock,  one-half  of  such  excess  shall  be  divided  with  consumers.  But 
the  Consolidated  Gas  Company  is  itself  one  of  the  customers  of  the  Mutual  (at  a special  price  of 
approximately  25  cents  a thousand)  and  might  therefore  urge  a claim  upon  excess  profits,  which 
may  even  now  be  concealed  in  extravagant  allowances  for  depreciation  and  contingency  reserves. 
A possible  correction  of  the  depreciation  charge  might  be  found  in  the  allowance  made  by  the 
company  for  depreciation  in  its  determination  of  the  price  at  which  gas  is  made  for  the  Consoli- 
dated company. 
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yet  to  get  a satisfactory  net  figure  because  the  holding  companies 
are  business  corporations.  As  an  index  of  financial  strength, 
the  “ system  ” net  may  be  more  significant  than  the  “ industrial  ” 
net,  but  even  in  that  respect  both  have  their  uses. 

Therefore,  despite  the  fact  that  the  method  of  obtaining  the 
figure  of  net  capitalization  as  that  11  pertaining  to  industrial  (and 
real)  properties  owned  ” is  the  less  familiar  method,  it  is  to  be  pre- 
ferred here.  'The  objection  that  much  of  the  capitalization  may 
pertain  to  “ air  and  water  ” and  such  intangible  elements  rather 
than  to  industrial  and  real  properties,  may  be  passed  by.  It 
is  capitalization,  not  capital,  that  is  primarily  in  question  here. 
The  following  comparisons  are  in  principle  based  upon  net 
capitalization  as  pertaining  to  industrial  properties. 

Other  than  intercorporate  investments  in  securities  and  in- 
vestments in  real  estate,  however,  are  disregarded,  principally 
because  the  obtaining  of  the  corresponding  figure  for  income  to  be 
deducted  is  not  easy  with  the  data  available.  The  deduction 
of  all  non-operating  income  would  be  a rather  objectionable  make- 
shift. It  is  preferable  to  fall  short  of  complete  conformity  to 
the  requirements  of  the  industrial  net  conception.  Real  estate 
and  outside  investments  are  relatively  unimportant.  In  addition 
to  investments  so  designated,  securities  held  “ in  construction 
accounts  ” are  of  course  eliminated  from  the  net  figures.  ISTo 
provision  is  made  for  the  possible  relation  of  advances  to  asso- 
ciated companies  to  capital  issues  except  so  far  as  such  advances 
are  specifically  treated  as  investments  by  the  obligor.  Some 
such  arbitrariness  in  the  method  of  dealing  with  an  artificial 
situation  is  necessary.  Such  debts  are  likely  to  be  permanent. 
On  the  other  hand,  funds  for  fixed  investment  may  be  obtained 
by  the  increase  of  current  liabilities.  The  large  unfunded  debt 
of  the  'Consolidated  Gas  Company  is  chiefly  due  to  this  practice. 

The  summary  on  page  97  contains  data  of  net  payments  for 
interest  and  dividends  as  well  as  of  net  capitalization.  It  appears  • 
that  tho  net  capitalization  of  the  purely  gas  and  purely  electrical 
companies  is  $135,000,000  for  the  former  and  $112,000,000  for 
the  latter.  The  mixed  companies  account  for  another  $37,000,- 
000,  making  the  total  as  of  December  31,  1910,  $284,000,000. 
This  is  the  capitalization  of  the  gas  and  electrical  industries, 
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not  that  of  the  companies.  Gross  capitalization  in  the  form  of 
stocks  and  bonds  issued  is  $384,000,000.  The  capitalization  of 
intercorporate  investments  amounts  to  $100,000,000.  More  de- 
tails, together  with  the  data  for  a comparison  of  capitalization 
with  return  upon  capital,  are  given  for  1910  in  the  following 
tabular  statement,  which  is  based  on  figures  found  in  the  sum- 
mary on  page  99 : 


Item  Gas 

Gross  capitalization $210 , 031 , 000 

Ne  t capitalization 135,551, 000 

Per  cent  net  of  gross 64.54 

Net  interest  and  dividends 5,324,000 

Per  cent  return  upon  net  capitali- 
zation   3.93 


Electrical  Mixed1  Total 

$136,161,000  $37,368,000  $383,560,000 

111,556,000  36,933,000  284,040,000 

81.93  98.84  74.05 

5,824,000  1,718,000  12,866,000 

5.22  4.65  4.53 


In  1910  the  return  upon  the  nominal  net  capitalization  that 
was  divided  among  investors  was,  for  all  classes  of  companies  com- 
bined, a little  over  4%  per  cent.  The  rate  of  return  upon  capital 
is,  of  course,  another  matter.  Interest  upon  bonds*  (Table  XLI) 
apparently  shows  a rate  higher  than  this  average.  Where  dividends 
are  paid,  the  rate  is  also  considerably  higher.  The  very  large 
amount  by  which  the  unearmarked  surplus  of  gas  and  electrical 
companies  has  increased  during  the  year,  an  amount  practically 
equal  to  the  above  return  on  capitalization,  should  be  considered  in 
this  connection. 

The  subject  of  net  capitalization  and  of  corresponding  net  re- 
turn, though  probably  the  most  important  phase,  is  only  one  of 
many  phases  of  the  problem  of  obtaining  cumulated  assets  and 
cumulated  liabilities  that  are  representative  in  amount  and  not 
loaded  with  duplications  nor  perverted  by  fictitious  equations. 
With  cumulated  results  for  a number  of  companies,  it  is  the 
statistician  who  is  chiefly  concerned.  To  the  accountant  it  need 
make  no  difference  whether  dealings  are  with  an  associated  com- 
pany or  with  the  public.  Unfortunately  for  the  statistician,  it 
also  seems  often  to  make  little  difference  to  the  accountant  whether 
his  balance-sheet  equations  are  economically  sound  or  merely 
convenient  fictions.  That  debit  balances  of  whatever  sort  should 
be  treated  as  assets  may  be  the  natural  result  of  the  accounting 
necessity  of  attaching  pecuniary  responsibility  without  regard  to 
fluctuation  or  uncertainty  of  degree  of  responsibility,  and  without 


1 Including  subway  companies. 
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taking  into  consideration  what  or  who  is  the  debtor.  Where  the 
debit  responsibility  is  of  the  corporation,  or  of  its  management 
on  its  behalf,  to  itself,  as  in  the  case  of  depleted  fixed  capital  and 
unprovided^for  depreciation,  the  mere  economist  would  suppose 
this  situation  to  indicate  the  existence  of  a liability  or  proprietary 
credit  with  no  corresponding  asset,  instead  of  there  being  an  equa- 
tion of  asset  and  liability.  But  the  assumption  seems  to  be 
required  by  the  exigencies  of  accounting  not  only  that  the  child 
will  grow  to  fit  its  clothes,  if  they  are  at  present  evidently  too 
large,  but  also  that  the  measure  of  the  child  is,  for  the  purpose 
of  the  balance-sheet  comparison,  such  clothes  as  it  seems  best  to 
give  him.  Accounting  cannot  off-hand  be  revised  in  a way  to 
eliminate  economic  fictions.  But  it  is  permissible  to  regret  that 
the  clothes  referred  to  are  sometimes  merely  stuffed  with  straw 
instead  of  containing  a real  healthy  infant  that  is  bound  to  grow 
rapidly. 

A recurrent  and  seemingly  inexcusable  difficulty  in  the  cumula- 
tion of  balance  sheets  is  that  an  individual  company,  in  its  treat- 
ment of  issues,  often  regards  itself  objectively.  Its  accounts  mal- 
treat it  as  both  the  debtor  and  the  creditor  in  a financial  trans- 
action. This  introduces  into  an  individual  company’s  accounts 
duplications  and  complications  like  those  commonly  found  in 
cumulated  statements  for  associated  companies.  It  is  difficult  to 
get  the  companies  to  exclude  from  their  liabilities  (and,  of  course, 
from  their  assets)  treasury  stocks  and  bonds.  Such  securities 
may  be  not  only  not  in  the  treasury  but  not  in  the  control  of  the 
issuing  company.  They  may  be  what  is  called  “ nominally  ” 
issued,  that  is  “ signed  and  sealed  ” and  delivered,  but  not  de- 
livered to  u a bona  fide  purchaser,”  being  instead  used  as  col- 
lateral and  mortgaged  to  protect  the  lender  of  money  on  notes. 
Under  such  circumstances  a company  is  likely  to  swell  both 
its  assets  and  its  liabilities  by  counting  both  notes  and  bonds  in 
the  latter,  and  both  property  purchased  and  bonds  in  the  former. 
Similarly,  the  income  account  of  a company  may  show  a deduction 
for  interest  on  securities  owned  hv  it. 

Another  possibility  is  presented  by  the  $29,354  par  value  of  the 
stock  of  the  Edison  Electric  Illuminating  Company  of  Yew  York, 
which  is  treated  as  an  investment  by  the  Yew  York  Edison  Com- 
pany and  so  tabulated.  But  the  company  in  question  is  a merged 
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company  of  the  New  York  Edison.  One  reason  for  this  treat- 
ment, which  lends  it  a show  of  plausibility,  is  the  fact  that  these 
issues  of  the  older  company  are  booked  as  worth  much  more  than 
par.  The  investment  account  of  the  New  York  Edison  will  be 
corrected  in  this  particular  in  1912. 

The  difficulties  of  tabulation  and  interpretation  due  to  inter- 
corporate relations  are  numerous,  but  the  sources  and  effects  of 
such  complications  and  duplications  are  familiar  and  have 
already  been  dealt  with  in  various  connections.  One  of  the  worst 
cases  to  deal  with,  however,  that  of  the  East  River  Gas  Company, 
deserves  special  mention.  It  is,  if  it  exists,  a subsidiary  of  the 
New  Amsterdam.  But  the  New  Amsterdam  not  only  owns  all 
of  its  issues  and  operates  its  property,  but  has  for  a long  time 
made  no  distinction  between  East  River  property  and  its  own 
in  its  fixed-capital  accounts.  Its  existence  is  legally  technical, 
and  merely  nominal.  In  the  accounts  of  the  New  Amsterdam 
the  stock  of  the  East  River  is  “ included  in  construction,”  as  is 
indicated  also  by  Table  LXIII,  where  it  is  bracketed  and  not 
included  in  the  totals.  The  East  River  company  is  not  included 
in  any  of  the  other  tables  of  the  present  report. 

With  a view  to  showing  what  are  the  indicated  requirements 
for  working  capital  and  the  sources  from  which  it  is  supplied, 
Table  42  presents  current  assets  and  current  liabilities  in  detail 
for  1910.  The  general  balance-sheet  table  -(XXXVIII)  does 
not  give  this  detail.  Owing  to  the  impossibility  of  completely 
separating  assets  and  liabilities  arising  out  of  relations  with 
associated  companies,  the  data  are  not  all  that  could  be  desired. 
Bills  and  accounts  owing  associated  companies  are  not  included 
in  the  table  as  they  do  not  belong  in  either  assets  or  liabilities 
for  the  purpose  of  getting  at  the  amount  of  capital  required. 
So  far  as  such  a condition  results  in  a need  of  working  capital, 
it  is  reflected  in  the  difference  between  the  two  ends  of  the  ac- 
counting relation  and  this  difference  is  represented  by  other  assets 
or  liabilities  of  the  companies  affected.  The  same  principle 
applies  for  other  intercorporate  accounts,  such  as  accumulated 
interest  and  dividends  receivable  or  payable,  but  these  cannot  be 
simply  excluded  from  the  comparison.  The  impossibility  of 
dividing  important  columns  of  the  table  in  this  way  makes  the 
indications  approximate  only. 
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Table  42.  Indicated  requirements  and  provision  for  working  capital:  (B)  Unfunded  debt  other  than  bills  and  accounts  owing  to  associated  companies  1910. 
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It  is  noteworthy  that  for  all  companies  combined,  the  amount 
due  from  private  consumers  is  nearly ' balanced  by  consumers’ 
deposits.  For  the  gas  companies  as  a whole  the  latter  consider- 
ably more  than  balances  the  former  figure.  Indeed  in  the  case 
of  only  two  of  the  fifteen  purely  gas  companies  requiring  such 
deposits,  the  Kings  County  Lighting  Company  and  the  Xew 
York  & Kichmond  Gas  Company,  does  the  amount  due  from 
private  consumers  exceed  the  consumers’  deposits.  The  amount 
due  from  the  city  is  large  for  all  companies  combined,  hut  the 
amount  of  taxes  due  to  the  city  and  state  is  larger,  so  that  this 
relation  appears  on  the  whole  to  he  a source  of  assets.  Dividends 
declared  are  balanced  by  a corresponding  amount  of  cash  accumu- 
lated from  surplus  earnings.  It  is  found  impracticable  to  split 
interest  on  funded  debt  and  other  interest  into  what  is  payable 
to  associated  companies  and  what  is  payable  to  others,  hence  the 
meaning  of  these  totals  is  not  clear.  Of  course  it  would  not  he 
safe  or  sound  to  infer  from  general  statements,  which  hold  for 
these  city  totals,  that  the  same  or  even  similar  relations  between 
the  different  sorts  of  current  assets  apply  for  one  or  another 
individual  company  included. 

General  Table  XXXIX  shows  changes  in  fixed  capital  during 
the  two-year  period  since  the  putting  into  effect  of  the  accounting 
order.  The  captions  conform  to  the  accounts  prescribed  in  the 
Uniform  System,  except  so  far  as  entries  may  occasionally  have 
been  combined  to  save  space,  such  instances  being  indicated  in 
footnotes.  The  table  is  drawn  up  in  a way  to  show  (1)  fixed 
capital  installed  since  December  31,  1908,  and  the  credits  per- 
taining to  the  same  accounts,  these  items  being  given  in  detail  by 
accounts,  (2)  withdrawals  and  retirements  of  capital  installed 
prior  to  the  going  into  effect  of  the  Uniform  System,  without 
details,  and  (3)  a net  figure  for  increase  in  fixed  capital  for  the 
two  years.  The  character  of  certain  qualifications  of  the  figures, 
due  to  the  data  not  always  exactly  fitting  the  form  of  the  table, 
is  indicated  in  the  accompanying  notes.  The  net  increase  shown 
for  gas  companies  and  gas  departments  of  gas-electrical  com- 
panies is  $7,325,000.  The  net  value  of  installations  of  fixed 
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capital  during  the  two  years,  however,  is,  after  taking  up  a credit 
of  $340,000  on  account  of  withdrawals,  $10,162,000.  With- 
drawals of  capital  installed  prior  to  January  1,  1909,  therefore, 
amounted  to  $2,837,000  for  the  gas  industry  of  New  York  'City. 
For  the  electrical  industry  the  net  total  additions  to  fixed  capital 
under  the  rules  of  the  Uniform  System  were  $8,324,000,  the 
installations  during  the  year,  $11,372,000  (credits  being  in- 
significant), and  the  withdrawals  and  retirements  of  old  capital, 
$3,048,000.  Although  the  existing  net  capitalization,  and  pre- 
sumably the  capital  in  service,  is  less  for  gas  than  for  electricity, 
the  investment  in  the  latter  field  is  increasing  at  the  greater  rate. 
Depreciation  and  obsolescence  appear,  also,  to  compel  replacement 
sooner  in  the  electrical  than  in  the  gas  industry,  if  an  inference 
based  upon  the  data  for  only  two  years  is  worth  anything. 

The  additions  and  betterments  shown  in  Table  XXXIX  may 
contain  corrections  of  capital  accounts,  necessitated  by  undue  de- 
preciation charges,  for  example,  or  by  wrong  classification  of 
items,  as  well  as  changes  due  to  additions  to  or  improvements  of 
the  plant  and  assets  of  the  company.  Hence,  although  such  con- 
ditions should  be  a minor  factor,  it  means  that  the  totals  should 
not  be  taken  as  exactly  indicative  of  gross  and  net  investment,  if 
indeed  any  accounting  is  ever  more  than  arithmetically  exact, 
that  is  if  ever  more  than  approximately  and  practically  true  in 
respect  of  matters  of  classification.  Such  corrections,  however, 
should  not  affect  the  net  result  for  a period  except  so  far  as  in- 
correct and  correcting  entries  overlap  its  limits.  Hence  the  chief 
requirement  of  this  situation  is  caution  in  using  the  figures  of  a 
particular  year.  In  the  long  run,  at  any  rate,  such  data  are  some 
indication  of  the  correctness  of  accounting  with  fixed  capital. 
Not  only  should  the  relation  to  total  fixed  capital  he  of  interest, 
but  significant  comparisons  with  increases  of  capacity  and  of  the 
quantity  and  quality  of  the  product  should  he  possible. 

Tables  XL  and  XLI,  like  Table  XXXIX  may  he  considered 
as  exhibits  supporting  the  'balance  sheet.  Consumers’  deposits 
are  shown  in  their  important  relations.  Among  other  things,  the 
peculiar  accounting  methods  of  some  companies  in  dealing  with 
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such  matters  are  in  evidence.  The  table  showing  securities  issued 
and  outstanding,  containing  more  or  less  statistical  description  or 
specification  of  issues,  is  in  the  same  general  form  as  the  one 
published  under  the  same  number  in  the  last  previous  report  of 
the  Commission. 

The  table  showing  voting  powers  and  votes  cast  is  printed  this 
year  as  a general  table  and  numbered  XLII.  Its  predecessor  was 
published  as  a text  table  and  with  context  subjected  to  appropriate 
comment  which  there  is  no  occasion  to  repeat  here. 

Table  XLIII  corresponds  to  the  text  tables  numbered  48  and 
49  in  the  statistics  for  lighting  companies  compiled  for  1908  and 
printed  in  Volume  III  of  the  Commission’s  1909  report.  There 
are  a number  of  changes  in  the  details  of  the  form  of  the  table  in- 
tended to  make  it  more  generally  useful  as  both  an  analysis  of  the 
investment  accounts  of  the  various  companies  and  a compre- 
hensive classification  of  intercorporate  holdings,  regardless  of 
whether  they  are  denominated  investments  in  the  accounts  of  the 
companies  or  not.  Division  A is  the  intercorporate  portion  of 
the  table.  Such  intercorporate  holdings  as  are  returned  as  in- 
vestments, after  being  classified  as  stocks  and  bonds  and  other, 
and  shown  as  par  and  net,  are  brought  into  a total  book  value 
which  is  carried  into  Division  B.  But  Division  A does  not  stop 
at  this  column.  The  further  columns  indicate  other  corporate 
holdings,  in  particular  advances  and  such  intercorporate  accounts 
as  are  treated  as  current  assets.  They  also  give  whatever  may  be 
found  to  he  included  in  construction  accounts.  Division  B totals 
all  investments  and  checks  with  the  investment  accounts  of  the 
individual  companies  as  shown  in  the  balance-sheet  table.  It  in- 
cludes real  estate  investments,  specifically  so  denominated,  along 
with  other  investments. 
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CASUALTIES. 

A summary  of  other  than  insignificant  casualties  suffered  by 
employees  during  the  years  1908,  1909  and  1910  follows: 

Table  43.  Casualties  occurring  among  employees  of  lighting  companies:  1908-1910. 


Employees  of  gas  companies  1908  1909  1910 

Killed 1 1 6 

Injured  with  disability  over  3 days 171  306  535 

4 to  7 days 69  113  213 

Over  1 and  not  over  2 weeks 58  113  109 

Over  2 and  not  over  4 weeks 27  57  144 

Over  4 and  not  over  13  weeks 14  22  64 

Over  13  and  not  over  26  weeks 3 1 5 


Total 172  307  541 


Employees  of  electrical  companies 

Killed 6 9 9 

Injured  with  disability  over  3 days 66  408  442 

4 to  7 days 34  149  149 

Over  1 and  not  over  2 weeks . 12  125  139 

Over  2 and  not  over  four  weeks 11  83  93 

Over  4 and  Dot  over  13  weeks 6 48  49 

Over  13  weeks ‘ 3 3 12 


Total 72  417  451 


Grand  total,  gas  and  electrical  companies 244  724  992 


Because  of  the  uncertainty  as  to  the  completeness  of  the  reports 
of  casualties  incurring  a disability  of  3 days  or  less,  this  class 
is  here  left  out  of  account.  The  electrical  subway  companies, 
also,  are  not  included. 

The  remarkable  increase  in  the  number  of  accidents  reported 
engenders  a suspicion  that  the  change  is  largely  apparent  and  due 
to  greater  accuracy  or  comprehensiveness  of  the  reports  rendered. 
The  more  serious  cases  do  not  show  quite  so  marked  a tendency 
to  increase.  Though  the  less  carefully  compiled  report  is  likely 
to  be  somewhat  inaccurate  as  regards  definition  of  the  grade  of 
an  injury  and  thus  will  reduce  the  reported  number  of  serious 
cases  as  well  as  altogether  leave  out  many  minor  casualties,  in 
general  it  should  be  true  that  the  more  serious  the  injuries  in- 
cluded in  a compilation  the  more  reliable  will  he  the  comparison 
between  successive  years.  This  principle  is  taken  advantage  of 
below  in  order  to  arrive  at  some  idea  of  what  was  probably  the 
actual  increase  of  casualties  in  the  years  1909  and  1910.  The 
number  of  those  killed  and  the  number  of  those  injured  with  a 
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disability  of  over  13  weeks  are  too  small  for  satisfactory  statis- 
tical treatment.  In  addition,  tbe  returns  for  the  less  serious 
classes  of  injury  are  not  on  a consistent  and  comparable  basis. 
In  the  following  table  an  effort  bas  been  made  to  strike  a just 
balance  between  these  two  factors.  To  this  end  the  percentages 
of  increase  have  been  computed  for  totals  inclusive  of  successively 
less  serious  cases  of  injury. 


Table  44. 


Casualties  occurring  among  employees  of  lighting  companies,  with  per  cent  increases: 
1908-1910. 


EMPLOYEES  OF  — - 


GAS  COMPANIES  ELECTRICAL  COM- 
PANIES 


1908 

1909 

1910 

1908 

1909 

1910 

Killed 

1 

1 

6 

6 

9 

9 

Per  cent  in.crG3.sG 



0 

600 



50 

0 

Killed  or  disabled  over  13  weeks 

4 

2 

11 

9 

12 

21 

Per  cent  increase 

. , _ 

D 50 

450 



33 

75 

Killed  or  injured  over  4 weeks 

18 

24 

75 

15 

60 

70 

Per  cent  increase 



33 

213 



300 

17 

Killed  or  injured  over  2 weeks 

45 

81 

219 

26 

143 

163 

Per  cent  increase 

— 

80 

170 

— 

450 

14 

Killed  or  injured  over  7 days 

103 

194 

328 

38 

268 

30 

Per  cent/  increase 



88 

69 



605 

13 

Killed  or  injured  4 days  or  more 

172 

307 

541 

72 

417 

451 

Per  cent  increase 

78 

76 

— 

479 

8 

— ■ 

= 

_ . _ : 

The  results  are  partly  to  be  explained  by  the  smallness  of  the 
numerical  basis.  The  changes  are  too  irregular  to  encourage  the 
drawing  of  numerical  conclusions  of  general  value  from  such  data. 
Whether  this  is  because  the  numbers  are  too  small  or  because  the 
character  of  the  reports  is  changing,  makes  no  difference.  It 
would  seem  as  if  the  reports  of  the  electrical  companies  were 
fairly  complete  and  correct  in  1909  and  that  the  apparent  change 
of  1910  represents  an  actual  increase.  As  appears  below,  how- 
ever, the  increase  is  not  greater  than  that  of  employees.  The 
numerical  increase  for  1910  for  the  gas  companies  is  more 
dubious.  It  appears  probable  that  there  was  an  actual  increase 
in  casualties  in  1910,  though  not  so  great  as  the  figures  indicate. 

It  is  well  to  compare  the  accident  returns  with  the  numbers  of 
employees  exposed  to  injury.  The  appropriate  numerical  data 
and  ratios  are  contained  in  the  following  table.  The  number  of 
employees  at  the  end  of  the  year  is  apparently  slightly  greater 
than  the  average  for  the  year  according  to  Table  XXX  B for 
1910,  but  not  enough  so  appreciably  to  affect  the  comparison. 
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Table  45*  Casualties  occurring  among  employees  of  lighting  companies  compared  with  number 

of  employees:  1908-1910.1 

EMPLOYEES  OF  — - 

GAS  COMPANIES  ELECTRICAL  COMPANIES 

Casualties  invo'ving  Casualties  involving 

Total  as  much  as  4 days’  Total  as  much  as  4 days’ 
employees,  disability  employees,  disability 

excluding  * ; — * excluding  * 


general  Per  cent  general  Per  cent 

officers,  of  total  officers,  of  total 

Year  Dec.  31  Number  employees  Dec.  31  Number  employees 

1908  7,803  172  2.20  5,556  72  1.30 

1909  8,722  307  3.52  6,710  417  6.21 

1910  10,034  511  5.39  7,337  451  6.15 


The  occupational  risk  appears  to  be  greater  in  the  electrical 
than  in  the  gas  industry.  In  each  there  is  a sufficiently  high  acci- 
dent rate  to  warrant,  even  upon  merely  economic  grounds,  large 
expenditures  for  prevention. 

EMPLOYEES  AND  WAGES. 

The  data  on  employees  and  their  earnings  for  1909  and  1910 
are  presented  in  the  following  series  of  general  tables  found  at  the 
close  of  the  textual  portion  of  this  report  : 

XXX.  Number  of  employees  by  occupations. 

XXXI.  Distribution  of  total  compensation  of  employees  by  accounts. 

XXXII.  Weekly  earnings  of  clerical  employees  and  wage-earners,  full  time  and  part  time,  for  the 
mid-December  week. 

XXXIII.  Classified  weekly  earnings  for  specified  occupations. 

XXXIV.  Details  of  employees  and  earnings  for  each  week  in  the  year  for  the  following  companies 
or  groups  of  companies  — - Consolidated  system  (exclusive  of  the  New  York  Mutual), 
Brooklyn  Union  system,  New  York  Edison,  Brooklyn  Edison,  and  Consolidated 
Telegraph  and  Electrical  Subway  Company. 

Number  of  Employees. 

The  number  of  employees  exclusive  of  officers,  as  reported  by 
the  lighting  companies  for  the  week  ended  December  17,  1910, 
is  17,371.  To  this  number  may  be  added  about  1,200  employees 
for  the  Consolidated  Telegraph  & Electrical  Subway  Company, 
and  about  300  for  the  Empire  City  Subway  Company.  The  total 
number  employed  by  lighting  and  conduit  companies  was  thus 
about  19,000,  or  somewhat  more  than  one-half  the  number  em- 
ployed by  the  street  railways  in  June,  1910.  In  that  year  the 
entire  labor  force  at  work  for  the  public  utility  corporations  of 
Hew  York  City  which  are  under  the  jurisdiction  of  the  Public 
Service  Commission  for  the  First  District  numbered  over  55,000. 

1 Not  including  subway  companies.  Employees  of  gas-electrical  companies  are  divided  equally 
between  gas  and  electricity. 
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The  following  table  shows  the  total  number,  and  the  number  of 
managers  and  superintendents,  technical  staff,  clerical  employees, 
and  wage  earners  for  the  three-year  period  1908-1910. 


Table  46.  Number  of  employees  by  main  classes,  and  per  cent  increase:  1908-1910. 


NUMBER  PER  CENT  INCREASE 


Class  of  Employee  1908 

1909 

1910  1908-1909 

1909-1910 

Consolidated  System 

Managers  and  superintendents . . 

27 

65 

D64.00 

140.74 

Technical  staff 

51 

51 

69 

35.29 

Clerical  employees 

1,246 

1,332 

1,475 

4.49 

13.29 

W age-earners 

3,697 

4,350 

5,010 

17.66 

15.17 

All  employees  1 

5,106 

5,736 

6,624 

12.34 

15.48 

Brooklyn  Union  System 

Managers  and  superintendents . . 

42 

40 

48 

D4.77 

20.00 

Technical  staff 

25 

23 

21 

D8.00 

D8.70 

Clerical  employees 

466 

538 

599 

15.45 

11.34 

Wage-earners 

1,664 

1,767 

2,078 

6.19 

17.60 

All  employees2 

2,223 

2,397 

2,777 

7.83 

15.85 

Minor  Gas  Companies 

Managers  and  superintendents.  . 

6 

6 

6 

Technical  staff 

6 

3 

3 

Clerical  employees 

74 

81 

87 

9.46 

7.41 

Wage-earners 

241 

273 

289 

13.28 

5.86 

All  employees 

327 

363 

385 

11.01 

6.06 

Gas-electrical  Companies 

IVIft TiagpTS  cnipprintpudpritf? 

4 

c 

Technical  staff 

1 

2 

Clerical  employees 

51 

62 

82 

21.57 

32.26 

Wage-earners 

238 

390 

408 

63.87 

4.62 

All  employees 

293 

453 

497 

54.61 

9.71 

New  York  Edison  System 

Managers  and  superintendents . . 

23 

125 

126 

443.48 

.80 

Technical  staff 

142 

163 

188 

14.79 

15.34 

Clerical  employees 

1,160 

1,275 

1,415 

9.91 

10.98 

Wage-earners 

2,705 

3,180 

3,310 

17.56 

4.09 

All  employees  3 

4,031 

4,744 

5,041 

17.69 

10.98 

Edison 

Electric  Illuminating  (Brooklyn) 

Managers  and  superintendents . . 

7 

15 

15 

114.29 

Technical  staff 

4 

22 

18 

450.00 

D8.12 

Clerical  employees 

293 

339 

361 

15.70 

6.49 

Wage-earners 

813 

1,075 

1,273 

32.23 

18.42 

All  employees 

1,117 

1,451 

1,667 

29.10 

14.89 

1 Includes  37  superannuated  employees  for  1908,  6 for  1909,  and  5 for  1910. 

2 Includes  2 6 superannuated  employees  for  1908,  29  for  1909,  and  31  for  1910. 

3 Includes  1 superannuated  employee  for  1908,  1 for  1909,  and  2 for  1910. 
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Table  46.  Number  of  employees  by  main  clause?,  and  per  cent  increase;  1908-1910  — Cont’d. 


NUMBER  PER  CENT  INCREASE 


Class  of  Employees 

1908 

1909 

1910  1908-1909 

1909-1910 

Minor  Electrical  Companies 

Managers  and  superintendents . 

9 

12 

13 

33.33 

8.33 

Technical  staff 

1 

2 

6 

Clerical  employees 

51 

44 

63 

D13.73 

43.18 

Wage-earners 

219 

239 

298 

5.02 

29.57 

All  employees 

280 

288 

380 

2.85 

31.94 

All  Lighting 

Companies 

Managers  and  superintendents. 

166 

225 

278 

35 . 54 

23.56 

Technical  staff 

2-9 

265 

307 

15.72 

15.85 

Clerical  employees 

3,341 

3,641 

4,082 

8.98 

12.11 

Wage-earners 

9,577 

11,265 

12,666 

17.63 

12.44 

All  employees 4 

. 13,377 

15,432 

17,371 

15.36 

12.56 

From  1908  to  1909  the  total  number  of  employees  increased 
15.36  per  cent  as  compared  with  an  increase  of  12.56  per  cent 
from  1909  to  1910.  These  increases  compare  with  increases  of 
8.2  per  cent  in  1909  and  7.7  per  cent  in  1910  in  the  aggregate 
number  of  consumers;  6.4  per  cent  in  1909  and  8.3  per  cent  in 
1910  in  the  gross  operating  revenue;  5.1  per  cent  in  1909  and 
1.4  per  cent  in  1910  in  the  productive  capacity  for  electricity; 
and  only  1 per  cent  in  1909  and  1910  combined  in  the  productive 
capacity  for  gas.  In  striking  contrast  to  the  rapid  growth  shown 
in  the  number  of  employees  of  the  lighting  companies,  the  street 
railways  of  Hew  York  City  reported  a decrease  of  9.1  per  cent  in 
the  number  of  employees  in  1909  and  an  increase  of  only  1.5  per 
cent  in  1910. 

The  average  'annual  rate  of  increase  in  population  of  the  city 
of  New  York  from  1905  to  1910  was  3.6  per  cent.  Thus  the 
number  of  employees  of  the  lighting  companies  appears  to  have 
increased  almost  four  times  as  rapidly  as  the  population.  In 
1910  one  inhabitant  of  Hew  York  City  out  of  every  274  was  in 
the  employ  of  the  lighting  companies,  and  one  out  of  every  87 
in  .the  employ  of  either  the  lighting  or  the  street  railway  com- 
panies. 

It  is  noteworthy  that  in  each  of  the  two  years  the  managerial 
class  increased  at  considerably  the  most  rapid  rate  of  the  four 
main  classes  of  employees  shown  in  the  table.  Clerical  employee0! 
increased  the  least  rapidly  in  both  years.  The  disproportionate 


* Includes  64  s iperannuated  employees  for  1908,  36  for  1909,  and  38  for  1910. 


160  Public  Service  Commission  — First  District. 


increase  in  the  managerial  class  is  almost  entirely  due  to  the  New 
York  Edison  Company,  the  managerial  class  of  which  increased 
448  per  cent  from  1908  to  1910. 

Seasonal  Variation  of  Employment. — The  total  number  em- 
ployed towards  the  close  of  the  year  is  likely  to  be  larger  than  at 
any  other  period  because  then  the  hours  of  darkness  are  the 
greatest  and  because  in  a growing  community  a public  utility 
would  naturally  increase  from  the  beginning  to  the  end  of  the 
year.  For  such  companies  as  report  the  number  employed  at  a 
date  near  the  middle  of  the  year  — which  companies  report  over 
95  per  cent  of  the  total  number  of  employees  — there  is  shown 
below  the  number  in  June  and  in  December,  together  with  the 
per  cent  increase  or  decrease  between  the  dates  named.  The 
Brooklyn  Union  system  and  the  smaller  Queens  companies  report 
in  1910  a decline  in  the  number  for  December  as  compared  with 
June,  doubtless  because  of  the  larger  force  required  in  summer 
for  street  work  on  repairs  and  extensions. 


Table  47.  Number  of  employees  at  middle  and  at  close  of  year,  for  companies  reporting  data: 

1910. 

MANAGERS  AND  TECHNICAL  CLERICAL 

SUPERINTENDENTS  STAFF  EMPLOYEES 


Group  June  25  Dec.  17  June  25  Dec.  17  June  25  Dec.  17 

Consolidated  system 55  60  43  68  1,330  1,400 

Brooklyn  Union  system 46  48  20  21  592  599 

Minor  gas  companies 1 2 1 2 54  58 

Gas-electrical  companies 5 5 1 2 77  82 

Electrical  companies 148  149  181  209  1,593  1,734 


Total 255  264  249  302  3,676  3,873 


PER  cent 
INCREASE,  WEEK 
ENDING  JUNE  25 
TO  WEEK  END- 

WAGE-  ALL  ING  DEC.  17 

EARNERS  EMPLOYEES  ' * ' 

* > Clerical 

June  25  Dec.  17  June  25  Dec.  17  em-  Wage- 


Group  ployees  earners 

Consolidated  system 4,478  4,815  5,985  6,343  2.94  7.53 

Brooklyn  Union  system 2,  198  2,078  2,887  2,777  1.18  D5.46 

Minor  gas  companies 191  178  247  240  7.41  D6.81 

Gas-electrical  companies 463  408  546  497  6.49  Dll. 88 

Electrical  companies 4,215  4,588  6,137  6,680  8.85  8.85 


Total 11,545  12,067  15,802  16,537  5.36  4.52 
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The  figures  above  are  for  the  payrolls  of  the  two  weeks  speci- 
fied. The  weekly  number  of  clerical  employees  is  in  general  a 
definite  quantity,  but  the  number  of  wage-earners  on  each  pay- 
roll may  not  be  definite  or  significant  owing  to  the  fact  that  the 
service  rendered  by  this  class  of  employees  is,  in  varying  propor- 
tion, paid  for  by  the  hour,  and  the  amount  of  service  rendered  by 
each  such  employee  also  varies  greatly.  Hence  the  total  number, 
either  itself  or  its  significance,  correspondingly  varies.  There  is 
therefore  no  entirely  satisfactory  basis  for  determining  the  aver- 
age number  of  all  employees  for  the  year.  For  the  Brooklyn 
Union  system  there  are  data  for  each  week,  from  which  the 
averages  shown  in  the  following  tabular  statement  are  derived. 
The  figures  given  here  for  June  25  and  December  17  are  on  a 
slightly  different  basis  from  the  figures  as  given  elsewhere.  It  is 
seen  that  for  this  system  both  the  figures  at  the  middle  and  at 
the  close  of  the  year  are  above  the  average  for  the  year. 


Number 

Number 

week 

week 

ending 

ending 

Averag  e 

June  25 

Dec.  17 

for  year 

Salaried  employees 

652 

667 

624 

Wage-earners 

2,499 

2,322 

2,283 

Total 

2,989 

2,908 

The  amount  of  available  employment  and  its  variation  may  be 
measured  by  the  amount  of  the  weekly  payroll.  The  detailed  data 
for  1910  are  presented  in  the  general  tables.  The  information  is 
summarized  and  presented  in  the  form  of  index  numbers  in  Table 
48.  These  numbers  are  obtained  by  expressing  the  difference  be- 
tween the  average  of  the  payrolls  for  each  month  and  the  average 
for  the  year  as  a per  cent  of  the  latter. 
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Table  48.  Variation  in  employment  for  clerical  employees  and  wage-earners,  as  measured  by 
the  deviation' in  amount  of  weekly  payrolls  from  weekly  average  for  the  year:  1910. 


Edison 

Electric 


Consoli- 

dated 

Brooklyn 

Union  New  York 

Illumi- 

nating 

Cons.  Tel. 
& Elec. 

Month 

system  1 

system 

Edison  (Brooklyn) 

Subway 

J anuary 

Clerical  Employees 

—2.9 

—5.8 

+1.0 

February 

—5.3 

— 4.3 

—3.0 

—5.2 

—0.1 

March 

—3.3 

— 4.6 

—2.8 

—4.2 

+2.8 

April 

—2.1 

— 2.5 

—2.6 

— 4.4 

+2.5 

May 

— 4.2 

—0.6 

—2.6 

— 2 . 1 

+0.9 

June 

—2.9 

+0.4 

—1.6 

—0.2 

+2.0 

July 

—1.2 

+1.9 

—0.3 

+1.4 

+0.1 

August 

+0.4 

+3.0 

0.0 

+2.5 

—3.4 

September 

+1.9 

+2.3 

+0.2 

+6.2 

—3.3 

October 

+1.7 

+2.8 

+2.5 

—0.4 

November 

+7.4 

+3.6 

+5.0 

+2.7 

—0.5 

December 

+8.5 

+2.5 

+6.2 

+5.8 

—0.5 

January 

Wage-earners 

—11.2  —17.2 

—2.2 

—10.7 

+8.3 

February 

—16.4 

—17.2 

—6.3 

—16.4 

+8.5 

March 

—12.0 

—11.8 

—5.0 

—11.2 

+1.9 

April 

—3.9 

—2.1 

—4.2 

—6.5 

+2.0 

May 

+2.7 

—3.0 

—0.6 

—0.2 

June 

—1.8 

+5.0 

—3.8 

+1.2 

+2.0 

July 

+0.7 

+7.6 

—1.3 

+2.0 

+2.3 

August 

+0.8 

+6.5 

+1.1 

+7.7 

—2.4 

September 

+3.5 

+5.4 

+1.3 

+1.9 

+0.7 

October 

+13.9 

+7.2 

+7.5 

+11.3 

+1.6 

November 

+11.1 

+6.7 

+6.5 

+9.8 

—2.0 

December 

+9.1 

+4.3 

+7.2 

+8.0 

—4.0 

January 

Clerical  Employees  and  Wage-earners 
—7.7  —13.5 

Combined 

—2.5 

—8.8 

—87.4 

February 

—13.4 

—13.6 

—5.0 

—12.4 

—63.1 

March 

—9.6 

—9.6 

— 4.1 

—8.6 

—46.5 

April 

—3.5 

—3.0 

—3.5 

—5.6 

—13.0 

May 

+0.2 

+1.8 

—2.8 

—0.9 

+0.7 

une 

—2.2 

+3.7 

—2.9 

+0.9 

+12.9 

juiy 

—1.0 

+5.9 

—0.9 

+1.8 

+18.4 

August 

+0.6 

+5.4 

+0.7 

+5.7 

+22.7 

September 

+2.9 

+4.4 

+0.9 

+3.4 

+40.8 

October 

+11.3 

+5.6 

+5 . 6 

+8.0 

+41.2 

November 

+9.9 

+5.8 

+5.9 

+6.9 

+24.6 

December 

+8.7 

+4.1 

+6.8 

+6.9 

+13.8 

The  figures  above  indicate  a large  variation  in  the  amount  of 
employment  in  the  course  of  the  year,  and  particularly  for  the 
gas  companies.  As  might  be  expected,  the  variation  is  greatest 
for  wage-earners.  In  the  main  the  figures  indicate  an  increase 
from  month  to  month,  which  is  explained  by  the  natural  growth  of 
business.  The  lowest  payrolls  for  the  five  systems  or  companies 
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hero  considered  are  for  February,  and  the  highest  for  October. 
For  the  two  gas  systems  April  and  October  show  the  largest 
changes  during  the  year  as  contrasted  with  the  month  immediately 
preceding.  The  latter  change  is  reflected  also  in  the  data  for 
the  electrical  companies.  The  first  would  seem  to  be  due  to  the 
beginning  of  street  work  for  maintenance  and  construction.  Thc- 
second  would  seem  to  be  due  to  the  unusual  increase  in  business 
resulting  from  the  return  to  the  city  of  people  who  had  been  out 
of  town  for  the  summer,  combined  with  the  increasing  hours  of 
darkness. 

The  amount  of  work  of  wage-earners  as  measured  in  hours  is 
available  for  the  Consolidated  system,  the  New  York  Edison,  and 
the  Brooklyn  Edison.  The  variation  by  months  is  shown  in  the 
table  below  by  means  of  index  numbers,  which  are  obtained  by 
expressing  the  difference  between  the  average  number  of  hours 
of  employment  per  month  and  the  actual  number  for  each  month 
as  a per  cent  of  the  former.  It  is  seen  that  in  general  the  varia- 
tions are  parallel  with  those  for  the  payrolls. 


Table  49.  Variation  in  amount  of  service  of  wage-earners,  as  measured  by  the  deviation  in  the 
number  of  hours  of  employment  each  month  from  the  monthly  average  for  the  year:  1910. 


Month 

January 

February 

March 

April 

May 

June 

July 

August 

September 

October 

November 

December 


Consoli- 
dated 
system  2 
—10.9 
—16.8 
—14.6 
—3.2 
+3.7 
+1.5 
+1.5 
+0.9 
+5.0 
+12.7 
+10.7 
+5.6 


New  York 
Edison 
—2.5 
—5.9 
—6.1 
—4.9 
—3.5 
—2.4 
+0.2 
+0.4 
+1.5 
+6.4 
+8.1 
+6.8 


Edison 

Electric 

Illumi- 

nating 

(Brooklyn) 

—13.1 

—17.3 

—13.2 

—10.2 

—1.3 

+0.3 

+2.5 

+8.3 

+2.4 

+15.7 

+10.7 

+10.6 


Below  is  shown  the  variation  in  the  weekly  number  of  clerical 
employees  in  the  course  of  the  year.  The  figures  given  express 
the  difference  between  the  average  weekly  number  for  the  year 
and  the  average  weekly  number  for  each  month  as  a per  cent  of 
the  former.  For  the  Brooklyn  Union  system  alone  similar  data 
are  available  for  wage-earners,  and  are  given  in  the  last  column 


2 Exclusive  of  the  New  York  Mutual. 
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of  the  table.  The  narrower  limits  of  variation  for  clerical  em- 
ployees as  contrasted  with  wage-earners  is  naturally  to  be  ex- 
pected. 


Table  50. 


Variation  in  weekly  number  of  clerical  employees  and,  for  the  Brooklyn  Union  system 
of  wage-earners:  1910. 


CLERICAL  EMPLOYEES 


WAGE- 

EARNERS 


Consoli- 

Edison  dated 
Electric  Tele- 
Illu-  graph  & 


Consoli- 

Brooklyn 

New 

minating 

Elec- 

Brooklyn 

dated 

Union 

York 

(Brook- 

trical 

Union 

Month 

system  3 

system 

Edison 

lyn) 

Subway 

system 

J anuary 

—8.1 

—5.6 

—5.6 

—6.5 

0.0 

-21-5 

February 

—7.4 

—5.6 

— 4.8 

—5.6 

0.0 

—21.6 

March 

—5.3 

—3.8 

— 4.6 

— 4.1 

—3.8 

—14.7 

April 

—3.5 

—2.7 

— 3.7 

—4.3 

—5.8 

—4.4 

May 

—2.2 

—0.8 

— 4.1 

—0.4 

—1.9 

+3.2 

June 

—0.6 

+1.8 

—2.0 

—2.4 

—3.8 

+7.2 

July 

+0.9 

+1.6 

+0.5 

+2.6 

+1.9 

+9.8 

August 

+1.5 

+2.4 

+1.5 

+3.0 

+9.6 

+11.5 

September 

+2.2 

+2.1 

+1.5 

+1.3 

+11.5 

+8.3 

October 

+4.6 

+1.8 

+4.2 

+2.8 

+1.9 

+9.2 

November 

+5.4 

+4.0 

+7.1 

+4.5 

+1.9 

+6.1 

December 

+5.9 

+4.3 

+7.9 

+6.3 

+1.9 

+2.9 

Employees  by  Occupation. — An  occupational  grouping  of  em- 
ployees is  presented  in  Table  XXX.  Below  are  shown  the  groups 
under  which  more  than  400  employees  are  found. 


Male  clerks  and  salesmen 

'Cashiers  and  bookkeepers 

Collectors  and  meter  readers 

Other  clerical  employees  (men) 

Pipe  fitters  and  calkers 

Meter  testers  and  repairers 

Foremen  and  assistant  foremen 

Teamsters  and  stablemen 

Other  mechanics  and  skilled  workmen 

Watchmen,  janitors,  porters  and  messengers 
Other  unskilled  labor  (incl.  helpers)  ...... 

All  other  employees 


1,349 

568 

903 

539 

1,345 

775 

648 

434 

1,138 

774 

5,030 

3,86S 


Total  . 


17,371 


3 Exclusive  of  the  New  York  Mutual. 
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The  point  brought  out  here  is  the  absence  of  definite  occupations 
employing,  a considerable  proportion  of  all  employees,  such  as 
exist  in  the  street-railway  industry.  No  definite  occupation  em- 
ploys as  much  as  one-twelfth  of  all  employees,  whereas  in  the 
case  of  the  street  railways,  nearly  one-fifth  of  all  employees  are 
motormen  and  another  one-fifth  are  conductors.  The  largest  num- 
ber are  found  in  the  indefinite  class,  “ Other  unskilled  labor  (in  - 
cluding helpers) ,”  which  contains  nearly  one-third  of  the  total 
number.  Other  groups  included  in  the  above  table  are  also  made 
up  of  employees  in  various  trades.  Among  the  mechanical  trade.-, 
“ pipe  fitters  and  calkers  ” and  “ meter  testers  and  repairers 
are  the  only  occupations  employing  a considerable  number. 

Part-time  and  Full-time  Employment, 

The  data  returned  give  clerical  employees  and  wage-earners  for 
all  companies,  the  number  of  employees  at  work  full  time  for  the 
week  ending  December  17th,  and,  similarly,  the  number  working 
part  time.  For  most  companies  similar  data  are  available  for 
the  week  ended  June  25th.  The  numbers  of  part-time  employees 
for  the  mid-Dtecember  payroll  are  summarized  below. 


Table  51.  Proportion  of  part-time  employees  to  total  number:  mid-December  1909  and  1910. 

PER  CENT  PART 
TIME  OF  TOTAL 

CLERICAL  EMPLOYEES  WAGE-EARNERS  NUMBER  FOR  — 


Clerical 


Group  of  Companies 

Year 

Total 

Full 

time 

Part 

time 

Total 

Full 

time 

Part 

time 

em- 

ployees 

Wage- 

earners 

Consolidated  system 

1909 

1,302 

1,286 

16 

4,350 

3,228 

1,122 

1.1 

25.8 

1910 

1,475 

1,443 

32 

5,010 

3,935 

1,075 

2.2 

21.5 

Brooklyn  Union  system 

1909 

577 

565 

12 

2,033 

1,470 

563 

2.1 

27.7 

1910 

599 

579 

20 

2,078 

1,694 

384 

3.3 

18.5 

Minor  gas  companies 

1909 

81 

81 

273 

198 

75 

27.5 

1910 

87 

87 

289 

215 

74 

25.6 

Gas-electrical  companies 

. 1909 

23 

23 

124 

99 

25 

20.2 

1910 

82 

81 

1 

408 

291 

117 

1.2 

28.7 

N.  Y.  Edison  and  United  El.  Lt.. . 

1909 

1,275 

1,263 

12 

3,180 

2,856 

324 

0.9 

10.2 

1910 

1,415 

1,406 

9 

3,310 

3,033 

277 

0.6 

8.4 

Edison  Elec.  Illg.  (Brooklyn) 

1909 

339 

336 

3 

1,075 

982 

93 

0.9 

8.6 

1910 

361 

352 

9 

1,273 

1,189 

84 

2.5 

6.6 

Minor  electrical  companies 

1909 

44 

42 

2 

230 

199 

31 

4.5 

13.5 

1910 

63 

63 

298 

276 

22 

7.4 

All  companies 

1909 

3,641 

3,596 

45 

11,265 

9,032 

2,233 

1.2 

19.8 

1910 

4,082 

4,011 

71 

12,666 

10,633 

2,033 

1.7 

16.1 

100  Public  Service  Commission  — First  District. 

It  is  clear  that  the  question  of  part-time  employment  has  little 
or  no  significance  for  any  hut  the  wage-earners.  For  the  clerical 
force  the  per  cent  of  part-time  employees  is  negligible  in  nearly 
every  instance.  For  the  wage-earners  the  per  cent  is  high  in 
most  instances.  The  difference  in  this  respect  between  the  gas 
and  the  electrical  employees  is  noteworthy.  For  the  two  large  gas 
systems  the  number  of  part-time  wage-earners  in  December, 
1909,  was  over  25  per  cent  of  the  total.  In  the  corresponding 
week  of  1910  there  was  a notable  improvement,  the  percentages 
falling  to  21.5  and  18.5,  respectively.  For  the  electrical  com- 
panies as  a whole  the  proportion  of  part-time  wage-earners  for 
both  years  is  less  than  10  per  cent.  Here  also  the  reduced  per- 
centage of  part-time  employment  in  1910  as  contrasted  with  1909 
is  notable.  As  these  data  cover  only  one  week,  not  much  im- 
portance can  be  attached  to  the  exact  percentages.  However,  the 
data  for  three  years  indicate  a large  percentage  of  part-time 
employment. 

In  the  following  table  comparison  is  made  of  the  data  for  the 
mid-year  week  with  those  for  the  December  week. 


Table  52.  Proportion  of  part-time  employees  to  total  number  at  middle  and  end  of  year:  1910.1 

MANAGERS  AND  TECHNICAL  CLERICAL 

SUPERINTENDENTS  STAFF  EM  PLOYEES 


Week 

Full 

Part 

Full 

Part 

Full 

Part 

Group  of  Companies 

ending 

Total 

time 

time 

Total 

time 

time 

Total 

time 

time 

Consolidated  system 

June  25 

55 

51 

4 

46 

45 

1 

1,360 

1,308 

52 

Dec.  17 

60 

56 

4 

68 

67 

1 

1,400 

1,368 

32 

Brooklyn  Un.  system 

. June  25 

46 

46 

20 

20 

592 

577 

15 

Dec.  17 

48 

48 

21 

21 

599 

579 

20 

Minor  gas  companies 

. June  25 

1 

1 

1 

1 

54 

54 

Dec.  17 

2 

2 

2 

2 

58 

58 

Gas-electrical  companies 

. June  25 

5 

5 

1 

1 

77 

76 

1 

Dec.  17 

5 

5 

2 

2 

82 

81 

1 

Electrical  companies 

. June  25 

148 

148 

181 

179 

2 

1,593 

1,582 

11 

Dec.  17 

149 

149 

209 

207 

2 

1,734 

1,716 

18 

All  companies 

. June  25 

255 

251 

4 

249 

245 

4 

3,676 

3,597 

79 

Dec.  17 

264 

260 

4 

302 

297 

5 

3,873 

3,802 

71 

1 This  comparison  omits  some  companies  for  •which  data  are  not  available  for  the  week  ending 
June  25th.  See  Table  XXXII. 
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Table  52.  Proportion  cf  part-time  emplojees  to  total  number  at  middle  and  end  of  year: 

1910  — Continued. 

PER  CENT  PART 
TIME  OP  TOTAL 

WAGE-EARNERS  ALL  EMPLOYEES  NUMBER  FOR — • 

Clerical 


Group  op  Companies 

Week 

ending 

Total 

Full 

time 

Tart 

time 

Total 

Full 

time 

Part 

time 

em- 

ployees 

Wage- 

earners 

Consolidated  system 

. June  25 

4,478 

3,533 

945 

5,985 

4,952 

1,033 

3.8 

21.1 

Dec.  17 

4,815 

3,740 

1,075 

6,343 

5,231 

1,112 

2.3 

22.3 

Brooklyn  Un.  system 

June  25 

2,198 

1,787 

411 

2,877 

2,430 

447 

2.5 

18.7 

Dec.  17 

2,078 

1,694 

384 

2,777 

2,342 

435 

3.3 

18.5 

Minor  gas  companies 

. June  25 

191 

129 

62 

247 

185 

62 

0.0 

32.5 

Dec.  17 

178 

117 

61 

240 

179 

61 

0.0 

34.3 

Gas-electrical  companies 

. June  25 

463 

384 

79 

546 

465 

81 

1.3 

17.1 

* 

Dec.  17 

408 

291 

117 

497 

379 

118 

1.2 

28.7 

Electrical  companies 

. June  25 

4,215 

3,834 

381 

6,137 

5,748 

389 

0.7 

9.0 

Dec.  17 

4,588 

4,247 

341 

6,680 

6,320 

360 

1.0 

7.4 

All  companies 

. June  25 

11,545 

9,667 

1,878 

15,792 

13,780 

2,012 

2.1 

16.3 

Dec.  17 

12,067 

10,089 

1,978 

16,537 

14,451 

2,086 

1.8 

16.4 

For  all  but  one  of  the  groups  of  companies  the  ratios  for  wage- 
earners  vary  little  as  between  the  middle  and  the  end  of  the  year, 
indicating  about  the  same  degree  of  part-time  employment  in 
summer  as  in  winter.  The  significance  of  this  situation  for  earn- 
ings is  considered  below. 

More  significant  as  a measure  of  part-time  employment  than 
the  percentage  of  part-time  employees  is  the  distribution  of  all 
employees  according  to  the  extent  of  their  employment.  Such 
data  are  returned  for  each  week  in  the  year  for  the  Brooklyn 
Union  system,  showing  the  number  of  wage-earners  at  work 
specified  numbers  of  days  per  week.  The  data  are  summarized 
below,  and  the  average  weekly  per  cent  distribution  is  given  for 
each  month  for  the  different  numbers  of  days’  employment. 

Table  53.  Wage-earners  distributed  according  to  the  number  of  days  worked  per  week,  for 
Brooklyn  Union  system:  1910.2 

WAGE-EARNERS  ON  WEEKLY  PAYROLLS  FOR  SPECIFIED 
NUMBER  OF  DAYS*  EMPLOYMENT 


Month 

7 

6 

5 

4 

3 

2 

1 

Total  2 

January 

2,591 

3,097 

427 

370 

226 

226 

230 

7,167 

February 

2,486 

3,157 

682 

386 

125 

152 

173 

7,161 

March 

2,519 

3,881 

620 

243 

124 

144 

256 

7,787 

April 

3,226 

5,364 

1,189 

467 

203 

231 

231 

10,911 

May 

2,700 

4,822 

772 

333 

221 

242 

334 

9,424 

June 

2,830 

4,269 

1,390 

480 

291 

221 

307 

9,788 

July 

3,337 

6,388 

1,230 

538 

313 

349 

378 

12,533 

August 

2,623 

5,024 

793 

509 

397 

366 

466 

10,178 

September 

2,735 

4,492 

1,207 

508 

348 

359 

239 

9,888 

October 

3,620 

5,648 

1,224 

590 

466 

447 

469 

12,464 

November 

2,916 

4,476 

1,021 

486 

257 

229 

304 

9,689 

December 

3,918 

4,962 

1,117 

528 

376 

311 

528 

11,740 

Year 

. ..  35,501 

55 , 580 

11,672 

5,438 

3,347 

3,277 

3,915 

118,730 

2 The  figures  for  each  month  count  an  individual  wage-earner  as  often  as  his  name  appears  as 
paid  by  the  day  and  for  one  day  or  more  on  the  weekly  payrolls  of  the  month  specified  (cf.  Table 

xxxi  v). 
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Table  53.  Wage-earners  distributed  according  to  the  number  of  days  worked  per  week,  for 
Brooklyn  Union  system:  1910  — Continued. 

PER  CENT  DISTRIBUTION  OF  TOTAL  FOR  EACH  MONTH  BY  DAYS  WORKED. 


Month 

7 

6 

6 or  7 

5 

4 

3 

1 

January 

36.15 

43.21 

79.36 

5.96 

5.17 

3.15 

3.15 

3.21 

February 

34.72 

44.09 

78.81 

9.52 

5.39 

1.75 

2.12 

2.41 

March 

32.35 

49.84 

82.19 

7.96 

3.12 

1.59 

1.85 

3.29 

April 

29.56 

49.16 

78.72 

10.90 

4.28 

1.86 

2.12 

2.12 

May 

28.65 

51.17 

79.82 

8.19 

3.53 

2.35 

2.57 

3.54 

June 

28.91 

43.62 

72.53 

14.20 

4.90 

2.97 

2.26 

3.14 

July 

26.63 

50.97 

77.60 

9.81 

4.29 

2.50 

2.78 

3.02 

August 

25.77 

49.36 

75.13 

7.79 

5.00 

3.90 

3.60 

4.58 

September 

27.66 

45.43 

78.09 

12.21 

5.14 

3.52 

3.63 

2.41 

October 

29.04 

45.32 

74.36 

9.82 

4.73 

3.74 

3.59 

3.76 

November 

30.09 

46.20 

76.29 

10.54 

5.02 

2.65 

2.36 

3.14 

December 

33.37 

42.27 

75.64 

9.51 

4.50 

3.20 

2.65 

4.50 

Year 

29.90 

46.81 

76.71 

9.83 

4.58 

2.82 

2.76 

3.30 

This  table  brings  out  the  significant  fact  that  for  the  year  as  a 
whole  30  per  cent  of  the  wage-earners  are  reported  as  at  work 
seven  days  in  the  week.  The  number  at  work  a full  week  — 
defining  a full  week  as  embracing  either  six  or  seven  days  — is 
equal  to  77  per  cent  of  the  total  force  of  wage  earners.  As  the 
classification  here  is  somewhat  different-  from  that  in  the  pre- 
ceding tables,  the  percentages  cannot  be  compared  directly.  It 
is  evident  from  this  table,  however,  that  during  the  year  there  are 
always  from  20  to  30  per  cent  of  the  total  number  who  work  less 
than  six  days  per  week.  Of  these,  over  one-third,  on  the  average, 
work  five  days.  Approximately  9 per  cent  of  the  total  are  re- 
ported as  employed  less  than  four  days. 

Earnings. 

The  data  on  employees  and  wages  give  earnings  classified  so 
as  to  correspond  to  the  groupings  of  part-time  and  full-time  em- 
ployment. For  full-time  employees  there  is  shown  also  the  distri- 
bution of  earnings  under  headings  giving  various  ranges  of  earn- 
ings. The  data  are  given  in  detail  by  occupations  in  the  general 
tables.  Summaries  follow  here. 

Full-time  earnings  may  be  regarded  as  substantially  equivalent 
to  wage  rates,  and  comparison  may  be  made  from  year  to  year. 
It  is  well  to  bear  in  mind,  however,  that,  in  the  absence  of  a 
strict  definition  of  full  time  in  terms  of  hours,  and  under  con- 
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ditions  of  seven-day  employment  for  at  least  part  of  the  force, 
full-time  earnings  have  not  the  same  rigidity  as  rates,  and  are 
likely  to  vary  from  year  to  year  even  in  the  absence  of  rate 
changes. 

The  next  table  gives  full-time,  part-time  and  combined  average 
earnings  for  the  middle  week  of  December  of  the  years  1908, 
1909  and  1910. 


Table  54.  Average  earnings  — part-time,  full-time,  and  combined:  mid-December,  1908,  1909 

and  1910. 


AVERAGE  EARNINGS 


PER  CENT  INCREASE 


Class  of  Employee 

1908 

1909 

1910 

1908-1909 

1909-1910 

1908-1910 

Consolidated  System 

Full  time 

Clerical  employees 

$18  45 

$17  00 

$18  41 

D7.86 

8.29 

DO.  22 

Wage-earners 

Part  time 

15  07 

15  36 

15  71 

1.92 

2.28 

4.25. 

Clerical  employees 

8 07 

11  85 

5 38 

46.84 

D54.60 

D33.33 

Wage-earners 

Full  and  part  time  combined. 

9 78 

8 66 

8 91 

Dll. 45 

2.89 

D8.90 

Clerical  employees 

18  32 

16  94 

18  14 

D7.53 

7.08 

D0.9g 

Wage-earners.  .’ 

14  04 

13  63 

14  77 

D2.92 

8.36 

5.20 

Brookly  n Union  System 

Full  time 

Clerical  employees 

$16  51 

$17  11 

$17  33 

3.63 

1.29 

4.97 

Wage-earners 

Part  time 

15  57 

15  57 

15  60 

DO.  45 

0.65 

0.19 

Clerical  employees 

9 00 

8 03 

7 38 

D10. 78 

D8.09 

D18.00 

Wage-earners 

Full  and  part  time  combined 

7 89 

7 21 

6 03 

8.62 

D16.37 

D23.57 

Clerical  employees 

16  39 

16  92 

17  01 

3.23 

0.53 

3.78 

Wage-earners 

13  80 

13  25 

13  65 

D3.99 

3.02 

1.09 

Minor  Gas  Companies 

Full  time 

Clerical  employees 

$16  41 

$13  86 

$14  01 

D15.54 

1.08 

14.63 

Wage-earners 

Part  time 

14  48 

13  53 

13  88 

D6.56 

2.59 

D4.14 

Clerical  employees 

Wage-earners 

Full  and  part  time  combined 

6 88 

5 49 

5 98 

D20 . 20 

8.93 

D13.08 

Clerical  employees 

16  41 

13  86 

14  01 

D15.54 

1.08 

D14.63 

Wage-earners 

1 1 82 

11  22 

11  86 

4.77 

4.77 

Gas-Electrical  Companies 

Full  time 

Clerical  employees 

$17  23 

$18  30 

$19  63 

6.21 

7.27 

13.93 

Wage-earners 

Part  time 

15  40 

15  68 

15  94 

1.82 

1.66 

3.51 

Clerical  employees 

Wage-earners 

Full  and  part  time  combined 

5 20 

7 07 

5 81 

35.96 

D17.82 

11.17 

Clerical  employees 

17  23 

18  30 

19  63 

6.21 

7.27 

13.93 

Wage-earners 

13  42 

13  94 

14  41 

3.87 

3.37 

7.38 
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Table  5*.  Average  earnings  — part-time,  full-time,  and  combined:  mid-December,  1908,  190 

and  1910  — Concluded. 


AVERAGE  EARNINGS  PER  CENT  INCREASE 


Class  of  Employee 

1908 

1909 

1910 

1908-1909 

1909-1910 

1908-1910 

Full  time 

New  York  Edison  System 

Clerical  employees 

$14  97 

$14  27 

$14  76 

D4.68 

3.43 

Dl  .40 

Wage-earners 

Part  time 

15  47 

16  31 

16  01 

5.43 

D1.84 

3.49 

Clerical  employees 

7 03 

5 59 

7 26 

D20.48 

29.87 

3.27 

Wage-earners 

Full  and  part  time  combined 

12  04 

8 24 

8 11 

D31.56 

Dl  .58 

D32.64 

Clerical  employees 

14  93 

14  19 

14  72 

D4.96 

3.74 

Dl  .41 

Wage-earners 

14  79 

15  49 

15  34 

4.73 

DO.  97 

3.72 

Edison  Electric  Illuminating  (Brooklyn) 

Full  time 

Clerical  employees 

$14  40 

$13  81 

$14  21 

D4.10 

2.90 

D1.32 

Wage-earners 

Part  time 

15  04 

15  21 

14  87 

1.13 

D2.24 

Dl . 13 

Clerical  employees 

6 67 

3 39 

4 62 

D49 . 18 

36.28 

D30.73 

Wage- earners 

Full  and  part  time  combined 

3 86 

5 32 

4 22 

37.82 

D20.68 

9.33 

Clerical  employees 

14  37 

13  72 

13  98 

D4.52 

1.90 

D2.71 

Wage-earners 

14  80 

14  36 

14  17 

D2.97 

Dl  .32 

D4.26 

Full  time 

Minor  Electrical 

Companies 

Clerical  employees 

$13  39 

$13  10 

$13  38 

D2.17 

2.14 

DO.  07 

Wage-earners 

Part  time 

15  81 

15  06 

14  68 

D4.74 

D2.52 

D7.15 

Olftric.al  p m pi 

3 21 
7 06 

6 67 
9 51 

107.79 

34.70 

Wage-earners 

Full  and  part  time  combined 

5 46 

D42 . 59 

D22.66 

Clerical  employees 

11  68 

12  81 

13  38 

9.67 

4.45 

14.55 

Wage-earners 

14  34 

14  31 

14  00 

DO.  21 

D2.17 

D2.37 

Tlie  data  indicate  that  on  the  whole  there  was  during  the  two- 
year  period  substantially  no  change  in  the  rate  of  compensation 
to  employees,  as  measured  by  average  earnings.  For  clerical  em- 
ployees there  was  apparently  a decline  in  1909  and  an  increase 
in  1910,  the  latter  bringing  clerical  wages  back  to  the  1908  stand- 
ard. This  appears  to  be  the  situation  both  for  full-time  clerical 
employees  and  for  the  clerical  staff  as  a whole.  For  the  Brooklyn 
Union  system  there  has  been  a small  but  steady  increase,  bringing 
clerical  wages  in  1910  to  about  5 per  cent  above  the  1908  level. 
For  the  electrical  companies  there  was  apparently  an  actual  de- 
crease for  the  two-year  period,  the  increase  in  1910  not  being 
sufficient  to  offset  the  decrease  of  1909.  For  four  out  of  the  seven 
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groups  of  companies  there  was  an  actual  decline  for  the  two-year 
period;  for  two  there  was  a decided  increase;  and  for  one  there 
was  a slight  increase. 

As  regards  wage-earners,  the  Consolidated  companies  report  a 
4 per  cent  increase  from  1908  to  1910.  For  the  Brooklyn  Union 
system  there  has  been  practically  no  change  in  wages,  as  meas- 
ured by  average  earnings.  The  Ne w York  Edison  for  the  two- 
year  period  reports  an  increase  of  3.5  per  cent,  only  slightly  below 
that  reported  for  the  Consolidated.  The  Brooklyn  Edison  reports 
a slight  decrease.  Both  these  electrical  companies  report  declines 
in  wages  for  1910  as  compared  with  1909. 

Seasonal  variation  of  earnings. — The  following  table  indicates 
the  difference  in  earnings  between  the  mid-year  week  and  the 
December  week. 

Table  55.  Average  earnings  — part-time,  full-time  and  combined  — at  middle  and  close  of 

year:  1910.1 


FULL  AND  PART- 

FULL-TIME 

PART-TIME 

TIME  COMBINED 

Week 

Cleri- 
cal em-  Wage- 

Cleri- 
cal em-  Wage- 

Cleri- 
cal em-  Wage- 

Group  of  Companies 

ending 

ployees 

earners 

ployees 

earners 

ployees 

earners 

Consolidated  system 

25 

$17  00 

$14  67 

$4  45 

$9  01 

$16  52 

$13  48 

Dec. 

17 

18  26 

15  73 

5 38 

8 91 

17  97 

14  21 

Brooklyn  Union  system 

25 

17  29 

14  45 

8 93 

6 93 

17  08 

13  04 

Dec. 

17 

17  43 

15  63 

7 58 

6 16 

17  10 

13  88 

Minor  gas  companies 

25 

12  75 

13  70 

7 36 

12  75 

11  64 

Dec. 

17 

12  78 

14  07 

5 83 

12  78 

11  24 

Gas-electrical  companies 

25 

18  67 

14  54 

10  00 

8 67 

18  56 

13  54 

Dec. 

17 

17  45 

15  54 

3 50 

5 58 

17  28 

12  69 

Electrical  companies 

. June 

25 

14  97 

15  64 

6 57 

7 23 

14  91 

14  88 

Dec. 

17 

14  61 

15  66 

5 94 

7 53 

14  52 

15  05 

All  companies 

25 

$16  13 

$15  00 

$5  67 

$8  12 

$15  90 

$13  88 

Dec. 

17 

16  39 

15  66 

6 11 

7 85 

16  20 

14  38 

Per  Cent  Increase  of 

December  over  June  Weekly  Average 

Consolidated  system 

7.41 

7.23 

20.90 

D 1.11 

8.78 

5.42 

Brooklyn  Union  system 

0.81 

8.17  D 15.12 

D 11.11 

0.12 

6.44 

Minor  gas  companies 

0.24 

2.70 

D 20.79 

0.24 

D 3.44 

Gas-electrical  companies 

D 6.53 

6.88  D 65.00  D 35.64 

D 6.90 

D 6.28 

Electrical  companies 

D 2 .40 

0.13 

D 9.59 

4.15 

D 2.62 

1.14 

All  companies 

1.61 

4.40 

7.76 

D 3.33 

1.89 

3.60 

For  the  Consolidated  system  the  figures  indicate  an  increase  in 
average  earnings  from  the  middle  to  the  close  of  the  year  of'  9 
per  cent  for  clerical  employees  and  5 per  cent  for  wage-earners. 
For  the  Brooklyn  Union  system  the  increase  is  even  greater  foT 

1 This  table  omits  some  companies  for  which  data  are  not  available  for  the  week  ending  June 
25th.  See  Table  XXXII. 
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wage-earners,  while  for  clerical  employees  the  advance  is  slight. 
For  the  electrical  companies  practically  no  change  is  shown  for 
wage-earners,  while  for  clerical  employees  a decline  is  indicated. 

Data  on  the  variation  of  earnings  week  by  week  are  called  for 
in  the  reports.  For  practically  all  the  companies  average  earn- 
ings per  clerical  employee  can  be  computed  week  by  week.  For 
the  Consolidated  Gas  system,  New  York  Edison  and  Brooklyn 
Edison  such  data  are  available  for  wage-earners  in  terms  of 
hourly  rates.  For  the  Brooklyn  Union  system  it  can  be  made  up 
in  the  form  of  average  weekly  earnings  per  wage-earner.  The 
data  are  summarized  for  1910  in  the  next  two  tables.  The  in- 
formation is  summed  up  by  months,  and  an  average  calculated  for 
each  month.  Only  the  deviation  of  the  monthly  average  from  the 
average  for  the  year  is  shown  in  the  tables,  being  expressed  as  a 
per  cent  on  the  average  for  the  year  as  a base. 

Table  56.  Clerical  employees  — monthly  variation  in  average  earnings  per  employee  as  meas- 
ured by  deviations  from  the  average  for  the  year:  1910. 

Brooklyn  Edison  Electric 


Consolidated 

Union 

New  York 

Illuminating 

Month 

Gas  System 

system 

Edison 

(Brooklyn) 

January. . . 

+0.8 

+0.3 

+2.8 

+0.7 

February. . 

+1.9 

+14 

+2.0 

+0.3 

March . . . . 

+1.8 

+0.3 

+1.9 

—0.5 

April 

+1.2 

+0.3 

+1.1 

—0.2 

May 

—2.4 

+0.2 

+1.5 

—1.8 

June 

—2.6 

—1.3 

+0.5 

+2.2 

July 

—2.4 

+0.4 

—0.8 

—1.2 

August. . . . 

+1.4 

+0.6 

—1.4 

—0.5 

September. 

—0.6 

+0.3 

—1.3 

+4.8 

October . . . 

+0.3 

—0.1 

—1.3 

—0.4 

November. 

+1.5 

—0.3 

—1.9 

—1.8 

December . 

+2.1 

—1.7 

—1.6 

+0.5 

Table  57- 

Wage-earners 

— monthly  variation  in 

average  earnings 

per  employee  as  measured 

by  deviations  from  the  average  for  the  year: 

1910. 

Edison  Electric 

Consolidated 

Brooklyn 

New  York 

Illuminating 

Month 

Gas  system 

Union  system 

Edison 

(Brooklyn) 

January.  . . 

+0.8 

+5.6 

+0.3 

+2.8 

February. . 

+0.5 

+5 . 6 

—0.5 

+1.1 

March . . . . 

+3.0 

+3.5 

+1.2 

+2.3 

April 

—0.7 

+1.4 

+0.8 

+4.0 

May.  . 

—0.5 

+0.5 

+0.7 

June 

—3.2 

—2.0 

—1.4 

+0.9 

July 

—2.2 

—2.0 

—1.5 

— 0 . 5 

August. . . . 

0.0 

—4.4 

+0.7 

—0.6 

September. 

—1.4 

—2.7 

—0.2 

—0.5 

October.  . . 

+1.1 

—1.7 

+1.1 

—3.8 

November . 

+0.4 

+0.6 

— 1 . 5 

—0 . 8 

December . 

+3.3 

+1.4 

+0.4 

—2.3 
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As  might  be  expected,  the  variation  for  clerical  employees  is 
slight.  The  average  earnings  for  the  wage-earners  of  the  Con- 
solidated system  and  of  the  Brooklyn  Union  system  declined  con- 
siderably during  the  warmer  months  of  the  year,  probably  owing 
to  the  accession  of  unskilled  laborers  on  the  payrolls  due  to  re- 
pair and  extension  work  on  the  gas  mains.  The  average  earnings 
of  the  Brooklyn  Edison  seem  to  have  declined  about  5 per  cent 
from  the  beginning  to  the  end  of  the  year,  and  those  of  the  Brook- 
lyn Union,  4 per  cent.  The  Yew  York  Edison  shows  the  least 
variation  in  average  earnings  of  wage-earners  of  the  four  com- 
panies or  groups  of  companies  included  in  the  table. 

It  will  be  observed  that  for  the  Consolidated  Gas  system  the 
smallest  average  earnings  of  wage-earners  are  reported  for  June 
and  July;  for  the  Brooklyn  Union  system,  for  August  and  Sep- 
tember; for  the  Yew  York  Edison,  for  June,  July  and  November; 
and  for  the  Brooklyn  Edison,  for  October  and  December. 

T V age-earners  classified  by  earnings. — More  significant  than 
the  average  earnings  is  the  distribution  of  earnings.  The  next 
six  tables  show  the  data  by  groups  of  companies  for  the  mid- 
December  week  1908,  1909  and  1910. 

Table  58.  Full-time  wage-earners  distributed  according  to  their  weekly  earnings:  mid-December 

1908,  1909  and  1910. 

FULL-TIME  WAGE-EARNERS  EARNING  PER  WEEK — 

— — — ' — — ■ • Total 

$5  but  $7  but  $9  but  $10  but  $12  but  $15  but  $20  but  $25  full-time 


Group  of  Companies 

Under  under  under  under 

under 

under 

under 

under 

and 

wage- 

Year 

$5 

$7 

$9 

$10 

$12 

$15 

$20 

$25 

over 

earners 

Consolidated  Gas  system 

. 1908 

2 

45 

58 

309 

395 

776 

995 

291 

70 

2,941 

1909 

2 

14 

69 

312 

485 

824 

1,063 

368 

91 

3,228 

1910 

4 

6 

53 

193 

617 

1,061 

1,360 

508 

133 

3,935 

Brooklyn  Union  system 

. 1908 

2 

7 

9 

64 

163 

420 

521 

153 

59 

1,398 

1909 

1 

4 

7 

46 

196 

420 

579 

183 

34 

1,470 

1910 

3 

4 

47 

241 

607 

705 

213 

59 

1,879 

Minor  gas  companies 

. 1908 

1 

3 

8 

24 

52 

48 

11 

5 

152 

1909 

4 

10 

16 

15 

26 

58 

54 

11 

4 

198 

1910 

4 

5 

7 

1 

64 

55 

57 

18 

4 

215 

Gas-electrical  companies 

. 1908 

2 

1 

2 

16 

21 

30 

13 

4 

89 

1909 

1 

3 

1 

11 

33 

33 

11 

6 

99 

1910 

3 

12 

35 

37 

10 

9' 

106 

New  York  Edison  system. . . . 

. 1908 

i 70 

33 

24 

39 

211 

713 

796 

200 

117 

2,203 

1909 

87 

34 

46 

48 

267 

801 

974 

360 

239 

2,856 

1910 

88 

50 

51 

43 

269 

950 

988 

384 

210 

3,033 
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T able  58.  Full-time  wage-earners  distributed  according  to  their  weekly  earnings:  mid-Decem- 
ber, 1908,  1909  and  1910  — Concluded. 

FULL-TIME  WAGE-EARNERS  EARNING  PER  WEEK — ■ 

* | Total 

$5  but  $7  but  19  but  $10  but  $12  but  $15  but  |20  but  $25  full-time 


Group  of  Companies 

Under  under  under 

under 

under 

under 

under 

under 

and 

wage 

Year 

$5 

$7 

$9 

$10 

$12 

$15 

$20 

$25 

over 

earners 

Edison  Electric  Ulg.  (Brooklyn) 

1938 

40 

16 

22 

65 

80 

178 

283 

82 

48 

814 

1909 

27 

7 

21 

39 

166 

260 

300 

104 

58 

982 

1910 

42 

26 

48 

43 

225 

263 

342 

124 

71 

1,189 

Minor  electrical  companies 

1908 

3 

2 

2 

a 

35 

62 

55 

34 

9 

203 

1909 

4 

1 

2 

3 

36 

61 

66 

18 

8 

199 

1910 

10 

1 

12 

7 

46 

77 

84  • 

26 

13 

276 

All  companies 

1908 

117 

106 

119 

488 

924 

2,222 

2,728 

784 

312 

7,800 

1909 

125 

71 

164 

464 

1,187 

2,457 

3,069 

1,055 

440 

9,032 

1910 

148 

91 

178 

334 

1,474 

3,053 

3,573 

1,283 

499 

10,633 

Table  59.  Full-time  wage-earners  — per  cent  distribution  according  to  weekly  earnings:  mid- 
December  1908,  1909  and  1910. 

PER  CENT  OF  ALL  FULL-TIME  WAGE-EARNERS  EARNING  PER  WEEK — 


$5  but  $7  but  $9  but  $10  but  $12  but  $15  but  $20  but  $25 


Group  of  Companies 

Under 

under 

under 

under 

under 

under 

under  under 

and 

Year 

$5 

$7 

$9 

$10 

$12 

$15 

$20 

$25 

over 

Consolidated  Gas  system 

. 1908 

0.07 

1.53 

1.97 

10.51 

13.43 

26.39 

33.83 

9.89 

2.38 

1909 

0.06 

0.43 

2.14 

9.67 

15.02 

25.53 

32.93 

11.40 

2.82 

1910 

0.10 

0.15 

1.35 

4.91 

15.68 

26.96 

34.56 

12.91 

3.38 

Brooklyn  Union  system 

1908 

0.14 

0.50 

0.64 

4.58 

11.66 

30.04 

37.27 

10.95 

4.22 

1909 

0.07 

0.27 

0.48 

3.13 

13.33 

28.57 

39.39 

12.45 

2.31 

1910 

0.16 

0.21 

2.50 

12.83 

32.30 

37.52 

11.34 

3.14 

Minor  gas  companies 

1908 

0.66 

1.97 

5.26 

15.79 

34.21 

31.58 

7.24 

3.29 

1909 

2.02 

5.05 

8.08 

7.58 

13.13 

29.29 

27.27 

5.56 

2.02 

1910 

1.86 

2.33 

3.25 

0.47 

29.77 

25.58 

26.51 

8.37 

1.86 

Gas-electrical  companies 

1908 

2.22 

1.11 

2.22 

17.78 

24.45 

33.33 

14.44 

4.45 

1909 

1.01 

3.03 

1.01 

11.11 

33.33 

33.34 

11.11 

6.06 

1910 

2.83 

11.32 

33.02 

34.91 

9.43 

8.49 

New  York  Edison  system 

1908 

3.18 

1.50 

1.09 

1.77 

9.58 

32.36 

36.13 

9.08 

5.31 

1909 

3.05 

1.19 

1.61 

1.68 

9.35 

28.05 

34.10 

12.60 

8.37 

1910 

2.90 

1.65 

1.68 

1.42 

8.87 

31.32 

32.58 

12.66 

6.92 

Edison  Electric  Ulg.  (Brooklyn) — 

1908 

4.91 

1.96 

2.70 

7.99 

9.83 

21.87 

34.77 

10.07 

5.90 

1909 

2.75 

0.71 

2.14 

3.97 

16.90 

26.48 

30.55 

10.59 

5.91 

1910 

3.53 

2.19 

4.04 

3.62 

18.92 

22.54 

28.76 

10.43 

5.97 

Minor  electrical  companies 

1908 

1.48 

0.99 

0.99 

0.49 

17.33 

30.20 

27.23 

16.83 

4.46 

1909 

2.01 

0.50 

1.01 

1.51 

18.09 

30.65 

33.16 

9.05 

4.02 

1910 

3.62 

0.36 

4.35 

2.54 

16.67 

27.90 

30.43 

9.42 

4.71 

All  companies 

1908 

1.50 

1.36 

1.52 

6.26 

11.85 

28.49 

34.97 

10.05 

4.00 

1909 

1.38 

0.79 

1.82 

5.14 

13.14 

27.20 

33.98 

11.68 

4.87 

1910 

1.39 

0.86 

1.68 

3.14 

13.86 

28.71 

33.60 

12.07 

4.69 
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Table  60.  Full-time  clerical  employees  distributed  according  to  their  weekly  earnings:  mid- 
December  1908,  1909  and  1910. 


FULL-TIME  CLERICAL  EMPLOYEES  EARNING  PER  WEEK— 


Group  of  Companies 

Under 

$5  but 
under 

$7  but  $9  but  ! 
under  under 

$10  but 
under 

$12  but  $15  but  $20  but 
under  under  under 

$25 

and 

Total 

full-time 

clerical 

Year 

$5 

$7 

$9 

$10 

$12 

$15 

$20 

$25 

over 

employees 

Consolidated  Gas  system 

1908 

45 

68 

35 

91 

164 

448 

220 

115 

1,186 

1909 

3 

41 

92 

49 

85 

168 

477 

261 

110 

1.286 

1910 

4 

29 

60 

32 

117 

185 

521 

345 

150 

1,443 

Brooklyn  Union  system. . 

1908 

3 

3 

12 

27 

48 

79 

240 

63 

28 

503 

1909 

5 

11 

20 

45 

101 

246 

100 

37 

565 

1910 

8 

18 

10 

40 

106 

272 

139 

38 

631 

Minor  gas  companies .... 

1908 

2 

3 

6 

1 

10 

18 

19 

10 

6 

75 

1909 

1 

3 . 

7 

6 

12 

16 

24 

9 

3 

81 

1910 

3 

3 

4 

6 

8 

22 

28 

9 

4 

87 

Gas-electrical  companies . 

1908 

1 

4 

10 

1 

2 

18 

1909 

1 

5 

11 

2 

4 

23 

1910 

1 

4 

15 

5 

4 

29 

New  York  Edison  system 

1908 

28 

116 

81 

36 

80 

240 

320 

167 

125 

1,193 

1909 

22 

129 

103 

36 

111 

264 

352 

154 

92 

1,263 

1910 

9 

128 

131 

43 

123 

268 

388 

192 

124 

1,406 

Edison  Electric  Illumi- 

nating  (Brooklyn) 

1908 

1 

16 

22 

7 

41 

75 

70 

39 

18 

289 

1909 

14 

35 

29 

2 

48 

79 

72 

42 

15 

336 

1910 

4 

18 

30 

8 

47 

92 

85 

48 

20 

352 

Minor  electrical  com- 

panies 

1908 

2 

5 

5 

1 

5 

4 

17 

3 

3 

45 

1909 

3 

3 

4 

2 

6 

5 

13 

4 

2 

42 

1910 

4 

5 

6 

1 

10 

8 

22 

3 

4 

63 

All  companies 

1908 

36 

188 

194 

107 

276 

584 

1,124 

503 

297 

3,309 

1909 

43 

216 

246 

115 

308 

638 

1,195 

572 

263 

3,596 

1910 

24 

191 

249 

100 

346 

685 

1,331 

741 

344 

4,011 

Table  61.  Full-time  clerical  employees — -per  cent  distribution  according  to  weekly  earnings : 
mid-December  1908,  1909  and  1910. 

PER  CENT  OF  ALL  FULL-TIME  CLERICAL  EMPLOYEES  EARNING  PER  WEEK— 


$5  but 

$7  but 

$9  but 

$10  but  $12  but  $15  but  $20  but 

$25 

Group  of  Companies 

Under 

under 

under 

under 

under 

under 

under 

under 

and 

Year 

$5 

$7 

$9 

$10 

$12 

$15 

$20 

$25 

over 

Consolidated  Gas  system 

. 1908 

3.79 

5.73 

2.95 

7.67 

13.83 

37.78 

18.55 

9.70 

1909 

0.23 

3,19 

7.16 

3.81 

6.61 

13.06 

37.09 

20.30 

8.55 

1910 

0.28 

2.01 

4.16 

2.22 

8.11 

12.82 

36.10 

23.91 

10.39 

Brooklyn  Union  system 

, . 1908 

0.60 

0.60 

2.39 

5.37 

9.54 

15.71 

47.71 

12.52 

5.56 

1909 

0.88 

1.95 

3.54 

7.96 

17.88 

43.54 

17.70 

6.55 

1910 

1.21 

2.59 

1.55 

6.05 

117.10. 

143.01 

22.45 

6.04 

Minor  gas  companies 

. 1908 

2.67 

4.00 

8.00 

1.33 

13.33 

24.00 

25.33 

13.34 

8.00 

1909 

1.24 

3.70 

8.64 

7.41 

14.82 

19.75 

29.63 

11.11 

3.70 

1910 

3.45 

3.45 

4.60 

6.89 

9.20 

25.29 

32.18 

10.34 

4.60 

Gas-electrical  companies 

, . 1908 

5.56 

22.22 

55.56 

5.55 

11.11 

1909 

4.35 

21.74 

47.83 

8.69 

17.39 

1910 

1.24 

3.70 

1.24 

7.41 

13.58 

46.91 

17.28 

8.  £4 
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Table  61.  Full-time  clerical  employees  — per  cent  distribution  according  to  weekly  earnings  . 
mid-December  1908,  1909  and  1910 — Concluded. 

PER  CENT  OF  ALL  FULL-TIME  CLERICAL  EMPLOYEES  EARNING  PER  WEEK — 


$5  but  $7  but  $9  but 

$10  but  $12  but  $15  but  $20  but  $25 

Under 

under 

under 

under 

under 

under 

under 

under 

and 

Group  of  Companies 

Year 

$5 

$7 

$9 

$10 

$12 

$15 

$23 

$25 

over 

New  York  Edison  system 

1908 

2.35 

9.72 

6.79 

3.02 

6.70 

20.12 

26.82 

14.00 

10.48 

1909 

1.74 

10.21 

8.16 

2.85 

8.79 

20.90 

27.87 

12.19 

7.29 

1910 

0.64 

9.10 

9.32 

3.06 

8.75 

19.06 

27.60 

13.65 

8.82 

Edison  Electric  Illg.  (Brooklyn) . . . 

1908 

0.35 

5.54 

7.61 

2.42 

14.19 

25.95 

24.22 

13.49 

6 23 

1909 

4.17 

10.42 

8.63 

0.59 

14.29 

23.51 

21.43 

12.50 

4.46 

1910 

1.14 

5.11 

8.52 

2.27 

13.35 

26.14 

24.15 

13.64 

5.68 

Minor  electrical  companies 

1908 

4.44 

11.11 

11.11 

2.22 

11.11 

8.89 

37.78 

6.67 

6.67 

1909 

7.14 

7.14 

9.52 

4.76 

14.29 

11.91 

30.95 

9.53 

4.76 

1910 

6.35 

7.94 

9.52 

1.59 

15.87 

12.70 

34.92 

4.76 

6.35 

All  companies 

1908 

1.09 

5.68 

5.86 

3.23 

8.34 

17.65 

33.97 

15.20 

8.98 

1909 

1.20 

6.01 

6.84 

3.20 

8.56 

17.74 

33.23 

15.91 

7.31 

1010 

0.60 

4.76 

6.21 

2.49 

8.63 

17.08 

33.18 

18.47 

8.58 

— 

— 

— ■ — 

— 

— 

— 

— 

— 

— 

— 

Examination  of  these  tables  reveals  considerable  differences  in 
the  distribution  of  wages  for  the  different  classes  of  companies. 
Condensed  tables  emphasizing  such  differences  appear  below. 

Table  62.  Full-time  wage-earners  — per  cent  distribution  according  to  weekly  earnings,  by 
three  classes  only:  mid-December  1908,  1909  and  1910. 


FULL-TIME  WAGE-EARNERS  EARNING  PER  WEEK 


Groups  of  Companies 

$12  but 

Year 

Under  $12 

under  $20 

$20  and  over 

Consolidated  Gas  system 

1908 

27.51 

60.22 

12.27 

1909 

27.32 

58.46 

14.22 

1910 

22.19 

61.52 

16.29 

Brooklyn  Union  system 

1908 

17.52 

67.31 

15.17 

1909 

17.28 

67.96 

14.76 

1910 

15.70 

69.82 

14.48 

Minor  gas  companies 

1908 

23.68 

65.79 

10.53 

1909 

35.86 

56.56 

7.58 

1910 

37.68 

52.09 

10.23 

Gas-electrical  companies 

1908 

23.33 

57.78 

18.89 

1909 

16.16 

66.67 

17.17 

1910 

14. 15 

67.93 

17.92 

New  Yrork  Edison  system 

1908 

17.12 

68.49 

14.39 

1909 

16.88 

62.15 

20.97 

1910 

16.52 

63.90 

19.58 

Edison  Electric  Illuminating  (Brooklyn). 

1908 

27.39 

56.64 

15.97 

1909 

26.47 

57.03 

16.50 

1910 

32.30 

51.30 

16.40 

Minor  electrical  companies 

1908 

21.28 

57.43 

21.29 

1909 

23.12 

63.81 

13.07 

1910 

27.54 

58.33 

14.13 

All  companies 

1908 

22.49 

63.46 

14.05 

1909 

22.27 

61.18 

16.55 

1910 

20.93 

62.31 

16.76 
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Table  63.  Full-time  clerical  employees  — per  cent  distribution  according  to  weekly  earnings 
by  three  classes  only:  mid-December  1908,  1909  and  1910 

FULL-TIME  CLERICAL  EMPLOYEES  EARNING  PER 
WEEK 


$12  but 


Groups  of  Companies 

Year 

Under  $12 

under  $20 

$20  and  over 

Consolidated  Gas  system 

1908 

20.14 

51.61 

28.25 

1909 

21.00 

50.15 

28.85 

1910 

16.78 

48.92 

34.30 

Brooklyn  Union  system 

1908 

18.50 

63.42 

18.08 

1909 

14.33 

61.42 

24.25 

1910 

11.40 

60.11 

28.49 

Minor  gas  companies 

1908 

29.33 

49.33 

21.34 

1909 

35.81 

49.38 

14.81 

1910 

27.59 

57.47 

14.94 

Gas-electrical  companies 

1908 

5.56 

77.78 

16.66 

1909 

4.35 

69.57 

26.08 

1910 

13.59 

60.49 

25.92 

New  York  Edison  system 

1908 

28.58 

46.94 

24.48 

1909 

31.75 

48.77 

19.48 

1910 

30.87 

46.66 

22.47 

Edison  Electric  Illuminating  (Brooklyn) . 

1908 

30.11 

50.17 

19.72 

1909 

38.10 

44.94 

16.96 

1910 

30.39 

50.29 

19.32 

Minor  electrical  companies 

1908 

39.99 

46.67 

13.34 

1909 

42.85 

42.88 

14.29 

1910 

41.27 

47.62 

11.11 

All  companies 

1908 

24.20 

51.62 

24.18 

1909 

25.81 

50.97 

23.22 

1910 

22.69 

50.26 

27.05 

For  wage-earners  it  will  be  observed  that  the  distribution  for 
the  Brooklyn  Union  system  is  more  favorable  than  for  the  Con- 
solidated system.  A larger  percentage  of  Brooklyn  Union  em- 
ployees earn  between  $12  and  $20  a week,  and  a smaller  per- 
centage earn  under  $12.  This  is  true  in  spite  of  the  fact  that  the 
average  earnings  of  wage-earners  at  work  full  time  is  sub- 
stantially the  same  for  the  two  systems. 

The  situation  of  the  wage-earners  of  the  FTew  York  Edison  as 
regards  the  distribution  according  to  earnings  is  more  favorable 
than  is  that  of  the  wage-earners  of  the  Consolidated  Gas  system. 
Belatively  fewer  earn  below  $12  and  more  earn  $20  or  over.  For 
the  Brooklyn  Edison  the  situation  is  less  favorable  than  for  the 
Brooklyn  Union  system.  A considerably  larger  per  cent  earn 
less  than  $12,  and  only  about  the  same  per  cent  earn  $20  or  more. 

Considering  all  wage-earners  in  the  lighting  business,  nearly 
two-thirds  of  the  force  at  work  full  time  earn  between  $12  and 
$20  a week.  One-sixth  earn  $20  or  more,  and  about  one-fifth, 
below  $12.  Considering  the  movement  of  wages  during  the  two- 
year  period,  the  most  significant  change  has  been  the  reduction  of 
the  per  cent  earning  less  than  $12. 
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For  clerical  workers  the  data  as  regards  totals  are  to  a less 
degree  on  a uniform  basis  owing  to  the  difference  in  the  extent 
to  which  women  are  employed.  Thus  the  Consolidated  Gas  sys- 
tem employs  a very  much  larger  number  of  women  proportionately 
than  the  Brooklyn  Union  system,  and  the  electrical  companies 
more  in  proportion  than  the  gas  companies.  The  effect  is  to  show 
for  the  groups  employing  the  larger  proportions  of  women  larger 
percentages  of  employees  receiving  low  wages  and  high  wages, 
respectively,  and  a smaller  percentage  receiving  the  medium  wage 
as  fixed  in  the  table. 

In  comparing  the  proportions  in  the  several  classes  for  the 
clerical  workers  and  for  the  wage-earners  it  is  interesting  to  note 
that  only  50  per  cent  of  the  former  are  found  earning  between 
$12  and  $20  as  compared  with  over  60  per  cent  of  the  latter.  On 
the  other  hand,  27  per  cent  of  the  clerical  staff  earn  $20  or  over 
as  compared  with  only  17  per  cent  of  the  wage-earners. 

The  following  tables  show  the  distribution  of  the  male  and 
female  clerical  employees  by  wage  classes  for  the  middle  week  of 
December,  1910. 


Table  64.  Full-time  clerical  employees  distributed  by  wage  classes  and  by  sex:  week  ending 
, December  17,  1910 

FULL-TIME  CLERICAL  EMPLOYEES  EARNING  PER  WEEK — 


$9 

$10 

$12 

$15 

$20 

$5  but  $7  but 

but 

but 

but 

but 

but 

$25 

Sex  of 

Under  under 

under 

under  under  under  under 

under 

and 

Group  of  Companies 

employees 

$5 

$7 

19 

$10 

$12 

$15 

$20 

$25 

over 

Total 

Consolidated  Gas  system 

. Total . . . 

4 

29 

60 

32 

117 

185 

521 

345 

150 

1,443 

Male..., 

4 

27 

38 

22 

102 

176 

505 

338 

149 

1,361 

Female., 

2 

22 

10 

15 

9 

16 

7 

1 

82 

Brooklyn  Union  system 

Total.  . . 

8 

18 

10 

40 

106 

272 

139 

38 

631 

Male... 

8 

18 

10 

40 

104 

269 

139 

38 

626 

Female. . 

2 

3 

5 

Minor  gas  companies 

. Total.  . . 

3 

3 

4 

6 

8 

22 

28 

9 

4 

87 

Male... 

3 

3 

3 

3 

5 

17 

27 

9 

4 

74 

Female. 

1 

3 

D 

5 

1 

13 

Gas-electrical  companies 

Total . . . 

1 

4 

15 

5 

4 

29 

Male.... 

3 

13 

5 

4 

25 

Female. . 

1 

1 

2 

4 

New  York  Edison  system 

. Total . . . 

9 

128 

131 

43 

123 

268 

388 

192 

124 

1.406 

Male.... 

9 

106 

101 

26 

76 

212 

352 

183 

122 

1,187 

Female. . 

22 

30 

17 

47 

56 

36 

9 

2 

219 

Edison  Electric  Ulg.  (Brooklyn).. 

Total . . . 

4 

18 

30 

8 

47 

92 

85 

48 

20 

352 

Male 

4 

14 

23 

5 

21 

76 

75 

45 

20 

283 

Female. . 

4 

7 

3 

26 

16 

10 

3 

69 

Minor  electrical  companies 

Total . . . 

4 

5 

6 

1 

10 

8 

22 

3 

4 

63 

Male 

2 

3 

5 

6 

5 

20 

3 

3 

47 

Female. . 

2 

2 

1 

1 

4 

3 

2 

1 

16 

All  companies 

Total. . . 

24 

191 

249 

100 

346 

685 

1,331 

741 

344  4,011 

Male 

22 

161 

188 

66 

250 

593 

1,261 

722 

340  3,603 

Female. . 

30 

f 61 

34 

£*96 

5?  92 

70 

19 

4 

408 

Table  65.  Per  cent  distribution  of  clerical  employees,  male  and  female,  by  wage-classes:  week  ending  December  17,  19*0 
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These  tables  show,  as  is  otherwise  known,  that  the  lighting 
companies  employ  women  chiefly  in  the  less  important  positions, 
nearly  52  per  cent  of  the  women  receiving  under  $12  a week,  as 
compared  with  only  19  per  cent  of  the  men. 

The  distribution  of  earnings  for  male  clerical  employees  is 
more  favorable  in  the  case  of  the  Consolidated  system  than  in  the 
case  of  the  Brooklyn  Union,  a considerably  larger  per  cent  re- 
ceiving in  excess  of  $20  per  week.  The  distribution  of  earnings 
is  about  the  same  for  the  two  large  electrical  companies,  inclin- 
ing somewhat,  perhaps,  in  favor  of  the  Brooklyn  Edison,  which 
reports  a smaller  per  cent  of  clerical  employees  earning  under 
$12.  For  female  clerical  employees  the  situation  in  the  New 
York  Edison  is  more  favorable,  a smaller  proportion  of  the  female 
employees  of  that  company  earning  less  than  $12. 

Earnings  in  relation  to  hours  of  work. — For  the  Consolidated 
Gas  system,  the  New  York  Edison,  and  the  Brooklyn  Edison  the 
returns  show  the  average  hourly  compensation  of  wage-earners 
during  the  year.  The  figures  are  as  follows: 


1909  1910 

cents  cents 

Consolidated  Gas  system 21.57  21.89 

New  York  Edison 28.42  28.89 

Edison  Elec.  Illg.  (Brooklyn) 26.71  25.97 


The  higher  hourly  rate  of  compensation  paid  by  the  electrical 
companies  is  significant,  as  is  also  the  considerable  difference  in 
rate  between  the  New  York  Edison  and  the  Brooklyn  Edison. 

The  total  number  of  hours  worked  by  all  wage-earners  com- 
bined who  are  employed  by  the  hour,  and  the  total  wages  paid 
these  wage-earners,  are  available  for  each  week  of  the  year  for 
the  three  systems  or  companies  named  above.  From  these  data 
can  be  derived  the  average  rate  of  compensation  per  hour  for  any 
week.  On  the  basis  of  this  average  hourly  rate  and  the  average 
full-time  compensation  for  the  weeks  ending  June  25  and  Decem- 
ber 17,  a computation  may  be  made  of  the  number  of  hours  of 
work  per  week  represented  by  full-time  employment.  This  is 
done  in  the  following  table,  which  gives  also  similar  data  for 
part-time  employees  and  for  all  employees  combined. 
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Table  66.  Hourly  earnings  of  wage-earners  and  hours  of  employment  per  week:  weeks  ending 
June  25  and  December  17,  1910 

AVERAGE  EARNINGS  PER  AVERAGE  DURATION  OP  EM- 

WEEK  PLOYMENT  PER  WEEK 

(hours) 


Full- 

time 

Part- 

time 

Total 

Rate 

per 

Full- 

time 

Part- 

time 

Total 

wage- 

wage- 

wage- 

hour 

wage- 

wage- 

wage- 

System  or  Company 

earners 

earners 

earners 

(cents) 

earners 

earners 

earners 

Consolidated  Gas  system 

June  25 

. $14.67 

$9.28 

$14.30 

21.54 

68.11 

43.08 

66.39 

Dec.  17 

15.73 

9.67 

14.32 

24.60 

63.94 

39.31 

58.21 

New  York  Edison 

June  25 

15.96 

8.11 

15.13 

28.66 

55.69 

28.30 

52.79 

Dec.  17 

16.10 

8.88 

15.53 

29.49 

54.59 

30.11 

52.66 

Edison  Electric  Illg.  (Brooklyn) . 
June  25 

15.02 

3.89 

14.46 

27.23 

55. 16 

14.29 

53.10 

Dec.  17 

14.87 

4.22 

14.17 

25.54 

58.22 

16.52 

55.48 

The  table  indicates  that  full  time  for  the  Consolidated  Gas 
system  wage-earners  represents  from  64  to  68  hours,  or  more 
than  10  hours  a day  for  six  days.  For  the  electrical  companies 
the  full-time  week  is  apparently  about  10  hours  shorter. 

Earnings  by  occupations. — Occupational  comparisons  may  best 
be  made  on  the  basis  of  full-time  earnings.  The  following  table 
gives  for  the  more  definite  occupations  and  occupational  group- 
ings the  full-time  averages  for  the  mid-week  of  December,  1908, 
1909,  and  1910.  Part-time  averages  and  averages  for  full  and 
part-time  combined  are  also  added,  as  by  comparison  with  full- 
time earnings  these  figures  give  some  indication  of  the  extent  or 
importance  of  part-time  employment  for  different  occupations. 


Table  67.  Average  earnings  by  occupations,  for  full-time  and  part-time  employees:  mid-December  1908,  1909  and  1910 
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Represents  canvassers  only. 
Total  other  clerical. 
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For  pipe  fitters  and  calkers,  who  constitute  the  largest  definite 
group  among  the  mechanical  trades  in  the  lighting  business, 
average  full-time  earnings  were  $17  in  1910,  and  for  meter  testers 
and  repairers,  who  constitute  the  next  largest  group,  $14.63. 

The  Labor  Cost  of  Supplying  Gas  and  Electricity. 

Below  an  attempt  is  made  to  show  for  1910  the  importance  of 
labor  in  the  cost  of  furnishing  gas  and  electricity  to  the  consumer. 
This  cannot  be  done  exactly,  owing  to  the  fact  that  some  of  the 
companies  have  not  made  an  analysis  of  wages  charged  to  such 
suspense  accounts  as  storeroom  and  stable  or  transportation.  A 
further  disturbing  influence  arises  where  companies  in  a system 
do  work  for  one  another,  or  where  work  is  done  through  con- 
tractors. In  such  cases  the  labor  cost  does  not  appear  on  the  pay- 
rolls of  the  company  for  which  the  service  is  performed,  the  total 
amount  of  the  bill  for  such  service  being  charged  to  operating  ex- 
penses. However,  an  examination  of  the  details  bearing  on  these 
points  will  make  the  labor  cost  clear  in  the  system  figures.  These 
factors  are  not  sufficiently  large  to  impair  the  value  of  the  figures 
as  here  used. 


Table  68.  Wages  and  salaries  in  relation  to  operating  revenues  and  operating  expenses:  1910 
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2 Includes  33,439,000  cu.  ft.  sold  to  the  Westchester  Lighting  Co. 

2 Includes  6,174,707  kw.  hrs.  sold  to  the  Yonkers  Electric  Light  and  Power  Co. 

4 See  note  5,  page  96. 

6 Excludes  current  of  Richmond  Light  and  Railroad  Company  delivered  to  its  railroad  department. 
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In  the  figures  used  in  the  above  table  charges  for  depreciation 
and  contingencies  are  eliminated  from  operating  expenses  for  the 
reason  that  such  charges  are  not  on  the  same  basis  and  are  ap- 
parently more  than  mere  depreciation  reserves.  Moreover,  the 
labor  involved  in  making  good  depreciation  and  in  replacements 
is,  under  the  Uniform  System  of  Accounts,  charged  through  the 
capital  accounts  and  not  through  operating  expenses.  The  figures 
used  represent  uniformly  for  all  companies,  actual  outlays  for 
materials,  wages,  other  services,  and  taxes.  Bad  debts  are  in- 
cluded here  with  operating  expenses,  although  more  strictly  per- 
haps they  should  be  deducted  from  revenue. 

As  regards  the  gas  companies,  labor  absorbs  one-fifth  of  their 
revenues.  Wages  are  the  second  largest  item  of  expense,  account- 
ing for  one-third  of  the  operating  expenses  (exclusive  of  de- 
preciation). To  put  the  matter  more  concretely,  out  of  the  80 
cents  per  thousand  cubic  feet  received  from  the  sale  of  gas,  16 
cents  is  paid  out  in  compensation  to  officers  and  employees. 

Of  the  groups  of  gas  companies  the  Consolidated  system  enjoys 
the  smallest  labor  cost  per  unit,  as  might  well  be  expected  from 
the  highly  favorable  territory  in  which  it  operates.  The  Brooklyn 
Union  shows  a higher  labor  cost,  and  the  smaller  companies  a unit 
cost  that  is  still  higher. 

In  the  case  of  the  electrical  companies,  labor  receives  a smaller 
proportion  of  the  amounts  paid  by  the  public,  namely,  one-sixth 
of  the  revenue,  instead  of  one-fifth  as  in  the  case  of  the  gas  com- 
panies. On  the  other  hand,  labor  is  of  slightly  higher  importance 
as  a cost  in  supplying  electricity,  absorbing  36  per  cent  of  the 
total  operating  expenses  exclusive  of  depreciation,  as  compared 
with  34  per  cent  for  the  gas  companies. 


PART  II 

GENERAL  TABLES 

[Separate  tables  for  1909  and  1910  are  indicated  by  the  dates  accompanying  the  roinan  numbers.] 

I,  II,  HI 

Gas  works 

IV 

Gas  holders 

V 

Gas  mains 

VI 

Gas  services 

VII,  VIII 

Gas  meters 

IX,  X — 1909  and  1910 

Gas  materials  and  residuals 

XI,  XII  — 1909  and  1910 

Gas  made  and  distributed 

XIII,  1909  and  1910,  XHIa,  XIV 

Gas  consumption  and  consumers’  appliances 

XV 

Electric  power-plant  apparatus 

XVI,  XVII 

Electric  distributing  plant 

XVIII,  XIX 

Electric  meters 

XX 

Connected  load 

XXI,  XXII,  XXIII  — 1909  and  1910 

Electricity  generated,  peak  loads,  disposition  of  current 

XXIV,  1909  and  1910,  XXIVa 

Consumption  of  electric  current 

XXV  to  XXIX  inch,  1909  and  1910 

Casualties,  gas  and  electric 

XXX  to  XXXIV  incL,  1909  and  1910 

Employees  and  wages 

XXXV,  1909  and  1910 

Revenues  and  expenses,  gas 

XXXVI,  1909  and  1910 

Revenues  and  expenses,  electricity 

XXXVII,  1909  and  1910 

Income  (and  surplus)  statements 

XXXVIII,  1909  and  1910 

Balance-sheet  statements 

XXXIX 

Changes  in  fixed  capital 

XL 

Consumers’  deposits 

XLI 

Securities  issued  and  outstanding 

XLII 

Voting  powers  and  votes  cast 

XLIII 

Intercorporate  holdings  and  other  investments 
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1 Increases  all  occurred  in  1910. 

2 Combined  with  carbureter. 

3 Not  in  operation. 
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Note. — The  New  York  and  Richmond  Gas  Company  has  an  unused  plant  at  Willow  avenue,  Clifton,  Staten  Island.  This  plant  has  4 benches  and  24  letorts 
with  a capacity  of  500,000  cu.  ft. 

1 Plant  not  in  operation  in  1910,  and  apparently  not  likely  to  be  used,  hence  not  included  in  the  totals. 

* Only  24  available  for  use. 


TABLE  m.  GAS  PLANTS  — AUXILIARY  WORKS  APPARATUS 

(Companies  omitted  under  any  class  of  apparatus  do  not  report  any.) 
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Note.—  A considerable  amount  of  miscellaneous  apparatus  reported  by  the  Consolidated  Gas  and  the  Astoria  Light,  Heat  and  Power  is  omitted  from  the 
tabulation.  Governors,  oil  pumps,  oil  heaters  and  tar  pumps  are  also  omitted  this  year  owing  to  the  unsatisfactory  state  of  the  returns  for  capacity. 

* The  star  indicates  changes  that  occurred  in  1909. 

1 Capacity  is  in  teims  of  horse  power  when  the  name  of  the  apparatus  is  accompanied  by  an  A;  gallons  per  hour  when  by  a B;  cu.  ft.  of  gas  per  24  hours  when 
by  a C;  cu.  ft.  of  gas  per  hour  when  by  a D;  gallons  when  by  an  E;  and  cu.  ft.  of  air  per  minute  when  by  an  F. 
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* The  star  indicates  changes  that  occurred  in  1909. 

1 See  footnote  1,  page  193.  2 As  reported  and  affirmed  by  the  company  to  be  correct. 
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* The  star  indicates  changes  that  occurred  in  1909. 

1 See  footnote  1,  page  193.  2 As  reported  and  affirmed  by  the  company  to  be  correct. 
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TABLE  IV.  GAS  PLANTS  — HOLDERS,  BY  COMPANIES  AND  STATIONS 


Consolidated  System 
Consolidated  Gas 


Fourteenth  street  and  East  river. 


Eighteenth  street  and  North  river 

Twenty-first  street  and  East  river 

Forty-second  street  and  North  river 

Forty-fourth  street  and  North  river 

Sixty-third  street  and  Avenue  A 

S’xty-third  street  and  West  End  avenue . . 


Ninty-ninth  street  and  First  avenue 

1 1 1th  street  and  First  avenue 

132d  street  and  Twelfth  avenue 

Broadway  and  Dyckman  street 

Astoria  Light,  Heat  and  Power 

Astoria,  Long  Island  City 

Central  Union  Gas 

East  140th  street  and  Walnut  avenue.  . . 


East  138th  street  and  Walnut  avenue.  . 

East  138th  street  and  Locust  avenue.  . . 
East  137th  street  and  Walnut  avenue.  . . 

New  Amsterdam  Gas 

Ravenswood,  Long  Island  City 

Fortieth  to  42d  st.,  First  ave.  and  E.  R.  . 
Fifty-Eighth  street  and  Eleventh  avenue 

Fifteenth  street  and  Avenue  A 

New  York  Mutual  Gas  Light 

South  East  corner  Avenue  D and  12th  st, 
North  East  corner  Avenue  D and  12th  st 
North  West  corner  Avenue  D and  12th  st 
North  side  of  12th  st. — east  of  Avenue  D. 

Northern  Union  Gas 

West  Farms  road  and  173d  street 

West  Farms  road  and  173d  street 

West  Farms  road  and  173d  street 

Webster  avenue  and  175th  street 

Standard  Gas  Light 

Foot  of  East  115th  street 

Foot  of  East  115th  street 

108th  street  and  First  avenue 

Foot  of  East  Thirty-second  street 

524  East  Nineteenth  street 

131st  street,  Broadway  and  Twelfth  ave 
East  Sixty-third  street  and  Avenue  A. . . 
East  Sixty-first  street  and  Avenue  A . . . 

Total  for  system 


Brooklyn  Union  System 

Brooklyn  Union  Gas 

Third  Avenue  and  Degraw  street . . 
Degraw,  Nevins  and  Third  streets  . 
Degraw,  Nevins  and  Third  streets  . 

Fifth  and  Smith  streets 

Fifth  and  Smith  streets 

Twelfth  street  and  Gowanus  canal . 
Twelfth  street  and  Gowanus  canal . 
Twelfth  street  and  Gowanus  canal. 
Twelfth  street  and  Gowanus  canal . 

Plymouth  and  Gold  streets 

Plymouth  and  Gold  streets 


Number 
in  use  or 
available 
Dec.  31, 
1910 

Year  built 

Capacity 

in 

TV  T nil  ff  _ 

1V1  CU.  It. 

] 

43 

43,770 

{ 1 

1888 

3,200 

6 

1853-1859 

2,  ICO 

1 2 

1866 

500 

I 2 

1871 

410  ' 

l 2 

1860 

500 

1 4 

1884 

1,600 

\ 1 

1870 

1 .500 

4 

1862 

1 ,000 

/ 4 

1875 

1,500 

1 

1880 

2,000 

1 

1889 

3,000 

2 

1892-1900 

8,000 

2 

1868-1872 

6C0 

4 

1881-1887 

1,300 

2 

1878 

1,200 

\ 1 

1878 

300 

2 

1902 

10,000 

1 

1905 

5,000 

1 

1892 

60 

1 

1907 

15,000 

5 

— 

8,581 

1 

1896 

2,630 

f 1 

1885 

576 

l 1 

1889 

75 

1 

1890 

300 

1 

1905-1906 

5,000 

13 

— 

20,875 

4 

1885-1904 

10,800 

5 

1884-1885 

1,725 

3 

1886-1888 

3,350 

1 

1905 

5,000 

4 

— . — ■ 

14,800 

1 

1897 

4,300 

1 

1907 

5,000 

1 

1904 

5,000 

1 

1891 

500 

/ 

4 

i 

1890 

1 , I tfu 

165 

i 

1892 

185 

i 

1892 

85 

i 

1895 

760 

o 

0 

1 

1887 

1 O f oaO 

420 

1 

1890 

200 

1 

1890 

420 

1 

1887 

420 

.1  1 

1889 

420 

1 

1892 

2,015 

1 

1906-1907 

5,000 

1 

1906-1907 

5,000 

. 1 78 

j 118,116 

OQ 

31  723 

l 

1887 

’985 

l 

1878 

252 

l 

1878 

284 

1 

1889 

493 

. 1 l 

1889 

245 

l 

1872 

360 

l 

1888 

370 

•!  1 

1891 

575 

i 

1904 

5,000 

1 

1851 

296 

.1  i 

1851 

299 

INSTALLED  OR 
REMOVED  (D) 
SINCE  DEC.  31, 
1908 


Number  Capacity* 


D2 


D 2 


D 500 


D 500 


D 2 


D 500 


* Changes  occurred  in  1910  except  as  indicated  in  footnotes. 
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TABLE  IV.  Gas  plants  — Holders,  by  companies  and  stations  — Concluded 


Company  and  Location  op  Stations 

Number 
in  use  or 
available 
Dec.  31, 
1910 

Year  built 

Capacity 

in 

M cu.  ft. 

INSTALLED  or 
REMOVED  (D) 
SINCE  DEC.  31, 
1908 

Number 

1 

Capacity* * 

1 

1851 

301 

1 

1867 

580 

1 

1890 

1,146 

370 

1 

1872 

1 

1875 

304 

1 

1886 

1,056 

553 

1 

N.  R. 

1 

1891 

539 

1 

1868 

306 

1 

1884 

460 

1 

1888 

1,100 

5,000 

5,000 

1,499 

3,250 

500 

Wythe  avenue  and  North  12th  street. . . . 

1 

1903 

1 

1908 

1 

1892. 

1 

1903 

1 

1898 

1 

N.  R. 

100 

Ashford  street  and  Atlantic  avenue 

1 

1892 

500 

Flatbush  Gas 

2 

6,000 

1,000 

5,000 

Robinson  street  and  Nostrand  avenue. . . 

r i 

1902 

\ i 

1909 

14,850 

Total  for  system .... 

31 

37,723 

4,850 

Other  Companies 
Bronx  Gas  and  Electric 

4 

800 

Avenue  A and  Eighth  street,  Unionport. . 

/ 1 

1905 

500 

\ 1 

1905 

100 

Purdy  avenue  — Unionport 

f 1 

1901 

150 

i i 

1895 

50 

1,095 

Brooklyn  Borough  Gets 

^ i 

4 

West  Fifth  street 

1 

N.  R. 

45 

West  Fifth  street 

1 

1896 

100 

West  Fifth  street 

1 

1898 

200 



West  Twelfth  street 

1 

1907-1908 

750 

Kings  County  Lighting 

4 

2,700 
2 , 000 

: | 

Sixt.v-fifth  street  and  Ninth  a.venue 

1 

1907 

Sixtv-fifth  street  and  Ninth  avenue  . 

1 

1893 

500 



Foot  of  Fifty-fifth  street 

1 

1906 

100 

oot  of  Fifty-fifth  street.  . . 

1 

1902 

100 

New  York  and  Queens  Gas 

2 

850 

Flushing 

1 

1900 

100 

Flushing 

1 

1901 

250 

New  York  and  Richmond 

4 

1,465 

290 

i 

1,000 

Willow  avenue,  Clifton  . . 

2 

1884-1887 

Willow  avenue,  Clifton 

1 

1909 

1,000 

175 

2i 

1,000 

Post  avenue,  West  New  Brighton 

1 

1902 

Qup.ph.r  Borough  Gns  ond  B1  Petrie 

830 

Rockaway  Beach 

3 

1888-1901-04 

605 

Far  Rockaway  . . 

1 

N.  R. 

75 

Lynbrook 

1 

1904 

150 

Total  other  companies 

23 

1 

7,240 

l 1 

1,000 

Grand  Total 

132 

1 

163,079  | 

D 1 

Inc.  5,350 

1 

* Changes  occurred  in  1910  except  as  indicated  in  footnotes. 

1 The  company  erected  a holder  in  1909  with  a capacity  of  5,000,000  cu.  ft.  and  removed  a holder 
in  1910  with  a capacity  of  150,000  cu.  ft.,  thus  increasing  its  capacity  4,850,000  cu.  ft.,  without 
increasing  the  number  of  holders. 

* Erected  in  1909  and  put  in  operation  in  1910. 


TABLE  V.  GAS  PLANTS  — TRANSMISSION  AND  DISTRIBUTION  SYSTEM 

(Length  in  feet  of  pipe  and  street  mains.  For  sizes  of  pipe,  see  Annual  Report  1909  Vol.  III.) 
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8 Included  in  wrought  iron. 

» Converted  from  distribution  to  transmission. 
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ORDINARY  METERS 
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794 

4, 67 4 

4,474 

200 

3,261 
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4,612 

O 

col 

N LO  CO  N iO  CO 
00  CO  H 00  ON 
COIN'-iOI 

1^ 

8,461 

hioosocoohco 

LOrHO^OS^ClTf 
<N  t-H  ©*  H rH  CO 

35,919  1 1,066 

L- 

co 

CO 

10 

<N 

CO 

oT 

co 

10 

139,652 

3 

32,084 

16,773 

10,189 

6,584 

8,785 

17,479 

13,858 

228,634 

173,544 
6 , 306 
2,326 
16,321 
2,094 
4,018 

204 , 609 

OO  CO  00  O CO  00  IN 
0 O 00  ^ 50  ^ N 00 
OOOU5N 

| <N"tf5O*©C0^INiO 

CO 

189,467 

00  ©i  IN  O IN  O CO 
OCOOlOlOrHN 

05  to  00 t>  t*  oTtC 
IN  Its  CO  IN 

345,842 

149,069 
11,403 
1 , 552 
10,171 
1 , 555 
2,132 

175,882 

Ot'-^O^COCOCOrH 
XXONCOOWIO 
Xf»C0  rH  O rH 

CO  1—1  co  rH  T-l 

10,621 

532,345 

Company 

Consolidated  System 

Consolidated  Gas 

Astoria  Light,  Heat  and  Power 

Central  Union  Gas  2 

New  Amsterdam  Gas 

Manhattan 

Queens 

New  York  Mutual  Gas  Light 

Northern  Union  Gas 

Standard  Gas  Light 

Total  Consolidated  system 

Brooklyn  Union  System 

Brooklyn  Union  Gas 

Flatbush  Gas 

Jamaica  Gas  Light 

Newtown  Gas 

Richmond  Hill  and  Queens  County  Gas 

Woodhaven  Gas  Light 

Total  Brooklyn  Union 

Other  Companies 

Bronx  Gas  and  Electric 

Brooklyn  Borough  Gas 

Kings  County  Lighting 

Queens  Borough  Gas  and  Elec  ric 

City  of  New  York  (Queens) 

Town  of  Hempstead  (Nassau  County) 

New  York  and  Queens  Gas 

New  York  and  Richmond  Gas 

Total  other  companies 

Grand  total 

For  footnotes  see  next  page. 


TABLE  VII.  Gas  plants  — Consumers’  meters.  (A)  Number  owned,  by  sizes,  December  31,  1910  — Concluded 
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'Reported  by  company  as  20  light.  2 On  December  31,  1910,  an  actual  count  by  sizes  of  the  company’s  meters  on  the  books  was  made,  which  disclosed 

variations  when  compared  with  the  Public  Service  Commission  report  for  1909.  The  variations  may  be  accounted  for  by  the  fact  that  a number  of  regular  meters 
were  remodeled  into  prepayment  meters,  and  also  the  fact  that  meters  of  a smaller  size  were  replaced  by  those  of  a larger  size  and  vice  versa.  3 There  is  one 

6-foot  meter  (13,000  cubic  feet  per  hour  capacity),  and  one  7-ft.  meter  (17,000  cubic  feet  per  hour  capacity);  reduced  to  terms  of  lights  the  size  of  these  meters  is 
2,167  and  2,833  lights  respectively.  4 Apparently  includes  one  meter  condemned  but  not  deducted. 
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TABLE  VII.  Gas  plants,  consumers’  meters.  (B)  Number  bought 


Company 


OEDINARY  METERS, 


5 

10 

20 

6.C14 

5 

56 

353 

109 

42 

5,616 

199 

51 

278 

127 

48 

10,999 

D 32 

17 

5,059 

61 

11 

13 

6 

2 

3,100 

30 

20 

41 

6 

3 

8,105 

79 

26 

2,458 

145 

50 

1,876 

200 

70 

4C3 

175 

42 

1,300 

230 

62 

315 

110 

40 

2,451 

D5 

9 

1,050 

10 

10 

3 

1,500 

9 

96 

15 

10 

4,909 

140 

59 

500 

150 

100 

307 

127 

66 

1,266 

215 

81 

390 

144 

45 

1,069 

94 

70 

3,651 

60 

15 

7 

2 

4,900 

75 

35 

8 

1 

8k,  536 

132 

50 

350 

77 

29 

6 

300 

18 

5 

555 

D 34 

D6 

34,173 

379 

216 

16,465 

304 

131 

1,395 

159 

41 

17, 155 

230 

202 

925 

106 

29 

31,300 

269 

263 

1,387 

39 

12 

1 

2 



2,616 

1 

9 

4,002 

36 

21 

Consolidated  System: 
Consolidated  Gas 

Number  bought  in  1909 

Number  condemned  in  1909 

Number  bought  in  1910 

Number  condemned  in  1910 

Net  increase  in  two  years 

Central  Union  Gas  3 

Number  bought  in  1909 

Number  condemned  in  1909 

Number  bought  in  1910 

Number  condemned  in  1910 

Net  increase  in  two  years 

New  Amsterdam  Gas 4 

Manhattan — net  increase  in  two  years. 

Number  bought  in  1909 

Number  condemned  in  1909 

Number  bought  in  1910 

Number  condemned  in  1910 

Queens — net  increase  in  two  years 

Number  bought  in  1909 

Number  condemned  in  1909 

Number  bought  in  1910 

Number  condemned  in  1910 

Total  net  increase  in  two  years . 
New  York  Mutual  Gas  Light 

Number  bought  in  19C9 

Number  condemned  in  1909 

Number  bought  in  1910 

Number  condemned  in  1910 

Net  increase  in  two  years. 
Northern  Union  Gas 

Number  bought  in  1909 

Number  condemned  in  1909 

Number  bought  in  1910 

Number  condemned  in  1910 

Net  increase  in  two  years .... 
Standard  Gas  Light 

Number  bought  in  1909 

Number  condemned  in  1909 

Number  bought  in  1910 

Number  condemned  in  1910 

Net  increase  in  two  years.  . . . 


931 


i 1,200 
D 2,131 


1,001 

95 


69 

837 

D 3,564 
50 
2,345 


31,269 
D 417 


51 


366 
D 3,981 

200 
1,302 
1,239 
1,599 
D 1,462 


29 

100 

20 

51 


Consolidated,  total  net  increase  in  two  years. 

Brooklyn  Union  System: 
Brooklyn  Union  Gas 

Number  bought  in  1909 

Number  condemned  in  1909 

Number  bought  in  1910 

Number  condemned  in  1910 

Net  increase  in  two  years 

Flatbush  Gas  8 

Number  bought  in  1909 

Number  condemned  in  1909 

Number  bought  in  1910 

Number  condemned  in  1910 

Net  increase  in  two  years 


678 


7 617 
D 1,295 


D 7,981 


226 

3,950 


3,550 
D 7,274 

712 

11 

275 


976 


Note. — No  change  in  the  Astoria  Light,  Heat  and  Power  Co.  Differences  between  the  number 
of  meters  as  tabulated  in  1908  and  the  number  in  Division  A of  this  table  are  not  always  equal  to 
the  net  increases.  An  important  cause  of  discrepancies  was  a difference  between  the  schedules 
calling  for  meters  by  sizes,  that  of  1908  relating  to  meters  in  use,  that  of  1909  and  1910  to  meters 
owned.  Another  cause  is  the  conversion  of  ordinary  meters  into  prepayment  meters,  or  vice 
versa.  The  footnotes  following  explain  some  of  the  specific  cases  of  discrepancy. 

1 Includes  20  sold. 

3 Sold. 

3 In  19C9  the  company  reported  as  the  number  owned  at  the  beginning  of  the  year  (Dec.  31,  1908) 
the  number  in  service  as  contained  in  the  somewhat  different  schedules  for  the  same  date  in  the 
report  of  the  previous  year.  It  thus  incorrectly  excluded  1,548  meters  not  in  use.  These  the 
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number  condemned  or  sold,  and  net  increase  in  1909  and  1910. 


CHANGES  IN  NUMBER  OWNED,  BY  SIZE3  (NUMBER  OF  LIGHTS) 


30 

45 

60 

80 

100 

150 

200 

250 

54 

149 

4 

24 

2 

15 

12 

7 

1 

l 

1 

131 

95 

6 

31 

1 

10 

10 

3 

2 

22 

160 

222 

52 

D 2 

l 

1 

9 

8 

9 

6 

u 1 

1 

1 

17 

15 

7 

4 

1 

2 

24 

20 

16 

10 

69 

37 

13 

D 1 

D2 

D 3 

D 1 

12 

5 

1 

14 

10 

7 

3 

2 

1 

64 

47 

23 

3 

1 

3 

5 

3 

2 

3 

4 

5 

2 

8 

5 

3 

5 

2 

4 

4 

4 

5 

3 

63 

42 

15 

7 

D2 

2 

D 1 

15 

3 

9 

2 

5 

1 

13 

9 

3 

1 

25 

4 

2 

12 

9 

3 

1 

16 

5 

2 

1 

25 

8 

2 

2 

1 

D2 

D 1 

271 

313 

41 

82 

D 4 

3 

D 2 

43 

95 

41 

37 

8 

6 

2 

14 

3 

10 

1 

6 

1 

2 

25 

159 

37 

7 

16 

8 

2 

4 

3 

6 

3 

1 

4 

61 

245 

65 

5 

43 

15 

8 

4 

8 

12 

5 

2 



9 

52 

3 

1 

17 

64 

8 

3 

company  appears  to  have  reintroduced  under  the  caption,  “ Bought  during  the  year  ” thereby 
falsifying  the  increase  by  1,548  in  order  to  obtain  a check.  An  actual  count  of  meters ’as  of  Dec 
31,  1910,  indicated  the  possession  of  19  meters  less  than  was  shown  on  the  books.  The  figure 
given  in  division  A of  this  table  is  the  corrected  figure. 

* Meters  not  in  service  (numbering  2,276)  were  not  reported  in  1908.  This  explains  the  lack  of 
agreement  between  the  1908  and  the  1910  figures,  except  for  a discrepancy  0/  one  meter. 

5 1,271  condemned,  less  2 found. 

6 The  report  for  1908  does  not  include  those  in  shop  and  in  stock  and  not  in  service  which 
according  to  the  report  for  1909,  amounted  to  1,511  on  Dec.  31,  1908. 

7 Includes  584  converted  to  prepayment  meters. 

8 In  1908  the  company  did  not  report  616  meters  held  in  stock.  ] 
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TABLE  VII.  Gas  plants  — Consumers’  meters.  (B)  Number  bought. 


! 


OKDINARY  METERS, 


Company 


3 

5 

10 

20 

Brooklyn  Union  System  — Concluded: 
Jamaica  Gas  Light  9 

588 

25 

173 

4 

642 

71 

4 

Dm 

1,230 

1,697 

21 

3 

Newtown  Gas  10 

151 

5 

12 

3,676 

] 

2,096 
D 2,2^7 

6 

5,373 

95 

D 11 

Dll 

Richmond  Hill  and  Queens  County  Gas  11 

10 

54 

506 

85 

4 

1 

D 139 

601 

6 

D 1 

Wocdhaven  Gas  Light 1 : 

Number  bought  in  1909 

1,401 

20 

9 

Number  sold  in  1909. . . 

198 

Number  bought  in  1910 

1,299 

Number  sold  in  1910. . . 

46 

5 

4 

Net  increase  in  two  years 

D2U 

2,700 

15 

5 

Brooklyn  Union,  total  net  increase  in  two  years . . 

D 9,172 

45,206 

336 

280 

Other  Companies: 

Bronx  Gas  and  Electric 

Number  bought  in  1909 

751 

Number  condemned  in  1909 

1 

Number  bought  in  1910 

500 

9 

2 

Number  condemned  in  1910 

9 

4 

Net  increase  in  two  years 

D 10 

1,247 

700 

9 

2 

Brooklyn  Borough  Gas 

Number  bought  in  1909 

6 

9 

Number  condemned  in  1909 

3 

1 

1 

Number  bought  in  191C 

1,203 

20 

18 

Number  condemned  in  1910 

1 

Net  increase  in  two  years 

D3 

1,902 

2,100 

14 

25 

26 

Kings  County  Lighting 

Number  bought  in  1909 

1 

6 

4 

Number  condemned  in  1909 

• 3 

Number  bought  in  1910 

3,200 

4 

3 

27 

Number  condemned  in  1910 



2 

Net  increase  in  two  years 

D 4 

5,282 

779 

9 

31 

Queens  Borough  Gas  and  Electric  13 

Number  bought  in  1909 

28 

Number  condemned  in  1909 

34 

25 

6 

3 

Number  bought  in  1910 

5 

1,075 

18 

27 

Number  condemned  in  1910 

23 

Net  increase  in  two  years 

D 52 

1,811 

35C 

D 6 

52 

New  York  and  Queens  Gas  14 

Number  bought  in  1909 

8 

13 

Number  condemned  in  1909 

53 

31 

6 

4 

Number  bought  in  1910  . . 

325 

Number  condemned  in  1910 

27 

24 

4 

1 

Net  increase  in  two  years 

D 80 

620 

D2 

...  s 

9 In  the  report  for  1908,  7 meters  in  stock  were  omitted,  but  they  were  included  in  the  report  for 
1909  in  column,  “Number  at  beginning  of  year.” 

10  In  report  for  1908,  the  company  omitted  227  meters  included  in  report  for  1909  in  column, 
“Number  at  beginning  of  year.” 

11  In  the  report  for  1908,  29  meters  in  stock  were  omitted,  but  they  were  included  in  report  for 
1909  in  column,  “Number  at  beginning  of  year.”  There  was  also  deducted  from  capital  in  1910 
(cf.  note  12)  the  cost  of  264  meters  not  accounted  for  in  the  changes  returned,  described  as  follows: 
Regular  3-lt.,  184-  5-lt.,  9;  10-it.,  10;  20-lt.,  1;  prepayment  3-lt.,  60. 
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number  condemned  or  sold,  and  net  increase  in  1909  and  1910  — Continued 


CHANGES  IN  NUMBER  OWNED,  BY  SIZE3  (NUMBER  OP  LIGHrs) 


12  Upon  the  basis  of  an  inventory  of  meters  in  the  Brooklyn  Union  repair  shops,  the  cost  of  147 
meters  in  addition  to  those  above  accounted  for  was  deducted  from  capital  accounts  in  1910.  But 
the  statistics  are  alleged  by  the  company  to  be  correct  as  they  stand.  The  147  meters  were:  Regu- 
lar 3-lt.,  18;  5-lt.,  27;  10-lt.,  2;  20-lt.,  2;  30-lt.,  4;  60-lt.,  1;  prepayment  3-lt.,  93. 

13  1908  figures  corrected  in  1909  by  the  company. 

14  In  report  for  1908  the  company  omitted  30  meters  included  in  report  for  1909  in  column, 
‘Number  at  beginning  of  year.” 
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TABLE  VII.  Gas  plants  — Consumers’  meters.  (B)  Number  bought 


ORDINARY  METERS, 


Company 


3 

5 

10 

20 

Other  Companies  — Concluded: 

New  York  and  Richmond  Gas  15 

Number  bought  in  1909 

300 

15 

Number  condemned  in  1909 

Number  bought  in  1910 

21 

17 

226 

3 

2 

Number  condemned  in  1910 

15  ! 

6 

i 

Net  increase  in  two  years 

D 36  \ 

503 

a 

D 2 

Others,  total  net  increase  in  two  years 

D 185 

11,365 

46 

117 

1 

' Number  bought  in  1909 

2,190 

45,113 

919 

468 

Number  condemned  in  1909 

10,083 

2,647 

629 

225 

Grand  total  \ 

Number  bought  in  1910 

1,619 

50,405 

1,011 

551 

1 Number  condemned  in  1910 

11,064 

2,127 

540 

181 

Net  increase  in  two  years 

D 17,338 

90, 7 U 

761 

613 

15  As  of  Dec.  31,  1909,  the  company  reported  owning  11,213  meters,  having  bought  1,001  and 
condemned  44  during  the  year.  This  indicates  the  possession  of  10,256  meters  as  of  Dec.  31,  1908. 
The  company  reported  having  9,455  on  that  date  and  “Some  meters  undergoing  repairs.”  It 
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number  condemned  or  sold,  and  net  increase  in  1909  and  1910  — Continued 


CHANGES  IN  NUMBER  OWNED,  BY  SIZES  (NUMBER  OF  LIGHTS) 


30 

45 

60 

80 

100 

150 

0 

0 

C.-I 

250 

8 

3 

1 

28 

3 

35 

6 

27 

96 

2 

13 

2 

152 

58 

316 

38 

69 

26 

1 

92 

12 

9 

4 

8 

1 

3 

4 

293 

460 

83 

7 

76 

8 

9 

4 

28 

24 

11 

1 

9 

2 

3 

1 

359 

714 

115 

5 

147 

11 

13 

2 

appears  that  801  meters  in  stock  and  out  of  service  as  of  Dec.  31,  1903,  were  not  included  in  its 
report  as  of  that  date. 
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TABLE  VII.  Gas  plants  — Consumers’  meters.  (B)  Number  bought, 


Company 


300 


Consolidated  System 
Consolidated  Gas 

Number  bought  in  1909 

Number  condemned  in  1909 

Number  bought  in  1910 

Number  condemned  in  1910 

Net  increase  in  two  years 

Central  Union  Gas  3 

Number  bought  in  19C9 

Number  condemned  in  19C9 

Number  bought  in  1910 

Number  condemned  in  1910 

Net  increase  in  two  years 

New  Amsterdam  Gas  4 

Manhattan — net  increase  in  two  years 

Number  bought  in  1909 

Number  condemned  in  19C9 

Number  bought  in  1910 

Number  condemned  in  1910 

Queens — net  increase  in  two  years 

Number  bought  in  1909 

Number  c niemned  in  1909 

Number  bought  in  1910 

Number  condemned  in  1910 

Total  net  increase  in  two  years 

New  York  Mutual  Gas  Light 

Number  bought  in  1909 

Number  condemned  in  1909 

Number  bought  in  1910 

Number  condemned  in  1910 

Net  increase  in  two  years 

Northern  Union  Gas 

Number  bought  in  1909 

Number  condemned  in  1909 

Number  bought  in  1910 

Number  condemned  in  1910 

Net  increase  in  two  years 

Standard  Gas  Light  6 

Number  bought  in  1909 

Number  condemned  in  19G9 

Number  bought  in  1910 

Number  condemned  in  1910 

Net  increase  in  two  years 

Consolidated,  total  net  increase  in  two  years 

Brooklyn  Union  System 
Brooklyn  Union  Gas 

Number  bought  in  1909 

Number  condemned  in  1909 

Number  bought  in  1910 

Number  condemned  in  1910 

Net  increase  in  two  years 

Flatbush  Gas  8 

Number  bought  in  1909 

Number  condemned  in  1909 

Number  bought  in  1910 

Number  condemned  in  1910 

Net  increase  in  two  years 


1 

1 


1 


1 


1 

1 

1 

1 


2 


2 


3 

3 

3 


3 


400 


ORDINARY  METERS, 
BY  SIZES 


500 


600 


3 In  1909  the  company  reported  as  the  number  owned  at  the  beginning  of  the  year  (Dec.  31,  190S) 
the  number  in  service  as  contained  in  the  somewhat  different  schedules  for  the  same  date  in  the 
report  of  the  previous  year.  It  thus  incorrectly  excluded  1,548  meters  not  in  use.  These  the 
corrmany  appears  to  have  reintroduced  under  the  caption,  “ Bought  during  the  year,”  thereby 
fals'fjing  tie  increase  by  1,548  in  order  to  obtain  a check.  An  actual  count  of  meters  as  of  Dec. 
31,  1910,  indicated  the  possession  of  19  meters  less  than  was  shown  on  the  books.  The  figure 
given  in  division  A of  this  table  is  the  corrected  figure. 
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number  condemned  or  sold,  and  net  increase  in  1909  and  1910  — Continued 


CHANGES  IN  NUMBER  OWNED 

(number  op  lights) 

PREPAYMENT  METERS,  CHANGES 

(number  op  lights) 

by  sizes 

Total 

changes 

in 

number 

owned 

800 

1,000 
or  more 

Total, 
all  sizes 

3 

5 

10 

I 

Total 

6,308 

213 

1,400 

1,613 

7,921 

1,472 

78 

1 

79 

1,551 

6’  130 

1,412 

2,442 

3 , 854 

9,984 

1,681 

118 

4 

122 

1,803 

9,285 

1,429 

3,837 

5,266 

14,551 

6, 164 

251 

2,424 

2,675 

8,839 

118 

6 

1 

2 

9 

127 

3, 193 

400 

4,400 

4,800 

7,993 

' 122 

3 

3 

125 

9,117 

642 

6,823 

D 2 

7,463 

16,580 

D 808 

316 

316 

D 492 

2,214 

400 

400 

2,614 

3,002 

37 

37 

3,039 

1,730 

1,730 

1,750 

47 

47 

1,797 

2,063 

D 2 

D 2 

2,061 

1,085 

1 , 085 

55 

55 

1,523 

1,523 

490 

2 

2 

492 

1 , 255 

314 

314 

1,569 

977 

300 

300 

1,277 

1,810 

3 

19 

22 

1,832 

2,826 

195 

195 

3,021 

2,179 

2,179 

D 186 

D 3 

476 

473 

287 

3,738 

400 

200 

600 

4,338 

38 

1 

1 

39 

5,134 

1,025 

1,450 

2,475 

7,609 

29 

29 

8,805 

1,424 

1,650 

3,074 

11,879 

350 

696 

250 

946 

1,296 

793 

37 

3 

40 

833 

300 

7 784 

150 

934 

1,234 

640 

6 

6 I 

*646 

D 783 

1,437 

397 

1,834 

1,051 

27,493 

5,243 

13,183 

D 2 | 

18,424 

45,917 

17,361 

363 

363 

17,724 

5,585 

20 

20 

5, 605 

17,848 

300 

300 

18, 148 

4,627 

3 

3 

4,630 

24,997 

640 

640 

25,637 

2,177 

2,177 

14 

14 

2,965 

159 

159 

3, 124 

1 

1 

5,127  1 

159 

159 

5,286 

4 Meters  not  in  service  (numbering  2,276)  were  not  reported  in  190S.  This  explains  the  lack  of 
agreement  between  the  1908  and  the  1910  figures,  except  for  a discrepancy  of  one  meter. 

6 The  report  for  1908  does  not  include  those  in  shop  and  in  stock  and  not  in  service  which, 
according  to  the  report  for  1909,  amounted  to  1,511  on  Dec.  31,  1993. 

7 Includes  584  regular  meters  converted  to  prepayment. 

8 In  1908  the  company  did  not  report  616  meters  held  in  stock. 
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TABLE  VII.  Gas  plants  — Consumers’  meters.  (B)  Number  bought, 


Company 


ORDINARY  METERS, 
BY  SIZES 


300 


400 


500 


600 


Brooklyn  Union  System  — Continued 
Jamaica  Gas  Light  9 

Number  bought  in  1909 

Number  sold  in  1909 

Number  bought  in  1910 

Number  sold  in  1910 

Net  increase  in  two  years 

Newtown  Gas  10 

Number  bought  in  1909 

Number  sold  in  1909 

Number  bought  in  1910 

Number  sold  in  1910. 

Net  increase  in  two  years 


Richmond  Hill  and  Queens  County  Gas  11 

Number  bought  in  1909 

Number  sold  in  1909 

Number  bought  in  1910 

Number  sold  in  1910 

Net  increase  in  two  years 

Woodhaven  Gas  Light 12 

Number  bought  in  1909 

Number  sold  in  1909 

Number  bought  in  1910 

Number  sold  in  1910 

Net  increase  in  two  years 


Brooklyn  Union,  total  net  increase  in  two  years. 


Other  Companies 
Bronx  Gas  and  Electric 

Number  bought  in  1909 

Number  condemned  in  1909 . . . 

Number  bought  in  19 1C 

Number  condemned  in  1910.  . . 
Net  increase  in  two  years.  . 
Brooklyn  Borough  Gas 

Number  bought  in  1909 

Number  condemned  in  1909.  . . 

Number  bought  in  1910 

Number  condemned  in  1910 . . . 
Net  income  in  two  years . . . 
Kings  County  Lighting 

Number  bought  in  1909 

Number  condemned  in  1909.  . . 

Number  bought  in  1910 

Number  condemned  in  1910.  . . 
Net  increase  in  two  years . . 
Queens  Borough  Gas  and  Electric  13 

Number  bought  in  1909 

Number  condemned  in  1909 . . . 

Number  bought  in  1910 

Number  condemned  in  1910 . . . 
Net  increase  in  two  years . . 
New  York  and  Queens  Gas  14 

Number  bought  in  1909 

Number  condemned  in  1909 . . . 

Number  bought  in  1910 

Number  condemned  in  1910 . . . 
Net  increase  in  two  years . . 


9 In  the  report  for  1908,  7 meters  in  stock  were  omitted,  but  they  were]included  in  the  report  for 
1909  in  column,  “ Number  at  beginning  of  year.” 

10  In  report  for  1908,  the  company  omitted  227  meters  included  in  report  for  1909  in  column, 
‘‘Number  at  beginning  of  year.” 

11  In  the  report  for  1908,  29  meters  in  stock  were  omitted,  but  they  were  included  in  report  for 
1909  in  column,  ‘‘Number  at  beginning  of  year.”  There  was  also  deducted  from  capital  in  1910 
(cf.  note  12)  the  cost  of  264  meters  not  accounted  for  in  the  changes  returned,  described  as  follows: 
Regular  3-lt.,  184;  5-lt.,  9;  10-lt.,  10;  20-lt.,  1;  prepayment  3-lt.,  60. 
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number  condemned  or  sold,  and  net  increase  in  1909  and  1910  — Confirmed 


CHANGES  IN  NUMBER  OWNED 
(.NUMBER  OF  LIGHTS) 

PREPAYMENT  METERS,  CHANGES 

(number  of  lights) 

BY  SIZES 

Total 

changes 

in 

number 

owned 

800 

1,000 
or  more 

Total, 
all  sizes 

3 

5 

10 

Total 

613 

613 

180 

196 

10 

206 

386 

655 

76 

97 

25 

122 

198 

1,012 

D 293 

D 85 

D 328 

684 

1,699 

1,699 

’ 178 

2 

2 

180 

3,679 

3,679 

2,111 

94 

94 

2,205 

8,089 

D 96 

D 96 

2,993 

107 

107 

54 

95 

95 

149 

509 

23 

23 

532 

90 

5 

5 

95 

472 

D 72 

D 5 

D 77 

395 

1,430 

1,430 

203 

218 

17  ! 

235 

438 

1,307 

1,307 

56 

93 

93 

149 

2,478 

D 311 

D 17 

D 328 

2,150 

37,175 

27 

D 57 

D 30 

37,145 



751 

751 

1 

1 

514 

514 

13 

13 

1,251 

1,251 

720 

250 

250 

970 

5 

5 

1,251 

1,251 

1 

1 

1,965 

250 

250 

2,215 

2,124 

2, 124 

17 

17 

3,252 

3,252 

6 

6 

5,858 

5,353 

813 

813 

69 

4 

2 

6 

75 

1,116 

1,116 

42 

16 

7 

23 

65 

1,818 

D 20 

D 9 

D 29 

1,789 

386 

300 

300 

686 

94 

1 

1 

2 

96 

343 

226 

226 

569 

56 

1 

1 

57 

579 

D 2 

525 

523 

1,102 

12  Upon  the  basis  of  an  inventory  of  meters  in  the  Brooklyn  Union  repair  shops,  the  cost  of  14  7 
meters  in  addition  to  those  above  accounted  for  was  deducted  from  capital  accounts  in  191C.  But 
the  statistics  are  alleged  by  the  company  to  be  correct  as  they  stand.  The  147  meters  were:  Regu- 
lar 3-lt.,  18;  5-lt.,  27;  1G-It.,  2;  20-lt.,  2;  30-lt„  4;  60-lt.,  1;  prepayment  3-lt„  93. 

13  1908  figures  corrected  in  1909  by  the  company. 

14  In  report  for  1908  che  company  omitted  30  meters  included  in  report  for  1909  in  column, 
“Number  at  beginning  of  year.” 
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TABLE  VII.  Gas  plants  — Consumers’  meters.  (B)  Number  bought, 


Company 


300 


400 


ORDINARY  METERS, 
BY  SIZES 


500 


600 


Other  Companies  — Concluded 
New  York  and  Richmond  Gas  15 

Number  bought  in  1909 

Number  condemned  in  1909 

Number  bought  in  1910 

Number  condemned  in  1910 

Net  increase  in  two  years 


Others,  total  net  increase  in  two  years 


f Number  bought  in  1909 . . . . 4 j 

Number  condemned  in  190.9 4 

Grand  total*  Number  bought  in  l9l0 6 

| Number  condemned  in  1910 1 

[ Net  increase  in  two  years 5 \ 


15  As  of  Dec.  31,  1909,  the  company  reported  owning  11,213  meters,  having  bought  1,001  and 
condemned  44  during  the  year.  This  indicates  the  possession  of  10,256  meters  as  of  Dec.  31,  1908. 
The  company  reported  having  9,455  on  that  date  and  “Some  meter3  undergoing  repairs.’  It 
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number  condemned  or  sold,  and  net  increase  in  1909  and  1910  — Coicluded 


CHANGES  IN  NUMBER  OWNED 

(number  of  lights) 

prepayment  meters,  changes  by  sizes 
(number  of  lights) 

Total 

changes 

in 

number 

owned 

800 

1,000 
or  more 

Total, 
all  sizes 

3 

5 

10 

Total 

326 

44 

257 

22 

517 

675 

675 

1,001 

44 

1,206 

22 

2,141 

949 

949 

1,624 

1,624 

1 11,483 

D 22 

2,390 

I 

2,368 

13,851 

49,343 
13,732 
54,532 
13  992 
76,151 

2,323 

698 

4,103 

480 

5,248 

5,799 

54 

9,812 

41 

15.516 

8,122 

754 

13,915 

521 

20,762 

57,465 

14,486 

68,447 

14,513 

96,913 

2 

D 2 

1 

appears  that  801  meters  in  stock  and  out  of  service  as  of  Dec.  31,  1908,  were  not  included  in  its 
report  as  of  that  date. 
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TABLE  VIII.  GAS  PLANTS  — DISPOSITION  (AS  REPORTED)  OF  METERS  OWNED  AT 

THE  CLOSE  OF  1910 


Company  and  Kind  of  Meter 

Number 
in  use 

Number 

set 

but 

locked 

I Number 
in 

company 

service 

[ 

! Number 
in  shop 

Number 
in  stock 

Total 
number 
: of  meters 
j owned 

Consolidated  System 
Consolidated  Gas 

1334,967 
1 134,604 
3 

25,225 

272 

1 N.  S. 

16 , 04C 
3,397 

4,027 

2,041 

380,259 

140,314 

3 

1 N.  S. 

Astoiia  L'gbt,  H.  & P. — Ordinary. 
Cential  Union  Gas 

3 75.42C 
3 N.  S. 

35,527 
3 N.  S. 

19 

2 N.  S. 

, 

- 2 1,946 
2 768 

82,912 

768 

2 N.  S. 

91 , 728 

6,729 
3 5,422 

12 

1,787 
4 890 

100,251 

84,396 

200 

15,523 

132 

3 78,077 

7 

4 N.  S. 

Prepayment  (Manhattan)  .... 

3 N.  S. 

3 13  646 

3 N.  S. 

3 1 307 

5 

4 20C 
4 565 

4 N.  S. 
4 N.  S. 

3 N.  S. 

3 N.  S. 

4 132 

4 N.  S. 

New  York  Mutual  Gas  Light 

3 46 , 478 

34,942 
3 N.  S. 

8 

1,001 

8 

211 

48,493 

N.  S. 

133 

4,288 

27,322 

9,659 

47,390 

Northern  Union  Gas 

26,247 

9,160 

43,151 

15,435 

12 

907 

156 

215 

284 

Standard  Gas  Light 

2,833 

54 

15 

1,197 

175 

194 

144 

15,808 



Total 

*777,188 

*45,582 

*66 

*24,727 

j *9,904 

857,467 

Brooklyn  Union  System 
Brooklyn  Union  Gas 

Ordinary 

307,449 

24,764 

16,156 

596 

19,217 

69 

9,506 

1,392 

320 

336,241 

26,156 

18,215 

611 

Prepayment 

Flatbush  Gas 

Ordinary 

1,734 

1 

5 



Prepayment 

14 

Jamaica  Gas  Light 

Ordinary 

3,339 

523 

477 

5 

274 

4,C95 

544 

Prepayment 

21 

Newtown  Gas 

Ordinary 

25,136 

173 

1,067 

2 

861 

27,066 

196 

Prepayment 

23 

Richmond  Hill  & Queens  Co.  Gas 
Ordinary 

3,033 

255! 

73 

1 

650 

3,757 

316 

Prepayment 

61 

Woodhaven  Gas  Light 

Ordinary 

5,395 

683 

553 



1 

351 

6,299 

Prepayment 

64 

747 

Total 

387,5021 

23,122 

82 

13,537 

424,243 

Other  Companies 
Bronx  Gas  & Electric  — Ordinary. 
Brooklyn  Borough  Gas 

Ordinary 

5, 756 

7 

43 

178 

5,984 

4,549 

1,524 

17,558 

3,812 

843 

9 

305 

5,706 

1,731 

20,196 

PreDayment 

207 

Kings  County  Lighting — Ordinary 
Queens  Bo.  Gas  and  Electric 

2,099! 

2,A8l\ 

2,304 

9 

530 

8 

232 

6,533 

4,703 

412 

Ordinary  (Queens) 

2,197 

8 

194 

Prepayment  (Queens) 

374 

38 

Ordinary  (Hempst’d,  Nas.  Co.) 
Prepav’t  (Hempst’d,  Nas.  Co  ) 1 
New  York  and  Queens  Gas 

Ordinary | 

1,023 

218 

177 

1,200 

218 

3,729 

2,412 

6,565 

5,143 

9 

24 

53 

3,815 

2,454 

Prepayment 

16 

26 

New  York  and  Richmond  Gas 

Ordinary 

12 

2 N.  S. 

443 

7,020 

Prepayment 

2 N.  S. 

234 

5,377 

Total 1 

51,048' 

5,423 

54 

*595 

1,696 

58,816 

Grand  total 

*1,215,738 

* 74, 127 

1 

*202 

* 25,322 

*25,137 

1,340,526 

1 Number  in  company  service  included  in  number  in  use.  2 Number  in  shop  included  i 

number  in  stock.  3 Prepayment  meters  included  in  number  of  ordinary  meters.  4 Numba 

in  stock  included  in  number  in  shop.  5 See  other  footnotes. 


TABLE  IX,  1909.  MATERIALS  OF  GAS  MANUFACTURE,  1909 

(Companies  whose  names  do  not  appear  under  a material  show  none) 
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1 Included  with  the  coal  used  for  generator  fuel.  2 Does  not  include  generator  fuei  to  the  value  of  $10,685.71  used  under  boilers.  3 Includes  14,720 

cwt.  of  coal  purchased  as  generator  fuel  but  used  as  boiler  fuel.  * Used  for  “ gas  storage.”  6 Includes  $3,593.21  cost  of  generator  fuel  used  as  boiler  fuel. 

«The  entry  “ On  hand  at  close  of  year,”  contained  in  report  as  of  Dc  ember  31,  1908,  erroneously  included  2985  cwt.  at  holder  station  not  used  in  gas  making, 
which  is  excluded  from  this  entry.  7 Gas  coal  on  this  line.  This  coke  is  a residual  made  by  the  company.  9 Includes  coke  sold. 


TABLE  IX,  1909.  Materials  of  gas  manufacture,  1909  — Continued 
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17  These  entries  are  estimates  of  the  company.  “ Through  error  no  charge  for  oxide  used  was  made  during  the  year  1909.  It  is  estimated  that  6000  bushels 
purchased  during  April,  1909,  will  not  be  entirely  used  for  three  years  and  the  amount  paid  will  be  amortized  during  1910-1911.”  “ Entries  on  this  line  are 

estimated. 
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*»  Cost  of  water  used  in  gas  production.  This  item  is  taken  from  the  schedule  4 Gas  Direct  Operating  Expense.”  20  Gallons  — estimated. 
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1 Included.  in  generator  fuel.  2 See  note  9,  page  229.  3 Includes  9990  cwt.  of  anthracite  coal  dust  transferred  from  generator  coal  pile  at  $0,205  per  cwt. 

* Does  not  include  broken  generator  coal  (quantity  not  separately  reported)  valued  at  $433.96,  used  under  boilers.  3 Includes  quantity  sold  16  Bench 

fuel  (gas  coal)  to  some  extent  used  under  boilers;  no  coal  gas  made.  is  Does  not  include  generator  fuel  to  the  value  of  $43,604.58,  used  under  boilers. 
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Brooklyn  Union  system 

Brooklyn  Union  Gas 

Other  Companies 

Bronx  Gas  and  Electric 

Brooklyn  Borough  Gas 

Kings  County  Lighting 

Queens  Borough  Gas  and  Electric 

New  York  and  Queens  Gas 

New  York  and  Richmond  Gas. 

Total 

Grand  total 

Generator  Fuel  — Cwt.  of  Coke: 
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Consolidated  Gas 

Central  Union  Gas 

New  Amsterdam  Gas 

Standard  Gas  Light 

Total 

Gas  Oil  — Gallons: 
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5 Includes  quantity  sold.  6 Sold.  7 Includes  quantity  sold.  8 Not  including  89,168  cwt.  transferred  to  boiler  fuel;  quantity  here  entered  was 

sold.  9 Includes  35,471  cwt.  of  breeze  from  generator  coa!  used  as  boiler  fuel,  representing  a total  cost  of  $7,050.87.  10  Transferred  to  boiler  fuel  at  $0,205 

per  cwt.  10  In  a statement  under  residuals,  the  Brooklyn  Borough  Gas  Company  reported:  Tar  burned  as  made  except  558  gallons  sold.  17  Gas  oil  to 

the  amount  of  6,292,087  gals,  used  by  the  New  Amsterdam  to  enrich  the  coal  gas  Droduced  by  the  Astoria  is  included  under  materials  by  both  companies. 
13  Includes  generator  fuel  to  the  value  of  $43,604.58  used  under  boilers. 
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11  Includes  quantity  sold.  12  Quantity  in  terms  of  bales.  13  Quantity  in  terms  of  bushels.  17  Gas  oil  to  the  amount  of  6,292,087  gals,  used  by  th : 

New  Amsterdam  to  enrich  the  coal  gas  produced  by  the  Astoria  is  included  under  materials  by  both  companies. 
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The  Queens  Borough  Co.  obtains  its  supply  from  wells  under  a meter  or  minimum  charge. 
Lost  ot  water  as  reported  under  operating  expenses. 

The  Brooklyn  Borough  Co.  obtains  only  a small  part  of  its  supply  from  the  city. 
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Note.  Bronx  Gas  and  Electric  Company  and  New  York  and  Queens  Gas  Company  report  “ No  record.”  The  companies  in  the  Brooklyn  Union  System  and 
the  Northern  Union  Gas  report  “ None.” 

1 “ Net.”  5 Reported  4.4  cents. 


TABLE  X,  1910.  Residuals  from  gas  manufacture,  1910  — Concluded 


236  Public  Service  Commission  — First  District. 


Id 


CO  CO 

l~ 

O 3 

00 


00 

o 


.2"  S 

'53  o- 

o u 

«*-* 

Ph 


3 1 
^3  g 


CM  t" 
CO  CO 

>000 

CM  r-i 
«&hH 


CM  CM 
I-  CO 

00 


-Co 

q'S'o 


00 
c o 

CM  CO 


OO 
«3  iO 

r^oo 


ioo 
^ 00 

CO 


05  CM 
f-  CM 
00 


00m 

OCON 
05  CM  1— t 


£88 

.hO^ 

& 05’  o’  *0’ 
•00  coo 

£CMh-iCM 


h-  O CO 
HON 
. 05  N*  CM 

^ 00’ cd 

•05-^0 
^ CM  -H  CM 


OCO 
CM  CO 
CO  — 1 


COO 
: : -o 
10  co 

cm’ 05’ 
10  00 
00 


T3-S  o3 
fl  C 0 
(3  fl>, 

C’mh- 

C3  a>  O 

<5* 


100 

CO  co 
CM  iO 


>ON 

^CO 

i>  co 


•< 

o * 

95 

n 

« ft, 

< g 


CO 

0 • 

OR  (GaI 
system 

CO  "co 
W J3> 

Lbs.) 
system 
:r 

m 

a 

K 

H 

M 5- 

«J  N 03  bfi  3 o 

•H  <5  s a Ci  fl 

«S®2il 
s |t  § 

3 O^j 

fl  OQ3  (h 

co  C* 
O U)  45  te 

£.2  § 5 

PQ^O’Z 


a"e 

e 

d s 

«!  C 

So 


o . 

-c;S 

a 6j 


0*3 


5?  -s 

O 


:«2 

w O W 

0™-d 

p 51  C 


gd  3 

O 10  ® 

0«30 


w °»  05 

M'S  | 

"e(S 

32* 

So  3 


Cc  0 
COQj 


SO 

J cl 

S.2 

M fl 


° 3 

ic  a> 

<30 


*<  S 

ol 

H* 
g a 

O cS 

£ -p, 

< S3 

a) 

OK 


Light 


and  Powek  Statistics 


oo  *t< 

o o 
a ~ 
oo 


O <N 
Cl 
•O  GO 


(NO 
i-  oo 
CD  <N 


PhPh 


Ph« 


n ^ 

h-5  « 

Ss 


X e 

OK 


CU  r . w 

O . 


C3  o3 

cr 

S3 

O CO 

U<J 


St3 
^ § 
■«!  43 

fc>  o3 


Tables. 


TABLE  XI,  1909.  QUANTITY  OF  GAS  MADE  (M  CUBIC  FEET)  BY  COMPANIES  AND  STATIONS,  1909 


238 


Public  Service  Commission  — First  District. 


C3J?  O 


'-+©  0*0'^CO©©-'1<©© 
©>-tCC>©©Tti©Cl©©i.O 
CoCl©i-iif©COiOaOi-ir- 


I CO  CO  1-1  rH  |>  10 


iH  Cl  H o CO  ^ 
©OiOiOOCD 
00  *C  Cl  CO  IQ  CO 


lOt-OOi-IOOi 


TtiCoOCOOiOOi© 
Cl  'O  © 'O  b-  lO  1^  CO 
©iQrH^COTtt^b- 


"C  >>+j  si  >>  ti  bi  2 >> 

33  3 3 ^3 


iO  O *0  *C 


PP  ao  aa 

<\o« 


is  g 
.la! 

C c3^ 


Cl 


©00t-©0000©001^© 
CO  r/  ©rHOOTt<l-©iO 
©©Ort<OC100^  00  00 


aOHMHO)^(ONi 


■^■^©©d© 

OOrHrlMNlf 

CO 


O CO  b-  <N  Tft  ^ IO 
© <M  iO  ^ Cl  Cl 
r-l<NO  CO*0> 


5° 


6 > 


PP^P^OP^PZ 


OOOOO 

OOOOO 

PPPPP 


PhPh 


>~W  <->  cuu  o o 

0300 

P«1PP 


S d 

0.33 

J s£! 


■»t<iOTt<O^H©iO^(NOO 
© c © © © r ' © © © —1 

Md©Clt>OOQO-^Cl 


1 LQ  © © CO  © 1 


© Tt<  co  im  00 ; 

<NCOtJ<©CO' 


^00  ICO©© 
00  Cl  © Ol  CO  00 
rt<  1*  CO  b-  © 


OiOOOr-HCOtXMOOOlO© 
1-  o © © 00  n<  i*  00  00 

>O©00H(NCONHT)<tDffi 


CO-^<©CO©©OOOOGOt-© 

0rj-t<©©b.Cl©©OCl© 

O^COifCOClClhCOCOH 

O 10  Cl  ©-*  IN'*  Cl  Cl 


Cl  H N H o N 
Cl  b-  © 00  © Cl 
Cl  © 1>  l> 

1^  00  ©Cl  © 1-1 
©©©©OOO 
©t^©^©Cl 

Cl  Cl  CO  CO 


00  Ol  © © © CO  Tjib- 
©0©CO©COt-t- 
©Ql  H©HHN 


Cl  lO 
00© 

Cl  00 

00'©' 
© © 
Cl© 


© t~ 
1^© 
Cl© 


©COiO© 

© n<  ocoo 

©Tt<©© 


^oob-© 
©©(MO 
GO  CO  CO 


(MhNhCN 
Cl  t~  © 00  LO  Cl 
<M  © b-  b- t~  © 

NOOhVmh 

©©©©O00 

i-H  b-  © r}i  © d 
CIO©  CO 


©codTt<©ciroco 

00©©i0c0i0>0 

t)<05©iO©©©© 

00  <3<1  CO  CO  © CO 
.-I  O © © © © b-  b- 
1—1©}  1—1  CO  i—l  i—l  Cl 


!•£  >°  ■ • “ 

; 

^ * OCO  - 


I 0)  £ ' 


|!!l!  lU^I 

S-g  M-g  ® c3  gC-S-fl. 
hj3  ^ ^ c3bfl 

p.  O £ . oj 

-gcd  § d-g+i'g'§3  to 

S i.'S  o 2 ^ 53 

l-s  ”T 


5 g*8-** 


a 

P 

& 

JH 

h) 

M 

O ® 
o e3 
«0 
w 


3 g-c-e  s~::  a S3 

O ? O o3  !>h 

chHppP-e: 

-23  ^ ^ S 

CQ  S5  ^ ^ 2 

I <30^^02 


!js|SJ| 

|*§s*2 
■ 3p  ;„h| 

P '0  1 2 

TJ  S Q - ^ w 

3 1,3  Oja 

1 c3  g 03  g^j2i 


5 o 
<<  a 
p<  d 
§ 2 
o-g 
vg 

« .r 


■30 

l§ 

jO 

*h.-a5'S 


IT"  m CO 


5W 


P’SV  a2oS 
®®5o^ 

o 


d l-gf  fers'a 


«.  2 
§ jj 
,s| 

jOPj 

M-C13 


s-g°^ag 

00  0 5 


«« 


o o 
><;* 

& ^ 
41  <U 


Note. — The  following  companies  buy  and  distribute  but  do  not  manufacture  gas:  Northern  Union,  Flatbush,  Jamaica,  Newtown,  Richmond  Hill  and  Queens 
County  and  Woodhaven  Gas. 

1 * piscoHtinued  making  gas  June  ’09.”  2 Date  not  reported.  3 The  Brooklyn  Union  Gas  Co.  apparently  reported  maximum  and  minimum  output 

of  combined  plant  instead  of  the  maximum  and  minimum  of  each  station  separately.  1 On  basis  of  operation  to  June  1 only. 


TABLE  XI,  1910.  QUANTITY  OF  GAS  MADE  (M  CUBIC  FEET),  BY  COMPANIES  AND  STATIONS,  1910 


Light  and  Powek  Statistics  — Tables. 


239 


d 

© .2 
bfi 

c3  o 

<D  c3rd 

n 


*~i<33<NTt<<NTji<N'-tCOC01'- 

*0C5a3Tt<00e0C3OC300C<3 


nOr-U>COrHOO(Nt^H5 


®HN®0 

r-  co  10  © co 

Tf  l-  05  O 05 


©CO -HOC  CO  CO 
05  <0  00  f-  CO 
CO  CO  00  >0  IO  00 


1.2  I 

IjsJ 

d <33 

a as 


> >>H  >5  L tab  >>  >>  tai  tab 

O 0 §3^33^ 


Lj  t>i  Li  Pi  t>> 

’33r3'33 

»— a a •— n 


O5<N<NCO<50 
hMOOO 
t~  »-i  !>•  05  i-i 

CO*  10*  ifj  00 


a”S  n'§l|l5 


< COCHIN  CO  t* 


<3° 


COOHOWO^'tCOd 
N Cl  H Cl  HNH  IN 

§ 8 o"  § o"  § 8 8 d'S 


00000 

O Q)  0)  0)  QJ 

QQQQQ 


IN  (NhiNh 


j J>>  O W>  0 


1 05  CO  CO  <N  05  CO  00 


<N  iO  h Cl  05 
(NOOOOON 
<N  N -t  iO  N 


«g 

■< 


OO 

S£ 

05  l-< 

6 . 
0 i-H 

CO 


’N^HCOOOiOOXONrJi 

*OCO©<N-3<<NiOC0cOO3-'3< 

OrJHif3C005l0rHT}<OC005 


-+H  T*  —I  Id  N 

000000  Tt 

IOO)H<OIC 


00t^Tj<t>TtlC0Tt<O5>-Ht^CO 

-*eo  10— looioococococo 
®5t}ICO'>4<iO<NCOi-uOI>>-i 

O H3  <N*r-I'Tji'cO*Tji'<N<N 


00  i—i  l'-  t - >0 

05  <N  CO  CO  CO 
05  00  <N  CO  CO 


OOiNh^ih 
I'-  CO  IN  r-1  CO  00 
CO  05  10  05  IN© 

<N  IH  CO  05  O*  IO 
Tf<  -f<  00  05  <-H 
HINIOHINM 


O <33 

O M 


"0  t- 

*oco 

Oorfi 


-^05 
O CO 
CO  00 


00 

-f  N 
05  10 


Tjn  CO 
00  IO 
IOIN 


IO  IN  Tt< 
CO  CO  05  *31 
CO  O CO  05 


CO  CO  GO  *+ *31 
IO  05-^010 


05--<t^C0 

co  co  co  co 

C1WNH 


00  i-h  1>  10 

05  <N  CO  CO  CO 
05  00  <N  CO  CO 


CO  05  10  05  (NO 

IN  i-h  CO*  05  O IO 
Ttl  00  05  i-H  ^H 
1-1  IN  CO  i-H  IN  CO 


’C  9) 

‘ -S'0 

•■S*1ltr39 


:*c 

. co  w 

• *w 


d o "to  jrd 
• T3  g cs  ^ gp^  |Wj 

5T3 


■ d os 


H 

g 

13 
o 

y 
o 

Om  „ w 

<33  _ M d +=  — 

OrSt§  §2  2 

■aS^S^l^-g 


p::::i  : 

; 

• • . . be 

• • • d • 

• • d ^ 3 

a • • s >>-g  _• 

W . p 05*3  d d 

H • 0 d P 9 **f 

: :i 

• • 1 

• +3 

1—1  <3  8 S g 


<33  4a  05  ^ "g^  00  S 
•4a  0>  g S O SCO  >r-a 
O g £ £ 2 53  >-H  c5  W ’ 

” «-§  ««. 

“ “ lT3r!.dllJo3-T:2"J 

r-f  d ^ « 

. §*S£§ 

« £4?  ”7  >iTb  a S .O 


— — ^ 


T3  d .,  . . ..  _ 

soi>oo£S' 
a ° a 

o 


42  m 


§36^3 

45El<  +j 
nC-oj  top1 

^ 42  45 

Si^gl 

«^3  g >£ 
•£  ro  g f ® 


o «*,  ScS  O O 

O 03  -P  O 2P-I  ^ 

SO&PJ^H 

o_  d ^ 03  f* 

03  g <33  <u!z; 

o rS'S  "a  ® o 
j>,£  o Si2  o 


H & 
1-3 

<33  O 


x 


S 2 » 

l|lii 

8»^H 


. d 

bd  O 

#diS 

■06 

s 
«o 

-d 


- l^’SO'g 

§•§  ag  < a I 

ow 


o|^oi: 


H Mr;  _ 

l: 

^g^^S'g 

05  m d 8 =3  a 

!d§«^ 


92  d' 

d o m <p 
P P.g  g 


O 


W 


o o 

8 * & 

in  (-,•-<  d © « 

pqpqMO’^iz; 


Note. — The  following  companies  buy  and  distribute  but  do  not  manufacture  gas:  Northern  Union,  Flatbush,  Jamaica,  Newtown,  Richmond  Hill  and  Queens 
County  and  Woodhaven  Gas.  , . . „ , , , . . . . . . 

1 The  facts  that  the  dates  for  these  maxima  and  minima  are  respectively  identical  and  the  figures  are  added  in  the  return  to  give  a company  maximum  and  mini- 
mum go  to  show  that  these  station  figures  are  not  true  maxima  and  minima  but  merely  their  shares  in  the  corresponding  company  figures. 


TABLE  XII,  190 g.  GAS  ON  HAND,  MADE,  BOUGHT,  SOLD,  USED,  AND  UNACCOUNTED  FOR  (M  CUBIC  FEET),  1909 


240  Public  Service  Commission  — First  District. 


.2  £2 
fl  S-h" 
Cpco 


^ a >, 

^-sai 

T3  O ft® 

8 &S  a 
to  o .y 


O 0)05 

+>  a o 

a C/3 

m « « 


T3  «-  S 
o»  <w.2: 
3^  a 
ft-f?  rt 

a°  a 
sog 


s5.a  P 
>> 

® "3  M 

h^s 


•3|i 

o 


lO  rH  10 10  00 

• -1<  05  03  71  03 
•CO  ICO)  00  CO 

• U5  Tt<  05  *0 

• *0  00  >0  00 

• 01  >o  .-1 00 

rH 


101^03  00  CO 
>o  r~  co  i-  i- 
"}i  00  »o  *0 

iO* C5  CD  03  00 


1-  05  lO  00  CO  1 


tH  03  CO  "}1  rji  O 03 
(NI'HhhOO) 
00  t-  CO  1-1  CO  00 


03  03  t—  CO  03 

00  00  CO  CO  CO  >-1  *o 
OIHOI'IOIOIO 
10  03  05  1-0  03 

CO  000305C010 

Tf  Tjl  rH  t - O 

03  t"  05  00 O 


ONNOh 
CO  00  CO  iO  05 
03  CO  00 --H  03 

03  r-"  *0  >o  co" 
lO’tooco 
03  00  03 


OlOOINN 

HiooNxm-H 

•71  iO  1-H  t-  lO  if  03 

ooco-^ooooo 

CON'tHiOGN 

10 10  co  00  >o  —1 

I-I  03  Tti  CO  00  03 
CO  ■<#  03  03  (M 


05  05  03  1^03 


(NOCOiOOO 
os  co  "f  03 

lO  "ft  00  05 

rH  rH  05*  00 
1-H  10  10  05 
1-H  00  04 


05  03  O 00  10  -05 

t^OO  ' 

10  <N 


) "}<  "t<  00  -oo 


COOO< 

00  "ft  ■ 

O 03  1 


)00t^ 
1 O 01 
■ co  co 


O-tf  -IN 


05  CO  00  05  0 

t-  co  co  it* 
03  CO  1-H  -^00 


S • P 
S • o 
S :m 

!«  -HH 
M /§ 
Q . S3 

a 


1>OC03CDOOCO 


000  co  co  co  10 

OHiJKOHH 
Tjl  lO  10  -^1  1-H  Hjl 


10  05  0510 


1010(M(NCOCO 
1-H  10  05  CO  00  *o 
HOOLOHOO 

05*10*1^  1-H  HfH  IO* 
CO  10  05  05  1-H 

10  rj!  itfi  1-H 


03  00*0  010  03 
frHOrHCON 
1-H  00  CO  CO  CO  "fl 

00  10  05  10  'O  00 
05  05005003 
IO  Tt<  1-H  Tfl  1-H  i-H 


CO  10  O 10  (M 
COOHCON 
05  CD  CO  CO  "ft 

"t<  05  IO  10  00 
05005003 

Td  rH  rf!  1-H  1-H 


§G 

1 rtO 


rt  roO 
< tC  <15  ®5_ 

3 

zB  mS-SCPO 

O rt  Tp  “"T 

a2  a * * t 
O m S ® « O 


m 

z 

o 

z 3 

H>0 

||sSjK 
S?Oo?h 


CO  03  00  03  1-H 

H co’ i-H  Tji  O 

00  05  ^ O 03  05 
CCrJtHOOOO 


i-H  03  00  CO  CO  CO 
t'  rH  03  1-  O 'O 
03  Tfi  iO  CO  i-H  CO 


OSOOrHHCDlt 

00  1-H  CO  "ft  f-  CO 
C0  0^  05  03b- 
l-  03  ^ i-H  00 


IO  CD  rH  CO  CO  05 
CO" t<  1-00  05  05 
CO  00  CO  IO -t!  03 

Ttl"tCo"rHCo"lO 
O l-  Ol  H*1  rti  "ft 
HrHl0rtH03 


l—  l>  1— 

t--  CD  O »-H  1— i 05 
10  05  IO  10  1-H 
l-  T}1  IO  111 

00  CO  1-H  CO  T* 
IHOHCOM' 
rn  03  CO  1-H  rH  03 


00  03  05  CO  T}1 
HOOCONI- 
H 03  CO  rH  H 03 


1-rOHjlOOOCO 
10  CO  05  05  CO 
C01OC5C0  CO 


0$ 

m 

•=2  C3 

awo 


03  r 

T3  H 


&■*** 


T3  ci-rt 

go  a 


2 o'-H1  HH  co  (LI  JH 

un  ^o« 

M'S  P 


fl  > 

g^i  ol-g  o 


rs  O 52 


v ou-O  T3 

W 3 ow  O a 3 
H fl  2 «J  =3 

w 

0 o M 95  te  te 

2 2.2  s si 

pqpqWO’Z^: 


JS  S05O  «.§  gw 


gT3 


2-c5tHfH-o  3 


o 3 © 05  _m 

til's 

S | i a-S  S«ai 

(1)  S o H-P 

:««p3a| 

® -2  ci  m ort 

gSooS-^O^g 

>JS2aa3SS 


cd*o, 


a^rt 

Q 03 


ocn  g-"  03 

w co  a-g  cT 
(S  . S gi&s.a3 

'1  c £ d 22"  ^ 

p ” 2 a a^  2 


d L?  flj  d 

« S o u 


.^~05 

c'S  | 

o 4>  2 a^rt 


<&  ui 

CO 


- to 

-3  « 03  a a 

C3  O lO  o3  (- 

” a3 


- r- 

cQ 

TJ  $- 

fcj  to  « 73  S’  43 

a“  .2  S ¥ 8 « 
a p «- 

S >>  rt^»Cfl 
co  u • Q|  t>  o tL  o 
^ °C  c ? P a!-d 
2 MC5  gP 

2 cisllgl 


O <D 

»h  o 5 -** 

« a£;s  ap  gp 
05  a Q a 50^  k 

Iten 

- I-  2 >i2 
w 

to  b£  O o 0, 

a . 

ol-SeSr|| 

1^|I el  - 

^ — P C • (D 

■e  s !xcs®'g’S  2 

2 +?  p®co  ?+>  S 
_C«2  SH03  P^3^h 

W 3 Mo,  > +s~; 

2 3 03  -^.g  <u  O 


: 

5 w ro  p 

s am 


.2  ... 

to  *§ 


. ® a 


rt  « tH 

.2  a £ 

a +h  a • ® 2 ^ 0 

hhHh  3g  Q 

c . . O _g>  <r,  g 

s >105.'S^'3  g 

•OO  ,-2^ 

1J3  8l*w' 

Pl^lE-s. 

^l^gggo 
a§  «§|>2  2 
Vo?8§82i 


TABLE  XII,  19x0.  GAS  ON  HAND,  MADE,  BOUGHT,  SOLD,  USED  AND  UNACCOUNTED  FOR  (M  CUBIC  FEET),  1910 


Light  and  Power  Statistics  — Tables.  241 


CO  -0500050510 


T3  OX  O 

0X2-1 

3 S2 
a 8-7 

O.QCO 


£|a° 

■sits 

DO  a O rj 
D W 0.9 


o aj  o 
£ §2 
'"'3  a 

O — 


co 


33  m j» 

3 O 3 

co  +->  » 


.30 

305 

O-i 

ffl 


« b® 

a a- 
O =3 


• t-  X 40  4+4  v 

•00  OX  05  CO -+4 

•—10X00500 


05  X t--  X OX  -t- 
05  — < Ot  CO  CO  -00 
050CO— 105  •— I 


OX  CD  OX  CO  00  4+4  CO 
40  05  t—  CO  CO  40  CO 

ox  05000005  co 

4+<  X 05  X 05  OX  4+4 


lO^OX-iX 


OX  OX  lO  ^ OX  >C  — I 

COOhNCOOOCO 
CO  — 1 -+4  05  X—  X ox 
X OX  05  X-  05  CO  t'- 


OX  O CO  t-  Ol 
CO  tv  *3  O 4+4 
05000  050 


05  05  00  IO  CO  -05 
CO  O 05  t-  • 4+4 

4+40+40—14+4  -o 


coox^oox 

XO*aX4+4 

coocox 


OX  -++4CO  xox 

CO  OX  OX*  —I  CO  00  tv 
o^H'too'tn 
4+4  ooxt-xcoox 

co  -+4  co  ox  i-h  05  05 
coHfOimoco 
COCOHCOXOOX 

CO  4+4  X -+4  OX  -4  ox 


4 X —I  X ox 
4 05  OX  4+40 

O — i CD  4+4 


05  40  05  O 
—140  CO  05 

-i  o 


—I  40  05  I 
40  40  CO  C 
© —I  4+4  £ 

00  4+4  05, 
4+IOXC 

CO  CO  4-H  4 


O tJ4  CO  ^4  ox  -ox 


4ON0XXM 
40  X-  CO  t - tv 
4+4Xt-*0  40 


■CO  OX  OX  X4M 


OSOCCCO'f^ 
OX  X -t*  05  05  CO 
X0XX0X0X4O 

40  X 05  40  05  ox 
CO  4+4  4+4  —4 

X 


— 05  CO  05*0 
Sn-tNO 
S X N t-«  iO 


COX— IX 
CO  OX  — I co'  r 


(SCOOXOCOt* 

40  -i  ox  o Tf4 

40  -4  40—1—1 

o 


1>  X 4+4  CO 

C5COOOXOX 
COX4+4CX  XN 
X XO  OX  —I  CO 

o'  ox  X CO  CO  CO 
—i  O OX  CO  —I  40 
XCO— 140— I— I 


X-XTf4CO 

MONO® 


ox  x co  co  co 

O OX  CO  -4  40 
CO  -4  40  -4  —1 


o 

X 

X 

•4*" 

X 

t- 

ox" 


n M 


co 

Z CO 

O as 

go 


M 


COrt4cOXC5CO 


O X CD  CO  CO  CO 
*0  05  iO  4+4  X 40 
X 05  4+4  — I 05  40 


XOCOONX 
4JIIOHHHQO 
— 140— IXOXX 


OX  OX  05  X 1-  CO 

CO  tv  05  —I  X —I 
■4+4  t-  4+4  05  05  CO 
40  05  t-»  CO  4+4  GO 


OX  40  r+4  X ox 
CD  tv  tv  X t+4  CO 
05  —I  OX  X co  X 
40XN-+4C0  05 

hXOMXN 
OX  —I  X 40  CO  t^ 
—4  OX  40  —4  i“H  OX 


— I OX  O -4+4 t-  l- 
4+4  *+4  40  X CO  X 
COXONXN 

OX  ox’ 05©  o"40 
4+4  4+4  X © —I  4H 

— IOXCOOXOXX 


O O OX  — i 4+4  — ( 
t-*  X OX  —4  CD  X 
X05  40  05  0XO 

OX  — I CO  05  o"  >o 

4+4  4+4  GO  05  —4 

— I OX  CD— 4 0XX 


— iOXXXXCD 
tv  — I OX  tv  o »o 
OX  4+4  40  X —I  CO 


a 


Q>  60 
^ CO 


S • - :w 

H.S  CO  60 oW 
fcE  * 9 
< O O '-3  ” 

Ph  Qj 


mT  k 

Ox! 


3§ 

o a 


Vi  --  3 


C3 

. -i— ' m rdC5 

yja5Ma 

w a a^  f 3 

g£§jgoj  i 

w 2 a a 5 ex  o 

pq£4;z;p+£ 


a o+  o 


a « 
60'2'3 


3 03  X a 2 w 

W JO®  3 OM-X 
Fh_?  3 om  H 3 


oO 


*3  co 

3 o 60  ax  ■>. 

| g.g  §|| 


•Sb’SS 

23.2 

§-2  <*2  s -o' 

g'Sg'.-d  © 

-2 


® 3 O 

|2  C5  «. 


-••03!88j 

^"ox^g 


c3  x 


a| 

ox  > 


lo 


<v  r xn  re 

u-M-ssa^ 


, O § 

! 

■»2 

1 


d S d cJ  ^.2 

S 2 03  g 3 Qs: 

2 o-a  ®*J 

a ax  t»c_S  t-  a 

s I - si " I 

i o ° ||  Ilex 

S°gioi> 

ax  60  C O cS  ex  ax 

v S 2 

03  fl  cl  +^-2  ax  v 

S3ass1s§ 

80^-231 

03 3 co  01  a-t+H® 

Jj,o2.2  a 
a c 

Jls&33|  3 

"Ss:  a -•  o .3 

U 

§-3  &2g  S ^ 

§ ^ o 0*0 

ax033^ 

a 


|3 

o X 

■73  in  o ” 3^  S 
|a§VS§G« 

oO  ro  3H  cj  ^ 

o-S  22^34  ss  40 


O oO  m 

Sfl 

^ ’-3  "os  ^ 
ax  -^t3  2 
■-—0  53  05 

a-co  oo 
a a 2©_ 


CO 


> 

§•  §«  a 2 ° 
so  I 

i‘a-8 

O a ex  ax  3 

§>>92 

.Ho  o 


. a 


ax 


ax 

- *2-9 

fie  “ 1 8 

iH.s  |l 

OQ  ^ TO  O . M o 

= i 


*2  v o 

ica  c2 


2 


§.3  0 . 

H<  O (M 


3Q”  0^-3  c.33 

«>  -3  V "v  ax  ax  ax 

*-■  > ax^2  3 3 _ 

O--  p-  o CO 

K.  ax  3 03  ox+x 

r*  Cx.3  00  33  ex  — 


TABLE  XIII,  1909.  CONSUMPTION  OF  GAS,  BY  COMPANIES  AND  BOROUGHS,  1909 


242  Pubdic  Service  Commission  — First  District. 


00 

- O o 25^ 
m **  -g  © 
P g > 3 

eg  *a3g 

Q»0  « 


bC  co  o 

c3^J  P e3;^J 

fee  $ Ma 


fl®  o"S 
§°* 

O 


o.sps 


<v  Q- 

2 a 
x * 


« 5 
ta  S 

> 3 

•s  ® 
P S 


HOO^OOONWihNNOW 

co  r~  go  ^©  00  co  co  oj  00  h o 
CO  O 05  'Ct-oo  *0  05  00  © 00 

04  CO  05  Co  COO!  OOCO®41>"  t)*"© 
©■'t'*tiCO©©©t''lOt'~t'-''i< 
C004©~Ht^C0©t^O© 

©Tji'of'+CO  <M  ©4  >-i 


t^©©t^00  00©t~©00 


rji  04  CO  VHN  y->  05  <5?  05  C 

INNH^OOMHOOJOC 

oo^t^®o04©i-i©oooo 

co"  ©"  -O  rjT  rH  co"  t'T  1>" 


.-I  CO  © CO  04  • © © © 


05NNOO 

cooo©*o>© 

OICOOO^'-' 


04  00  ©4  04  t' 


•©©.-l''tf<©t^QO^H©04 

O ■ O '<5  — 1 t"  t>-  S0COO5CO 

CO  -©0500^h;3©C004CO>-i 
O ■ CO  vfrio  05  20  04  Oo  00  00 


<NOOlO'H-^^-lt>.C35iO'^--i 

I00tJIC0I^©©O’~hI^'^© 
irHrfi©-*COO©CjOOO© 
I 04  CO  '•$•00  CD  O 05  Oo  04  CO  04 

. CO  O-  T}<  04  Tjt  CO  T}<  o 
) O © O © O —I  05  04  l> 

> !>°0©C000t^O5© 


CO  CO  O 00  00  O CO- 


I O Tt<  ©4  I>  o 


eoot^©©© 

WOOCOhO 
CD  O O Tf  10  © 
COCOO-IIOO 

50  CO  00  "tf  © 
10  >0  05  Tf  05  ^ 

© Tt<  fH 


t - -t- 1 - 1 — ‘t  — 

05  Tt<  CO  Tf<  CO 


CO  05  05  CO 

00  CO  00  IN  00  CO 
00  co  04  00  CO 
O5CO00^COC5 


co  oo-^coco 

O^COOOtPO 
COHONOH 
CO  © CO  04  •'$'  00 


04C0C0©t^t^ 


00©©00l>  © 

®TfNHON 
^NHH050 
I>  04  -$<  © © CO 

r)<  © 04  © © 

04  CO  © O 00  O 
CO'f  Tf<  l-l 


04  00©-^Tf<© 
CO  t-  — T*  1C 

05  rH  Tt<  O © 


H a fe 

a 

Q a-g  2 


00 

o3 

20 


a ~ 

00 

co  ^ 


S5T3 
o <D 


I <L>  5 * 

- a 45  <s 


aS J g-Hp0 


5 x 
Sa 
o 

©CQ 

►3  2 ■ 


O a©  a 

•3.2  co" 
Sacs. 


. w 
a 

, 03 
O 

’ 3 

:<y, 

. " co 

if  ill 

§2-5*1  :d2 

& _.*Q^  ao*© 

p s 

2©  ^ aP 
t ~ CQ  mO*  a 


d co 

HS25C£§Oj 

.2 


«-2  m|-!  »3o 

SiLsSrSw 


m 


r°  otDn  fiOw  c 

M g ^ o 5 

UiUi 

g a 8 o 


04  TJ5 
T-l  50 


00 

COO 


© © 
I - 04 
©iO 


* a ■ 


«w  bfl 
W’P  o 

<595 


m 


pqpq 


a I'd  | 

<13  Q 

I i§i 

•°  MO  a 

4)  W 
O L,  !;ffl 

d S«2ti 

£ 

to  at3  -s 

w 3 g a 

T3  jj 

0 o c5  o *d 

® 

1 feSg* 

a"  I- ”:§ 

2 |s-| 

O rs  M ^ 'Ti 

•d 
H 
o 


.10 

Sr>  ^ 


in 

$ 

C3  w04©o> 
'o  ^ GO 

» 

1 

2 si- 1 

0)  *0  S 

a oo“°  a 

O . 4> 


in  T3 


- 51 

: 5 a? 

O § 3 > 
o M'd-2  S 


a ® 


I 1"! 

“ -g-gs! 

§ a d n 

:I 


a S«§| 


a £ 

| g ^ 

6 >5  a° 

m a . wl> 

ajOBwja 

•43  a 

©X  53  3co^S 
fe-Scol 

|h 

1 § a^rl 
^|6|  | 
la>sL8. 
ilS§l£ 
l!^!s 

a 23^ 

3 3§  s ^ 

j.s|9ia 

m^0n.  “>04* 

a'gssjg 

H a^j  oo,g  M 

ilUH 

S a 2-  c!  >>"0 
c a.5  a S« 

£ pCQt-.  «h 

© CO  _ ro  a „ 

°°  a 

a o 

60  Q 


TABLE  XIII,  1909.  Consumption  of  gas,  by  companies  and  boroughs,  1909  — Concluded 


Light  and  Power  Statistics  — Tables.  243 


o a oi  * 

2 8?  I' 


O 


<D  U 


03^  ^ C3-J 


>5 

ri  g J d 

§°* 

o 


S3 .3  g 

■55  a 

OMg 


•la 


a>  a3 

1 s 

> ^ 


CO  f^»OCO»OCO 


COOJOOCOt^Oi 
CO  "+.-1  CO  Tj< 
IOmH  r-lCO 


1-H  "1  CO  05  CO  T* 

co  ^i-oo  >o  co 
Tt<  os  eo  io  co  t- 
CO  ri  co 


CO 

CO  >-H 


CO  CO 

»-H  lO 
ON 


00  <35  00  i-<  N-  1C 

CO  OJ  CO  CO  coo 

OCOO’f  CON 
|>CO^>-H»OCO 


oooocoot- 

--H  Co  00  O lO 
oocoioo^r- 
lOC^Ot^OSCO 

co"  <30  --H  CO  CO  05 
T}H  <30  1-H  CO  CO  CO 
T-s  r-l  ,-ICO 


CO  05  05  O >0  rH 
eooo05  05cot> 
I-I  oo  05  00  Tf<  tH 


CO  00  CO  05  CO  CO 

05  CO  Tfl -H  CO  05 
CO  00  CO  CO  o 
O CO  >— I 05 

cooco>oo5co 

05  O H CO  -t<  01 
CD  CO  t-h  CO  CO 


tJ<  CO  CO  Tjt  05 

1-H  iO  CO  CO  co  »o 
COtH^h-^C^iO 
OHCDW5QO 


N-  O 05  CO 
IN  N H Cl 
Tt<  00  CO  CO 

co"  >o"  05" 

co  05  co  ^t< 
O QO  co  01 


ID  N-  CO  00  CO 
r-H  t-  CO  10 
COifliCON 


000^0® 
ID  O CO  GO  -t< 
o 00  CO  1-H 


t^OO^H  cot^co 

ID  t*i  ID  ID  N- 
GO  >0  00  t"  O 
OOCOHOCIN 

CO  05  CO  05  CO 

co  co  t-  co  co  co 

r-l  CD  CO  CO  CO 


CO  00  N-  10  I>  05 
©iDcOr-H-tf  00 


> 2g 

CQ 

S-O 


>>3 


sa 

0^3 


o-tf 


oO 

m ^2 

.go 

£2  a 

2 Or  o 
o3°<3 


a ^ m 2 

<n 

bfl  o»  > >. 

d 0)  l>  !> 

.H  3 0)  CD 

WC?  ££ 


3 

O .• 

• i ■ i 

C 

5#  ej  ’ • " • 3 

“>I  :fl  :-So 

J g3  i 1 1 

0 cl  o ® rt  m 

* 2 2 Sis  § 
gpqpqatf  £ 


TABLE  XIII,  1910.  CONSUMPTION  OF  GAS  BY  COMPANIES  AND  BOROUGHS,  1910 


244  Public  Service  Commission  — First  District. 


tnd  Qu( 


Light  and  Power  Statistics  — Tables.  245 


O >-1 
t-  00 
1-H03 


t X 

i-hco 


hH  05 

COCO 
05  00 


oo  io 

to 

05  CO 


S 2 

§ s 

3 J2 
03  ' — 

o « 

§o 


t- 

0=8 

K*  . 

05  . 


H t Olt^XCO 

CO  O 05  00  h-  *0 
CO  O 05  CO  05  OO 
^ONNN'# 

NK500  i-h"  © 
*C  00005  00  CO 
00  i-h  CO  00  Ol 


co  *o  r- 1 co  co 

03  t 05  ^H  -H  CO 
tOOMCO 
03  00  05  IO  00  t 


05010  05 
t CO  X O 
1— I IO  05  05 

CO  t t 03 
CCOCOO 
030*0  CO 


coco  cor- 
03  r—  *o  co  05 

IQHCOrtCO 
CO  CO  1-H  03  X 


X O h-  t >0  03 
NN05XOO 
HCOOtOCO^f 

03”  O*  o'  05'  Co'  T H 

05  05  t-  CO 
*-1  03 


ONhnhO 
1 1 05  t CO  CO 
IOMOOC5NX 

CO  03'  05  O i-h  X 
X -h  -h  <35  03 

OOMifOl 


05  03  *0  CD  X 03 
CO  *0  t t O t 
03  CD  CD  CO  l- —I 

CO  ‘O  Ol'  i-H  i-H  i-H 

co  03  r—  co  *-H 
conn 


3 .TOP 

§ 


«T5V 


<2  3 O+J'g 

& =3  S§ 

a 0 • S.? 

8 Qg£° 

o STO 

O 

bO  .11  00 

•J  S "at 

^ 2S" 


GG 


CD  <4-, 

^3  o 


fl  30 

iT5 


o 


< M 3 
« 2 


boo  jjO 


p fl  s S o s 

Hops 

C O fl  S O 8 n 

® s|&S*2 

38  s3  0 £ 

3 ® a &3^  « 
-R  c3 
a> 


•g’  § Oh  §5  >> 

-QT3  g 05*So  g 
H 0 ^-c  30-  a 
I 03  ~ § S*°  Si 

St”?  -.Is 

||pO£-§-§ 

Z 3°  8 -80  3 


g 30  3 

•HOf!  J) 
3_hh  oj 

O 


TABLE  XHIa.  CONSUMPTION  OF  GAS  — STREET  LAMPS 


246  Public  Service  Commission  — First  District. 


cq.: 


ja  d o u % 

IJi  J S-S  s.1 


oo  o 

© © 00 
05  01  05 


oooooo 
10*0  10  10*0  10 
05  05  05  05  05  05 


co  eo  cc  oo  eo  co 


©oo  -oo©© 
©00  -10*010*0 
o © • © © © © 


T)HCO  -cocococo 


-C  K BJ 
Og® 
fe  ^ o 

°g« 

£ « a 


as 

O© 


.8  2 
So  8 
s a 

5? 


£ 0 s 

^ O© 


CO  coco 


l> 

CO* 


•^H^O 
• *0  I' 

T}<  © 


*0  10*010*010 
CO  CO  CO  CO  CO  CO 


10*0*0*0 

cocococo 


■'f  t-  CO  © © <M 
cOco©t^o© 
>-|<N<N©©© 


Ko 


0)©C0©© 

oo  © ,-*  *oco 

SO<NrH©(N 


rj*  I^CO  ©©  <N 

oo  co©  t^©  © 

,-i  ^5  05  ©©© 


*o  *o  © CO  © © 
© © Oo  © *-1  *o  CO 
©t-  ©<C5<-<©05 


S ° O 

I a 


P*  o3 

o© 


©--H©C0*O 

COIOOJIO© 

0<N©©© 


r)*  00  >-H  © *0  <N  © 
<N  *0  t^OOOO©CO 
© © GO  C5  © 05 


NOHOCO© 
© CO  © <N  © O 
©©(M©©© 


■<4*  00  © © 05  © 

05  © ?^00  00©CO 
©©0005  ©05 


*|  *«  g S 
so  S a 


O OQ 


o 


spp 


o'Bc 

s^p 

a £ 

c 8 


fc 

o fl 

Si? 

>5  g 

S«  » 3P 

8-tf|iS'sa 


05  -5 

<d  Cy 


so 

« cPQ- 


bc(y  c3  cn 


-P 


o 


o®  8 © o 

0<!0£& 


(j  2 m Sm 

Pro  ^O35  « 

E-s  g > § s 

111 111 

g cs  a 5.0  o 


M o 
^ o <u 

i?£p 


'-'©GQ 

H O bflfl 

“«-9  » 
°4“° 

bC*^  . 

di-3-3» 

o . M 

0-2  5 
w 3 o a 
C OCQ  ® 


d.H 

a . 
C"^ 


a a 

£§ o 

§c?3 

r9’3'd 
Odd 
2 d c3 
c3  ^ s' 

a.o  o 


DT3  W 

i H "2 

o oo  05  > > d 

n d P ? c3 

g.d  3 <D  O)  £ 

WMa  ££  O 


i Owned  by  city  — number  not  reported.  2 Apparently  private  street  lamps  at  80-cent  rate.  3 Per  lamp  per  year.  4 Not  owned  by  the  company.  3 Ap- 
proximate. 6 Private  lamp?  $30  per  lamp  per  year  including  maintenance  ; public  lamp?,  75  cents  per  M cubic  feet.  7 Divided  by  boroughs,  as  follows: 
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TABLE  XIV.  Gas  appliances  used  by  consumers,  1910.  C.  Number  and  kinds  rented  at  the 
close  of  the  year,  and  changes  during  the  year. 


Company  and  Kind  op  Appliance 

Added 

during 

year 

Removed 

during 

year 

At  close 
of 

year 

Ranges 

Consolidated  system 

32,686 

25,078 

87,301 

2 

7,835 

1,860 

644 

873 

13,828 

7,793 

1,619 

11,489 

10,219 

1,528 

463 

New  York  Mutual  Gas  Light 

5.631 

3.631 

1,753 

3,443 

52,287 

33,138 

132,251 

Cookers 

Consolidated  system 

46,439 

5,408 

10,151 

2,938 

4,337 

7,271 

18,302 

1,672 

4,167 

1,131 

1,639 

3,384 

58,990 

5,899 

12,689 

New  York  Mutual  Gas  Light 

3,220 

5,549 

Standard  Gas  Light 

8,606 

76,544 

30,295 

94,953 

Other  Companies 

New  York  and  Richmond  Gas 

2 

26 

Grand  total 

76,544 

30,297 

94,979 

Water  Heaters 
Consolidated  system 

New  Amsterdam  Gas 

1 

8 

32 

Northern  Union  Gas 

93 

0 

93 

Grand  total 

94 

8 

125 

Broilers 
Consolidated  system 

New  Amsterdam  Gas 

147 

24 

150 

New  York  Mutual  Gas  Light 

1 

1 

Northern  Union  Gas 

988 

22 

981 

Grand  total 

1,136 

46 

1,132 

Ovens 

Consolidated  system 

New  York  Mutual  Gas  Light 

3 

3 

Northern  Union  Gas 

2 

2 

Grand  total 

5 

3 

2 

Heating  Appliances 

Standard  Gas  Light 

87 

Miscellaneous  Appliances 
Consolidated  system 

Standard  Gas  Light 

80 

13 

1 86 

New  Amsterdam  Gas 

10 

1 

2 11 

New  York  Mutual  Gas  Light 

52 

2 

2 50 

Total 

142 

16 

147 

Other  Companies 

Brooklyn  Borough  Gas 

362 

291 

3 175 

New  York  and  Queens  Gas 

367 

312 

3 589 

Kings  County  Lighting 

194 

142 

3 153 

Total 

923 

745 

917 

Grand  total 

1,065 

761 

1,064 

JNot  specified. 


2 “ Other  industrial  appliances.” 


3 Gas  arcs. 


TABLE  XV.  ELECTRICAL  PLANTS  — NUMBER  OF  UNITS  AND  TOTAL  CAPACITY  OF  POWER  PLANT  APPARATUS,  DECEMBER  31,  1910, 

AND  INCREASES 
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257 


1 iGiiT  and  Power  Statistics  — Tables. 


g^g 

sgJ:  Es 

SI’S 


.s.g 


r5.ft 


^H>05 

OoilN 

* o 

KOI  CO 

^ON 
<N  (N 


0$<N© 
CO  '-I  10 
co  05 

Co  00 
0*^0 
so  icco 


Co  coo 

OOIO 

©coco 

®f  05  of 
CO  *oo 
60Nh 


P5  © o 

. 05  05 

& so  eo 

© o 


05  05  05 

(N  CO  CO 

© o 


"H  g O 

®.g 


o o> 

^5 


j 

w 

o 

- 

K 

« C 

s 


RJ.S-S 

g 05  ^ 

®C»S 


^ a 

t- 

- 05  o 
* - U O 
“ gO 

'3°H 

£ 

G’-g  ft 

: 2 a 

|5  3 

'O'cO 

|flO 

“ 050 

sfa 

3§l 

l.-3-i 


Vol.  IV-'J 


2oS  Public  Service  Commission  — First  District. 


§ 6*0 


I &&I 

£ £ I 

o3  o3 


pi  pi  pipi 

zzzz 


►ct-CM  o 

•5N  00 
CM 


00 


OS  05 


ooco^f--^  os^hco 

• -®*OOt^OCC  ►-.CMOS 

®!OO00N^^^  ©OCM© 

OOCOrf 

Oi  CM  — . Tj<  00  CM  50  «500S 

©O  CM  CO  © 00 

©00  COCO  00  00 


© 


CM  CM 


K iO 

©3> 


--I  vf-l-.  CO  00  CO  b-  CO 

COOoiOf^CMCM 

»o  © r—  cc  co  cm  os 

© CM  !►  Tt*  'O  ^ cs 

N^NOSO  00  T(i  CO 

_ ,-i  cOCO  ’►►HO 


I * 

I * 

I * 

I CM 


'M-CM  O 00  OS  CM  CO 
© r—  GO  *<(- CS  »-h  CM 
►^•►h  CM  *►  © © CO  CO 


>!5H^ 
►M-CM  CM 

©coco 


<3M  t~  CM  (►  © 
'M"'*1  Hfl  Tf  O 
?►©  COCO 


00  -t  05 
HSNN 
6-  CO 


►cf-CM  O 

© oo 

►^►h  CM 


Pi  Pi  pi  oi 


o©  ©ooo 

CM  CM  Hf  ■<*  ^ 

HH  CM  CM  CM  CM 


k 

c> 

n & 

gi 

%! 


55 

Sx 
►J 
M 

0 0.5 

S|2|«l 
£©s  •§ 
« £ S 

^o|o  3 


1*9  O M 


fjq  6o^  +h'S 
p osjujis 

t « e?  o 3 3 2 
^ C 2 C"  "0  o5  o3  sJ 


6q  o 


3 O 


| a 

o a> 

o -*-> 

M & 

C O 


J3  *° 

It 

0,  3 


ffl  " 

TSXi 


►-T3 
O # 


£ « 
O 3 
-G© 


££ 

ar 


5 Includes  alternating  current. 

6 Included  under  alternating  current. 

7 Varies  from  0 to  1 ampere  per  1,C00  c.  m. 


TABLE  XVI.  Electrical  plants  — Circuits  in  service  at  the  close  of  1910,  by  companies  and  lines.  B.  Alternating  current 


259 


Light  and  Power'  Statistics  — Tables. 


a)  c) 

£ % 


1 »o  O I o o c 
>0)0  I 00c 

I 

I 


00000000000 

00000000000 


t>  n-  1- 


CM  CM  CM  CM  u 
0) 
CO 


5d  * 
S So 


Ph« 


O Tf  o o 


>7>7'7'7'7^u5  0)000  to  CO  O 'tOl'+rt^O) 
"H*-'*  CO  OOOONlOrnO 
10.  CO  IQ  10  1 ~ »iO  O OMNHOrf 


go  o cm  ^h  c 
5)(NiOOI 
SO  H 


to  1-H  05  OOI>>-CO'^' 

to  H CM  ^ VJ-I-H  CM 
CM 


KKKKnKKKKKK 


SO  00  10  05  o co  *0  o oc  «o  01 
9jO)>0'fONto!0  950M 
GOCMOSHtOCOtontuOCMt^ 


to  OR  i-r  OOtoOOO) 
SOI  C NOM-OC^f 
©j  co  o icotoooo 


HjOOOOTftOOOOOO- 1 

000010  05C500000H 
nMOhOOOINOIMOOS 


tocoiOr-HO-^tooocoiO'^t1 
GOCOCOCOOO'Sf-COO^HCO 
Oi  rtHCMNNCOiOOO 


soo  o 10 n-  to  >-i  ^ co  so^ocm-h 

to  1—1  00  CM  00  so  O CO  O to  T- 1 CM 

to  00  njicOGotfOCOCM  *1 


(N  ^ CO  CO 


I CO 


to  00  CM  05  10 

^Sn^^i^Hto'cMcococo' 


to  05  O OOOJOOCM 

to  -*  cm  oo^ccm 

toco  OOOtoOCOO 

to' 10'  O H 05  'tH  N o 
to  CO  TfOtoO-HN 
to  CM  1-H  CM  00  *o  CO 


CO  1-H 


pipipipipi  I pipipipi 


too 
2 o 
to  o 


<50  ON  rt 

®0  O CM  N- 

00  >0  I- 


to  o o 
vf-cO  00 

Go  1-H  i-H 


pi  pi  pi  pi  pi  J pipipipi 

I {zjfcfcfci 

I 


00000 
o o o c o 
co  co  co  co  10 


CM  CM  CM  CM  -t 


o o o 00 

0000 

O CM  O CM 


N-  CM 


00000 

OOOOif 
id  Tt  CO  CM 

CM  CM  CM  O 


000 
C O Cl 
O CM  CM 


CMCMCMCMCMCMCMCMCMCMCM 


05  ZZ 


J=f3  P 
a 5?;  p 

« £ &-g£  ® § S C*^ 

HO<OW  iHUww 

I 


« g-3 

B Q^®  K’p  (3 

g.S  »o£o  2 .8  .a  O g>  o 

10  O'-  S SJ  ^ 

^ £ « 


7 Includes  diiect  current- and  is  included  in  that  subtotal. 


TABLE  XVI.  — Electrical  plants — Circuits  in  service  at  the  close  of  1910,  by  companies  and  lines.  B.  Alternating  current 


260  Public  Service  Commission  — First  District. 


£ a 

3 


0000000  0000000000 

co  co  co  co  co  co  co  co  co  co  co  co  co  co  co  co  co 


N 

COh^hhh 


-OHOOOCOOr-N  O >0  CO  05  N 

NH<JCON(N(»OOOMH  — 00  <-1  N — CD  00 

00 t-  o n — cc  co  co  t-  co  rnocoM  000 

©* - - 

— CO  <-H  NHH 

^COOOiH  t-  — 


PiPi  <£  PiPi  PiPi 


O 10  o 

so  >6  N-* 

— N Tf 

00  coo 
Co  i-h 


I O — 

I Tf  00 

> Tt*  00 


-H00  OOOOOTfOOKjOOOOH^OOHMiOlO 
OO  CO  CON  CO  O COCO  O CO  O >0  CO  00  CON  CO  N 

COIN  1C  O 1- 1 CO  05  b-  C5  *-<  O — <N  Tf  HS  co  b-  00 


OCDNI 
t^-C-CO- 
O CO 


ONCMNOOOQO' 
00  05  Vf-I-H  b-  CO  CO  IN 
hN  CO  IN  *0 


1 00  co  co  co 
■'C  CO  — N 
l-HCO 


CO  IN  rf  IN  CO  TJI  1 


COINED*  CO' 


O — N-'tfCD00>-<CO''tf00 


»500COiOXOH 
OONCOONCO-- iOO 
CO*C»OCO(NCO— 'CO 

Ci”  00"  CO*  NtJIINCO  "ji 
NOhcONh  — 
0}  N *0  N — CD 


OOOUOINOtOOfOiON^iOliON 

Nnco-ONiotoo»ON»cirtH^H 

lOiOiOCOCOO'JiOlOOCONOOOINNN^ 


pi  pi  pi  pi  pi  pi  1 


*o 

■o 


0C00C0”00  0000020 

000—1  N N 3 N N 000  — n^n 

10  CO  CO  H N N o N N lOCOCO  — NON 


b-  N N OO 


OO  t>NN  O c3  O 


00000  o 
00000  o 
CO  CO  CO  CO  CO  co 

N N N N <N  co 


& & 


s o'ft  O<NC0 
O-'m  — N >»>»>> 
"C’3  >>  >*d  cJ  cj 
8 £ £ £'OT5TJ 

e “ g « o a a 
^l§£ooo 


OJ3,r  jS  & 

o a &n  co 


C cj 

K Q>  ,&  +2  ^ 

2q  .-C  pG  »G 

^ ^ hr  hr  hfi  hfi 


bb 

g >> 

522cc  'O'1  "MSCMM 

0 c £ o o --p  «o  0"V'Wr1 

.... _ _ 03.3.3  o O O g >HHHH 

.h£ £cqc«J-<HmOh£Phccc^'<>-  |H 

* Q> 


"e.2 
e « 

o r l 1,  i.  in 

„ 2 0)  4)  C » 

§ fa  c£  fe  is  fc 
rs  g o o o o 
^ § a a a a 

-§5  °'0't3T3T3 

a ® a c a a 

O 2 03  CS  cS  oj 


•ssaa 

WOOD 


£*«< 


8“  Company  has  four  commercial  2,300  volt-4  wire  circuits  on  switch  board  one  of  which  splits  into  two  others  a short  distance  from  plant.  Two  3 wire  trans- 
mission lines  6,600  volt  and  three  arc  circuits.” 

• Estimated  by  the  company. 
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TABLE  XXII,  1909.  MAXIMUM  PEAK  LOADS  (KILOWATTS),  BY 


Company  and  Station 

Jan. 

Feb. 

March 

April 

May 

Manhattan  and  Bronx 

Bronx  Gas  and  Electric 

505 

496 

529 

522 

561 

Long  Acre  Electric  Light  and  Power 

42 

38 

40 

42 

41 

New  York  Edison,  Waterside  “ A ” 

55,200 

45,800 

35,000 

34 , 200 

17,500 

New  York  Edison,  Waterside  “ B ” 

66,300 

64,500 

64 , 100 

67,500 

63,100 

United  Electric  Light  and  Power. — 146th  street1 

[57,100] 

[53,700] 

[53,300] 

[50,800] 

[47,100] 

United  Electric  Light  and  Power  — Elizabeth  St1 

[49 , 500] 

[47,600] 

[46,000] 

[47,700] 

[38,800] 

Brooklyn 

Edison  Electric  Illuminating  — Sixty-sixth  street. 

11,800 

10,600 

15,000 

8,400 

11,800 

Edison  Electric  Illuminating  — Gold  street 

12,800 

14,100 

15 , 500 

15,500 

16,300 

Flatbush  Gas 

Queens 

Bowery  Bay  Electric  Light  and  Power 

New  York  and  Queens  Electric  Light  and  Power. 

952 

920 

930 

930 

955 

3,145 

2,725 

2,735 

276 

2,700 

585 

2,675 

Queens  Borough  Gas  and  Electric 

555 

535 

555 

645 

1,050 

Richmond 

Richmond  Light  and  Railroad,  A.  C 

2,053 

1,998 

1,891 

1,920 

2,079 

Richmond  Light  and  Railroad,  D.  C 

1,680 

1,330 

1,290 

1,260 

1,700 

1 These  figures  are  apparently  the  maximum  24-hour  output  of  the 


TABLE  XXII,  1910.  MAXIMUM  PEAK  LOADS  (KILOWATTS) 


Company  and  Station 

Jan. 

Feb. 

March 

April 

May 

Manhattan  and  Bronx 

Bronx  Gas  and  Electric 

605 

570 

595 

720 

805 

Long  Acre  Electric  Light  and  Power 

72 

84 

72 

69 

72 

New  York  Edison,  Waterside  “ A ” . 

59 , 300 

47,600 

31,000 

28,000 

16,000 

New  York  Edison,  Waterside  “ B ” 

77 , 800 

75,200 

74 , 100 

71,400 

69,600 

United  Electric  Light  and  Power  — 146th  street2 

6,250 

6,150 

6,400 

6,150 

5,875 

United  Electric  Light  and  Power  — Elizabeth  St2 

4,950 

4,400 

4,550 

4,500 

4,200 

Brooklyn 

Edison  Electric  Illuminating  — ■ Sixty-sixth  St.  . . 

10,500 

6,500 

5,000 

5,000 

8,000 

Edison  Electric  Illuminating  — Gold  street 

18,600 

20,200 

21 , 200 

22 , 500 

23,000 

Flatbush  Gas 

Queens 

Bowery  Bay  Electric  Light  and  Power 

1,190 

1,180 

1,165 

1,155 

288 

1,135 

314 

New  York  and  Queens  Electric  Light  and  Power. 

3,845 

3,395 

3,355 

3,380 

3,425 

Queens  Borough  Gas  and  Electric 

700 

645 

660 

770 

1,350 

Richmond 

Richmond  Light  and  Railroad,  A.  C 

1,932 

2,046 

2,029 

2,030 

2,165 

Richmond  Light  and  Railroad,  D.  C 

1,460 

1,480 

1,360 

1,260 

1,850 

2 The  maxima  of  the  United  Electric  evidently  relat 
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COMPANIES  AND  STATIONS,  FOR  THE  MONTHS  OF  1909 


June 

July 

Aug. 

Sept. 

Oct. 

Nov. 

Dec. 

Month  of 
largest 
monthly 
maximum 

Month  of 
smallest 
monthly 
maximum 

610 

602 

592 

630 

625 

645 

640 

November. 

February 

38 

42 

41 

42 

41 

43 

46 

December. . 

Feb  and  June 

25,500 

17,000 

20 , 500 

26,500 

51,400 

55 , 300 

60,200 

December. . 

July 

60,500 

58 , 300 

58 , 200 

61,700 

67,600 

75,900 

80,700 

December . 

August 

[42 , 600] 

[37,800] 

[39 , 600] 

[52,5G0] 

[55,500] 

[61,600] 

[67,000] 

December . 

July 

[39 , 000] 

[34,700] 

[35,300] 

[39 , 000J 

[45,700] 

[50,  SCO] 

[50,400] 

November. 

July 

13,000 

10,500 

10,500 

9,500 

10,000 

9,000 

12,900 

March .... 

April 

16,700 

20,000 

18,000 

19,000 

19 , 000 

18,500 

18,000 

July 

J anuary 

973 

935 

925 

1,020 

1,085 

1 , 139 

1,182 

December . 

February 

600 

2,900 

556 

2,700 

581 

2,950 

592 

3,165 

3,505 

3,855 

4,140 

June 

December . 

April 

May 

1,475 

1,950 

2,150 

2,025 

960 

810 

760 

August. . . . 

February 

2,203 

2,163 

2,085 

2,051 

1,870 

1,908 

1,963 

June 

October 

2,020 

2,300 

2,190 

1,530 

1 

1,290 

1,380 

1,470 

July 

April 

substations,  whose  total  output  during  the  year  was  30,527,800  kw.  hrs. 


BY  COMPANIES  AND  STATIONS,  FOR  THE  MONTHS  OF  1910 


June 

Ju’.y 

Aug. 

Sept. 

Oct. 

Nov. 

Dec. 

Month  of 
largest 
monthly 
maximum 

Month  of 
smallest 
monthly 
maximum 

895 

948 

949 

894 

700 

670 

720 

August. . . . 

February 

60 

60 

53 

53 

65 

62 

72 

February . 

Aug.  & Sept. 

14 , 000 

1 12,000 

17,500 

27 , 5CG 

53,800 

67,600 

68,200 

December  . 

July 

63,600 

61,400 

61,400 

67,700 

78,000 

82 , 000 

83,600 

December  . 

J uly  and  Aug. 

5,800 

5 , 000 

4,900 

6,250 

6,825 

7,250 

7,900 

December  . 

August 

4,064 

3,750 

3,650 

5,750 

4,225 

4,550 

4,650 

September. 

August 

8,000 

9,000 

8,500 

10,000 

11,500 

10,000 

12,500 

December . 

Mar.  & April 

23 , 500 

23,000 

23,000 

23,000 

22,000 

21,500 

21,000 

June 

January 

1,140 

1,150 

1,165 

1,285 

1,355 

1,395 

1,520 

December . 

May 

561 

3,460 

624 

3,350 

636 

3,920 

720 

3,695 

4,075 

4,550 

4 , 550 

September. 
Nov  & Dec 

April 

July 

1 , 675 

2,050 

2,220 

2,030 

1,075 

920 

900 

August.  . . . 

February 

2,287 

2,302 

2,226 

2,238 

2,104 

2,212 

2,266 

July 

January 

1,680 

2,030 

1,850 

1,400 

1,260 

1,300 

1,490 

July 

Oct.  & April 

to  the  output  of  its  substations  (31,982,670  kw.  hrs.) 
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1 Amperes,  550.  2 Current  used  by  company  not  metered  and  so  not  included  in  this  entry.  3 Exclusive  of  current  used  by  respondent.  4 Respondent 

has  no  record  of  current  except  of  the  amount  sold.  5 Includes  street  lamps  in  Nassau  County.  6 Includes  65,000  franchise  requirements.  7 Supplied  to 
railroad  department  of  Richmond  Light  and  Railroad  Co.  8 See  note  7. 
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CURRENT  KSV.  HRS.  SUPPLIED  DURING  YEAR 

To 

company’s 

office 

and  works 
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11,414,744 

488,182 

11 

“1 

1,429,990 

■CO»-HrH 

■ 0 *0 10 

";g5S 

$ 
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! 

£ 

co 

1 Returned  as  16  c.  p.  equivalent.  2 “ Includes  597,486  kw.  hrs.  supplied  to  city  lamps  (billed  to  the  New  York  Edison  Co.)  at  rate  of  $100  per  lamp  per  year, 

including  maintenance,  and  5,217  kw.  hrs.  supplied  to  New  York  Edison  Company  at  the  regular  exchange  rate  of  6§  cents  per  kw.  hr.”  3 Respondent  has  no 

record  of  current  except  of  the  amount  sold.  'Of  which  5,100  is  estimated  for  company  use.  This  entry  includes  Nassau  County.  5 Includes  street  lamps  in 

Nassau  County.  6 Includes  87,869  " Franchise  Requirements.”  7 Supplied  to  railroad  department  of  Richmond  Light  and  Railroad  Co.  8 See  note  7. 
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Total 
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TABLE  XXV,  1909.  CASUALTIES  — EMPLOYEES  OF  GAS  COMPANIES  KILLED  OR 

INJURED  IN  1909 


NUMBER  OP  CASUALTIES  1 IN  — • 


Company 

Works 

Street 

depart- 

ment 

Shop 

Other 

Total 

Consolidated  System 

Consolidated  Gas 

40 

94 

51 

185 

Astoria  Light,  Heat  and  Power 

72 

20 

21 

113 

Central  Union  Gas 

12 

4 

5 

21 

New  Amsterdam  Gas 

60 

14 

47 

121 

New  York  Mutual  Gas  Light 

6 

6 

Northern  Union  Gas 

4 

1 

5 

Standard  Gas  Light 

13 

17 

30 

Total 

203 

116 

141 

21 

481 

Brooklyn  Union  System 

Brooklyn  Union  Gas 

102 

69 

34 

27 

2 212 

Flatbush  Gas 

12 

1 

1 

14 

Jamaica  Gas  Light 

1 

1 

2 

Woodhaven  Gas  Light 

1 

1 

Total 

102 

83 

36 

8 

229 

Other  Companies 

Queens  Borough  Gas  and  Electric 

1 

1 

New  York  and  Richmond  Gas 

5 

5 

Total 

1 

5 

6 

Grand  total 

306 

204 

177 

29 

2716 

Note. — All  the  employees  killed  or  injured  were  male.  Companies  omitted  report  no  injuries 
to  employees,  or  none  in  their  gas  departments. 
k The  number  killed  included  in  an  entry,  if  any,  is  indicated  by  a footnote. 

2 Includes  1 killed. 
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TABLE  XXV,  1910.  CASUALTIES  — EMPLOYEES  OF  GAS  COMPANIES  KILLED  OR 

INJURED  IN  1910 


NUMBER  OF  CASUALTIES  1 IN  


Company 

Works 

Street 

depart- 

ment 

Shop 

Other 

Total 

Consolidated  System 

Consolidated  Gas 

71 

162 

114 

8 

355 

Astoria  Light,  Heat  and  Power 

174 

2 191 

29 

23 

417 

Central  Union  Gas 

40 

8 

6 

2 

56 

New  Amsterdam  Gas 

55 

2 

55 

7 

119 

New  York  Mutual  Gas  Light 

3 

2 

5 

Northern  Union  Gas 

18 

1 

1 

20 

Standard  Gas  Light 

18 

0 

29 

3 

50 

Total 

361 

381 

236 

44 

1,022 

Brooklyn  Union  System 

Brooklyn  Union  Gas 

3 125 

82 

.25 

4 24 

256 

Flatbush  Gas 

4 3 

8 

1 

1 

13 

Jamaica  Gas  Light 

0 

1 

1 

0 

2 

Newtown  Gas 

0 

8 

o 

0 

8 

Richmond  Hill  and  Queens  County 

0 

1 

Q 

0 

1 

Woodhaven  Gas  Light 

0 

2 

2 

2 

6 

Total 

128 

102 

29 

27 

286 

Other  Companies 

Kings  County  Lighting 

0 

1 

4 

3 1 

6 

Queens  Borough  Gas  and  Electric 

1 

0 

0 

0 

1 

New  York  and  Queens  Gas 

5 

5 

New  York  and  Richmond  Gas 

0 

3 

1 

0 

4 

Total 

6 

4 

5 | 

1 

16 

Grand  total 

495 

487  | 

270  | 

1 

72 

1,324 

Note. — All  the  employees  killed  or  injured  were  males  unless  otherwise  stated  in  a footnote. 
The  Bronx  Gas  and  Electric  and  the  Brooklyn  Borough  Gas  report  no  accidents  or  none  in 
their  gas  departments. 

1 The  number  killed  included  in  an  entry,  if  any,  is  indicated  by  a footnote. 

2 This  company  has  a tunnel  corresponding  to  the  street  department  of  other  companies.  It 
reports  3 killed  therein. 

3 Includes  1 female. 

4 Includes  1 killed. 

5 Killed. 
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TABLE  XXVI,  1909.  CASUALTIES  — DURATION  OF  DISABILITY  OF  EMPLOYEES  OF 
GAS  COMPANIES  INJURED  IN  1909 


Company 

PERIOD  OF  DISABILITY 

Not 

more 

than 

three 

days 

Four 

to 

seven 

days 

Over 

one 

and  not 
over 
two 
weeks 

1 

Over 

two 

and  not 
over 
four 
weeks 

Over 
four 
and  not 
over 
thirteen 
weeks 

Over 
thirteen 
and  not 
over 
twenty- 
six 

weeks 

Total 

in- 

jured 

A.  Works 

114 

22 

36 

21 

10 

203 

12 

8 

7 

8 

40 

53 

7 

7 

4 

1 

72 

6 

l 

3 

2 

12 

33 

7 

11 

8 

1 

60 

6 

6 

10 

2 

1 

13 

Brooklyn  Union  system 

Brooklyn  Union  Gas 

69 

18 

6 

5 

3 

1 

102 

Other  Companies 

Queens  Borough  Gas  and  Electric  1. . 

1 

1 

Total 

183 

40 

43 

26 

13 

1 

306 

B.  Street  Department 

27 

23 

8 

3 

116 

43 

26 

14 

8 

3 

94 

Central  Union  Gas 

2 

2 

4 

New  Amsterdam  Gas 

7 

" i 

6 

14 

Northern  Union  Gas 

3 

1 

4 

Brooklyn  Union  system 

54 

10 

11 

8 

83 

Brooklyn  Union  Gas . . . 

47 

7 

8 

7 

69 

Flatbush  Gas  1 

5 

3 

3 

1 

12 

Jamaica  Gas  Ught 

1 

1 

Woodhaven  Gas  Light  . . 

1 

1 

Other  Companies 

New  York  and  Richmond  Gas 

4 

1 

5 

Total 

113 

37 

35 

16 

3 

204 

C.  Shop 

Consolidated  system 

74 

27 

28 

10 

2 

141 

Consolidated  Gas 

21 

16 

7 

5 

2 

51 

Astoria  Light,  Heat  and  Power 

12 

5 

2 

1 

20 

Central  Union  Gas 

1 

1 

2 

1 

5 

New  Amsterdam  Gas 

25 

5 

14 

3 

47 

Northern  Union  Gas 

1 

1 

Standard  Gas  Light 

14 

3 

17 

Brooklyn  Union  system. . . 

23 

4 

5 

3 

1 

36 

Brooklyn  Union  Gas  . 

22 

3 

5 

3 

1 

34 

Flatbush  Gas  * 

1 

1 

Jamaica  Gas  Light 

1 

1 

Total 

97 

31 

33 

13 

3 

177 

D.  Other 

Consolidated  system 

Astoria.  Light.,  Heart  and  Power 

15 

4 

2 

21 

Brooklyn  Union  system. 

1 

1 

2 

3 

7 

Brooklyn  Union  Gas 

1 

2 

3 

6 

Flatbush  Gas  * 

i 

1 

Total 

16 

5 

2 

2 

3 

28 

E.  Total 

Consolidated  system 

258 

80 

89 

39 

15 

48 1 

Consolidated  Gas 

76 

47 

29 

20 

13 

18c 

Astoria  Light,  Heat  and  Power 

80 

16 

11 

5 

1 

llo 

Central  Union  Gas 

9 

2 

3 

2? 

New  Amsterdam  Gas 

65 

13 

31 

11 

1 

12} 

New  York  Mutual  Gas  Light 

6 

1 

6 

1 Includes  injuries  in  gas  department  only. 
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TABLE  XXVI,  1909.  Casualties  — Duration  of  disability  of  employees  of  gas  companies  injured 

in  1909  — ■ Concluded 


PERIOD  OF  DISABILITY 


Company 


Not 

more 

than 

three 

days 


Four 

to 

seven 

days 


Over 

one 

and  not 
over 
two 
weeks 


Over 

two 

and  not 
over 
four 
weeks 


Over 
four 
and  not 
over 
thirteen 
weeks 


Over 
thirteen 
and  not 
over 
twenty- 
six 

weeks 


Total 

in- 

jured 


E.  Total  — Concluded. 

Northern  Union  Gas 

Standard  Gas  Light 

Brooklyn  Union  system 

Brooklyn  Union  Gas 

Flatbush  Gas  1 

Jamaica  Gas  Light 

Woodhaven  Gas  Light 

Other  Companies 

Queens  Borough  Gas  and  Electric  1 . . 
New  York  and  Richmond  Gas 


4 
24 

m 

139 

5 
2 
1 
4 


’ 2 

33 

28 

5 


1 

4 

22 

19 

3 


5 


18 

17 

1 


30 

7 1 228 

7 1 211 

14 

2 

1 

6 

1 

5 


Total 


4C9 


715 


1 Includes  injuries  in  gas  department  only. 


TABLE  XXVI,  1910.  CASUALTIES  — DURATION  OF  DISABILITY  OF  EMPLOYEES  OF 
GAS  COMPANIES  INJURED  IN  1910 


PERIOD  OF  DISABILITY 


Company 


A.  Works 

Consolidated  system 

Consolidated  Gas 

Astoria  Light,  Heat  and  Power 

Central  Union  Gas 

New  Amsterdam  Gas 

New'  York  Mutual  Gas  Light 

Standard  Gas  Light 

Brooklyn  Union  system 

Brooklyn  Union  Gas 

Flatbush  Gas 2 

Other  Companies 

New  York  and  Queens  Gas 

Queens  Borough  Gas  and  Electric  2. . 

Total 

B.  Street  Department 

Consolidated  system 

Consolidated  Gas 

Astoria  Light,  Heat  and  Power  1 . . . . 

Central  Union  Gas 

New  Amsterdam  Gas 

Northern  Union  Gas 

Brooklyn  Union  system 

Brooklyn  Union  Gas 

Flatbush  Gas  2 . 

Jamaica  Gas  Light 

Newtown  Gas 


Not 

more 

than 

three 

days 

' 

Four 

to 

seven 

days 

Over 

one 

and  not 
over 
two 
weeks 

Over 

two 

and  not 
over 
four 
weeks 

Over 
four 
and  not 
over 
thirteen 
weeks 

Over 
thirteen 
and  not  Total 
over  in- 

twenty-  | jured 
six 

weeks 

208 

58 

26 

41 

27 

1 361 

26 

16 

4 

18 

6 

1 71 

121 

23 

13 

9 

8 

174 

21 

3 

6 

10 

40 

34 

13 

8 

. 55 

3 

3 

’ ' 6 

... 

3 

3 

3 

3 

18 

80 

20 

15 

10 

1 

1 127 

78 

20 

15 

10 

1 

1 125 

2 

2 

3 

1 

1 

1 

1 6 

3 

1 

1 

! 5 

1 

i 1 

291 

79 

42 

51 

29 

2 494 

240 

43 

35 

43 

17 

378 

90 

17 

15 

27 

13 

162 

131 

20 

19 

14 

4 

188 

g 

1 

1 

1 

i 8 

2 

0 

0 

2 

12 

5 

1 

18 

66 

13 

12 

10 

1 

102 

50 

13 

9 

9 

1 

82 

4 

3 

1 

8 

1 

1 

8 

1 :::: 

8 

1 Tunnel  'corresponding  to  the  street  department  of  other  companies. 

2 Includes  injuries jnlgas  department  only. 
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TABLE  XXVI,  1910.  Casualties  — Duration  of  disability  of  employees  of  gas  companies  injured 

in  1910  — Concluded 


Company 


PERIOD  OF  DISABILITY 


Not 

more 

than 

three 

days 


Four 

to 

seven 

days 


Over 

Over 

Over 

one 

two 

four 

and  not 

and  not 

and  not 

over 

over 

over 

two 

four 

thirteen 

weeks 

weeks 

weeks 

Over 
thirteen 
and  not 
over 
twenty- 
six 

weeks 


Total 

in- 

jured 


B.  Street  Department — Concluded 
Richmond  Hill  and  Queens  County. 

Woodhaven  Gas  Light 

Other  Companies 

Kings  County  Lighting 

New  York  and  Richmond  Gas 


Total . 


C.  Shop 

Consolidated  system 

Consolidated  Gas 

Astoria  Light,  Heat  and  Power 

Central  Union  Gas 

New  Amsterdam  Gas . 

New  York  Mutual  Gas  Light.  . 

Northern  Union  Gas 

Standard  Gas  Light 

Brooklyn  Union  system. . . . 

Br  oklyn  Union  Gas 

Flatbush  Gas  1 

Jamaica  Gas  Light 

Woodhaven  Gas  Light 

Other  Companies 

Kings  County  Lighting 

New  York  and  Richmond  Gas. 

Total 


D.  Other 

Consolidated  system 

Consolidated  Gas 

Astoria  Light,  Heat  and  Power. 

Central  Union  Gas 

New  Amsterdam  Gas 

Northern  Union  Gas 

Standard  Gas  Light 

Brooklyn  Union  system 

Brooklyn  Union  Gas 

Flatbush  Gas  1 

Woodhaven  Gas  Light 


Total. 


E.  Total 

Consolidated  system 

Consolidated  Gas 

Astoria  Light,  Heat  and  Power. . . . 

Central  Union  Gas 

New  Amsterdam  Gas 

New  York  Mutual  Gas  Light 

Northern  Union  Gas 

Standard  Gas  Light 

Brooklyn  Union  system 

Brooklyn  Union  Gas 

Flatbush  Gas 1 

Jamaica  Gas  Light 

Newtown  Gas 

Richmond  Hill  and  Queens  County. 

Woodhaven  Gas  Light 

Other  Companies 

Kings  County  Lighting 

Queens  Borough  Gas  and  Electric  l. 

New  York  and  Queens  Gas 

New  York  and  Richmond  Gas 

Total 


134 

58 

21 

2 

38 


155 


31 


601 

176 

286 

29 

76 

“l3 

21 

179 

156 

8 

2 

8 

1 

4 

5 


783 


306  | 56 


52 


22 


164 

65 

49 

5 

29 


213 


50 


18 


109 


54 


32 


117 

59 

28 

3 

11 

5 

1 

10 

24 

22 

1 


18 


11 


64 


484 


236 

114 

29 

6 

55 

2 

1 

29 

29 

25 

1 

1 

2 

5 

4 

1 


27C 


44 

8 

23 

2 

7 

1 

3 

26 

23 

1 

2 


70 


,019 

355 

414 

56 

119 

5 
20 
50 

284 

255 

12 

2 

8 

1 

6 
15 

5 

1 


1,318 


1 Includes  injuries  in  gas  department  only. 
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TABLE  XXVII,  1909.  CASUALTIES  — EMPLOYEES  OF  ELECTRICAL  COMPANIES1 
KILLED  OR  INJURED  IN  1909 


Company 

NUMBER  OF  CASUALITIES: 

In  power' 
house 

On 

line 

In 

shop 

Other 

Total 

Manhattan  and  Bronx 
New  York  Edison 

2 197 

3 1 
23 

25 

33 

4 247 
10 

470 

36 

United  Electric  Light  and  Power 

Total 



! 

197  | 

24 

28 

257 

506 

Brooklyn 

Edison  Electric  Illuminating  6 

38 

4 

3 13 
3 3 

29 

2 

69 

149 

9 

Flatbush  Gas  7 

Total 

42 

16 

31 

69 

158 

Queens 

New  York  and  Queens  Electric  Light  and  Power. 
Queens  Borough  Gas  and  Electric  7 

4 

1 

5 

2 

13 

6 

Total 

5 

12 

2 

19 

Grand  total 

244 

52 

59 

328 

683 

Note. — All  the  employees  killed  or  injured  were  male.  The  Bronx  Gas  and  Electric,  Long  Acre 
Electric  Light  and  Power,  Bowery  Bay  Electric  Light  and  Power  and  the  Richmond  Light  and  Rail- 
road companies  report  that  there  were  no  employees  killed  or  injured.  The  first  three  companies 
report  no  accidents  at  all  while  the  last  reports  one  person  other  than  an  employee  killed.  For  the 
companies  listed  in  the  table,  the  number  killed  is  indicated  by  a footnote  in  each  case. 

1 Not  including  the  two  electrical  subway  companies.  2 Includes  3 killed.  3 Killed. 

4 Includes  2 killed.  5 Includes  1 killed.  6 Not  included  in  the  table  are  332  injured,  con- 
cerning whom  the  company  reports:  “ Continued  at  work.”  7 Includes  those  of  the  electrical 

department  only. 


TABLE  XXVII,  1910.  CASUALTIES  — EMPLOYEES  OF  ELECTRICAL  COMPANIES1 
KILLED  OR  INJURED  IN  1910 


NUMBER  OF  CASUALITIES: 


Company 

In  power 
house 

On 

line 

In 

shop 

Other 

Total 

Manhattan  and  Bronx 

New  York  Edison  2 

198 

1 

15 

3 266 

480 

United  Electric  Light  and  Power 

49 

11 

60 

Total 

198 

50 

26 

266 

540 

Brooklyn 

Edison  Electric  Illuminating 4 

3 50 

6 40 

98 

89 

277 

Flatbush  Gas  7 

3 

10 

1 

14 

Total 

53 

50 

99 

89 

291 

Queens 

New  York  and  Queens  Electric  Light  and  Power. 

9 

6 9 

1 

19 

Queens  Borough  Gas  and  Electric  7 

2 

1 

3 

Total 

11 

10 

1 

22 

Grand  total 

262 

110 

126 

355 

853 

Note.—  All  the  employees  killed  or  injured  were  male.  The  Bronx  Gas  and  Electric  Company, 

Long  Acre  Electric  Light  and  Power  Company,  Bowery  Bay  Electric  Light  and  Power  Company 
and  Richmond  Light  and  Railroad  Company  report  that  no  accidents  occurred  in  connection  with 
their  operations. 

1 Not  including  the  two  electrical  subway  companies.  2 “ In  398  cases  there  was  no  time 

lost  by  employee  as  accident  was  of  a trivial  nature  ” — hence  not  included  in  table.  3 Includes 

5 killed.  4 Not  included  in  the  table  are  319  injured  concerning  whom  the  ecmpany  reports: 

“ Continued  at  work,  no  time  lost.”  5 Includes  2 killed.  6 Includes  1 killed.  7 Elec- 

trical department  only. 
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TABLE  XXVIII,  1909.  CASUALTIES  — DURATION  OF  DISABILITY  OF  EMPLOYEES  OF 
ELECTRICAL  1 COMPANIES  INJURED  IN  1909 


Company  and  P^ace  of  Accident 

Not 

more 

than 

three 

days 

Four 

to 

seven 

days 

Over 
one  and 
not  over 
two 
weeks 

Over 
two  and 
not  over 
four 
weeks 

1 n 
Over 

four  and 
not  over 
thirteen 
weeks 

Over 

thir- 

teen 

weeks 

Total 

A.  Power  House 

Edison  Electric  Illuminating * 2  3 

21 

7 

5 

2 

3 

38 

1 

2 

1 

4 

New  York  Edison 

58 

44 

43 

’ ’ 29 

19 

’ Vi 

194 

4 

4 

Queens  Borough  Gas  and  Electric 

1 

1 

Total 

85 

53 

49 

31 

22 

1 

241 

B.  Line 

6 

4 

1 

1 

12 

Flatbush  Gas  

1 

1 

2 

Ngw  York  and  Queens  Elec.  Lt.  and  Pr. 

5 

2 

7 

Queens  Borough  Gas  and  Electric 

1 

1 

2 

1 

5 

United  Electric  Light  and  Power 

12 

3 

4 

2 

2 

23 

Total 

24 

11 

8 

3 

3 

49 

C.  Shop 

Edison  Electric  Illuminating  ^ 

12 

9 

6 

1 

4 1 

29 

Flatbush  Gas 

2 

2 

New  York  Edison 

5 

9 

3 

3 

25 

United  Electric  Light  and  Power 

2 

2 

Total 

21 

14 

15 

3 

4 

1 

58 

D.  Other 

Edison  Electric  Illuminating 

41 

15 

6 

3 

4 

69 

New  York  and  Queens  Elec.  Lt.  and  Pr. 

2 

2 

New  York  Edison 

' ’89 

52 

46 

42 

15 

’ Vi 

245 

United  Electric  Light  and  Power 

6 

2 

1 

1 

10 

Total 

136 

71 

53 

46 

19 

1 

326 

E.  Total 

Edison  Electric  illuminating 

80 

35 

18 

6 

8 

1 

148 

Flatbush  Gas 

3 

3 

2 

8 

New  York  Edison 

152 

101 

98 

74 

37 

’ ’ 2 

4£4 

United  Electric  Light  and  Power 

20 

5 

5 

3 

2 

35 

New  York  and  Queens  Elec.  Lt.  and  Pr. 

9 

4 

13 

Queens  Borough  Gas  and  Electric .... 

2 

1 

2 

1 

6 

Total 

266 

149 

125  1 

83 

48 

3 

674 

Not  including  the  two  electrical  subway  companies;  these  have  no  record  of  the  duration  of 
the  disability  of  employees. 

2 Thirteen  to  26  weeks. 

3 This  company  reports  332  employees  injured  who  continued  at  work. 

* Between  26  weeks  and  one  year. 
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TABLE  XXVIII,  1910.  CASUALTIES  — DURATION  OF  DISABILITY  OF  EMPLOYEES  OF 
ELECTRICAL  1 COMPANIES  INJURED  IN  1910 


Company^ and  Place  of  Accident 

Not 

more 

than 

three 

days 

Four 

to 

seven 

days 

Over 
one  and 
not  over 
two 
weeks 

Over 
two  and 
not  over 
four 
weeks 

Over 
four  and 
not  over 
thirteen 
weeks 

Over 

thir- 

teen 

weeks* 2 

Total 

A.  Power  House 

Edison  Electric  Illuminating  3 

21 

8 

9 

5 

3 

52 

48 

2 

1 

3 

New  York  Ed:son  4 * 6 

66 

40 

43 

30 

16 

'3 

198 

8 

1 

9 

Queens  Borough  Gas  and  Electric 

”'2 

2 

Total 

95 

52 

53 

35 

20 

5 

260 

B.  Line 

Edison  Electric  Illuminating  3 

26 

3 

5 

2 

2 

• 1 

39 

Flatbush  Gas  

6 

3 

1 

10 

New  York  Edison 4 

1 

1 

United  Electric  Light  and  Power 

43 

3 

3 

49 

New  York  and  Queens  Elec.  Lt.  and  Pr. 

3 

5 

8 

Queens  Borough  Gas  and  Electric 

' i 

1 

Total 

79 

10 

10 

5 

3 

1 

108 

C.  Shop 

Edison  Electric  Illuminating  3 

67 

17 

3 

6 

2 

63 

98 

Flatbush  Gas 

1 

1 

New  York  Edison  4 

7 

’ ‘ 3 

1 

3 

1 

15 

United  Electric  Light  and  Power 

10 

1 

11 

New  York  and  Queens  Elec.  Lt.  and  Pr. 

1 

1 

M 1 

Total 

85 

21 

5 

9 

3 

3 

126 

D.  Other 

Edison  Electric  Illuminating  3 

59 

13 

12 

4 

1 

89 

New  York  Edison4 

84 

53 

59 

40 

22 

’"3 

261 

Total 

143 

66 

71 

44 

23 

3 

350 

E.  Total 

Edison  Electric  Illuminating 

173 

41 

29 

17 

8 

6 

274 

Flatbush  Gas 

6 

5 

2 

1 

14 

New  York  Edison •.  . . . 

158 

96 

103 

73 

39 

' ’ 6 

475 

United  Electric  Light  and  Power 

53 

4 

3 

60 

New  York  and  Queens  Elec.  Lt.  and  Pr. 

12 

5 

1 

18 

Queens  Borough  Gas  and  Electric 

' ’ 3 

3 

Total 

402 

149 

139 

93 

49 

12 

844 

1 Not  including  the  two  electrical  subway  companies;  thesi  have  no  record  of  the  duration  of 
the  disability  of  employees. 

2 Thirteen  to  26  weeks  except  as  indicated  in  footnotes. 

2 This  company  reports  that  319  of  the  employees  injured  “continued  at  work — no  time  lost.” 

4 This  company  reports:  “In  398  cases  there  wTas  no  time  lost  by  employee  as  accident  was  of 

a trivial  nature.” 

3 Including  1 over  one  year. 

6 Between  26  weeks  and  one  year. 
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TABLE  XXIX,  1909.  CASUALTIES  — PERSONS  OTHER  THAN  EMPLOYEES,  AND 
TOTAL,  KILLED  OR  INJURED,  GAS  AND  ELECTRIC  COMPANIES  IN  1909 

Note. — The  corresponding  table  for  1910  will  be  found  on  page  296 


OTHER  PERSONS  THAN  EMPLOYEES 


Company 


Killed 


Female  Male 


Injured 


Total 


Female  Male 


All 

persons 

(em- 

ployees 

and 

others) 

killed 

or 

injured 


Gas  Companies 
Consolidated  system 

Consolidated  Gas 

Astoria  Light,  Heat  and  Power . . 

Central  Union  Gas 

New  Amsterdam  Gas 

New  York  Mutual  Gas  Light.  . . . 

Northern  Union  Gas 

Standard  Gas  Light 


Total . 


Brooklyn  Union  system 

Brooklyn  Union  Gas 

Jamaica  Gas  Light 

Newtown  Gas 

Richmond  Hill  and  Queens  County  Gas. 
Woodhaven  Gas  Light 


Total . 


Other  Companies 

Brooklyn  Borough  Gas 

Kings  County  Lighting 

New  York  and  Queens  Gas.  . . . 
New  York  and  Richmond  Gas.  . 


Total . 


Gas-Electric  Companies 

Bronx  Gas  and  Electric 

Flatbush  Gas 

Queens  Borough  Gas  and  Electric . . . 


Total . 


Electric  Companies 

Long  Acre  Electric  Light  and  Power 

New  York  Edison 

United  Electric  Light  and  Power 

Edison  Electric  Illuminating 

Bowery  Bay  Electric  Light  and  Power 

New  York  and  Queens  Electric  Light  and  Pr. 
Richmond  Light  and  Railroad 


Total . 


Subway  Companies 

Consolidated  Telegraph  and  Electrical  Subway. 
Empire  City  Subway  1 


Total 

Grand  total. 


59  | 66 


14 


14 


I • 


6 I 


59 


59 


68 


10 


30 


31 


165 


187 


224 

113 

23 

132 

7 

9 

39 

547 


226 

2 


1 

229 


31 


38 


470 

36 

208 

' 21 
1 

736 


216 

176 


392 


1,947 


1 Company  reports  concerning  injuries  to  employees:  “Ninety  per  cent  or  more  of  the  injuries 

were  trifling  and  at  least  that  percentage  of  injured  persons  continued  at  work.” 

Vol.  IV-10 
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TABLE  XXX,  1909.  EMPLOYEES  AND  WAGES  — NUMBER  IN  THE 


I 

Managers 

and 

superin- 

tendents 

1 

Technical 

staff 

(chemists 
engineers, 
1 etc.) 

COMPANT 

Cashiers 

and 

bookkeep- 
ers, men 

Cashiers 

and 

bookkeep- 
ers, -women 

Gas  Companies 
Consolidated,  system 

30 

121 

5 

13 

6 

8 

4 

23 

9 

3 

30 

5 

1 

20 

20 

7 

18 

27 

51 

225 

20 

Brooklyn  Union  system 

Brooklyn  Union  Gas 

36 

21 

1C9 

Jamaica  Gas  Light 

2 

1 

6 

Newtown  Gas 

2 

1 

9 

Total 

40 

23 

124 

Other  Gas  Companies. 

Brooklyn  Borough  Gas 

1 

2 

1 

Kings  County  Lighting 

4 

1 

7 

New  York  and  Queens  Gas  . . 

2 

New  York  and  Richmond  Gas  . . 

1 

3 

Total 

6 

3 

12 

1 

Gas-Electrical  Companies 
Bronx  Gas  and  Electric 

3 

Flatbush  Gas 

1 

9 

Queens  Borough  Gas  and  Electric 

5 

1 

Total 

1 

17 

1 

Electrical  Companies 

Long  Acre  Electric  Light  and  Power 

1 

1 

1 

New  York  Edison  . . 

117 

161 

116 

United  Electric  Light  and  Power 

8 

2 

10 

Edison  Electric  Illuminating 

15 

22  | 

15 

3 

New  York  and  Queens  Electric  Light  and  Power. 
Richmond  Light  and  Railroad 

7 

4 

1 ! 



4 

1 

1 

2 

| 

Total 

152 

187  I 

147 

6 

Grand  total 

225 

265 

525 

28 

Note. — Data  for  the  Bowery  Bay  Electric  Light  and  Power  Company,  which  operates  only  in 
summer,  and  for  the  electrical  subway  companies  are  not  included  in  any  of  the  1909  and  1910 
tables  dealing  with  employees  and  wages.  Such  information  as  is  available  for  these  companies 
will  be  found  in  the  abstracts  of  their  returns  printed  in  the  latter  part  of  this  volume. 

1 Includes  8 weighers. 
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VARIOUS  OCCUPATIONS,  WEEK  ENDED  DECEMBER  18,  1909,  BY  COMPANIES 


CLERICAL  EMPLOYEES 


Male 

clerks 

and 

sales- 

men 

Women 

clerks 

and 

sales- 

women 

Sten- 

ographers 

and 

typists, 

men 

Sten- 

ographers 

and 

typists, 

women 

Collectors 

and 

meter 

readers 

Canvas- 

sers 

and 

demon- 

strators 

Other 

clerical 

employees 

men 

Other 

clerical 

employees 

women 

Total 

clerical 

employees 

237 

18 

9 

24 

212 

52 

1 105 

778 

20 

4 

2 4 

3 3 

37 

42 

5 

2 

3 

37 

4 

116 

25 

2 

1 

4 

52 

24 

6 

144 

1 

29 

4 

74 

19 

3 

1 

19 

1 

50 

37 

14 

2 

31 

1 

103 

380 

42 

17 

34 

380 

58 

137 

9 

1 , 3C2 

148 

5 

6 

170 

6 

41 

485 

5 

9 

2 

22 

6 

15 

1 

31 

159 

5 

6 

194 

6 

44 

538 

3 

4 

1 

8 

1 

18 

6 

1 

1 

9 

2 

26 

4 

1 

2 

1 

10 

8 

2 

1 

9 

4 

27 

21 

7 

1 

3 

28 

7 

1 

81 

1 

4 

2 

10 

13 

1 

2 

9 

2 

3 

39 

1 

4 

* 1 

1 

13 

13 

1 

1 3 

1 

17 

2 

6 

1 

62 

1 

449 

73 

27 

86 

97 

90 

8 216 

29 

1,183 

33 

9 

1 

4 

12 

7 

11 

5 

92 

171 

26 

7 

23 

24 

29 

34 

7 

i.  339 

2 

5 

3 

14 

2 

* 31 

1 

1 

2 

3 

6 2 

m 12 

654 

109 

| 37 

120 

139 

126 

277 

43 

1,658 

1,227 

164 

64 

158 

758 

199 

465 

53 

3,641 

2 Includes  1 purchasing  agent,  2 weigh-masters,  1 tool-room  keeper. 

3 Includes  3 telephone  operators. 

4 Includes  1 storekeeper. 

8 Includes  28  special  agents. 

6 Includes  2 storekeepers. 
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TABLE  XXX,  1909.  Employees  and  wages  — Number  in  the  various 


WAGE 


Comp  ant 


Gas  Companies 
Consolidated  system 

Consolidated  Gas 

Astoria  Light,  Heat  and  Power . 

Central  Union  Gas 

New  Amsterdam  Gas. . . . 

New  York  Mutual  Gas  Light. . 

Northern  Union  Gas 

Standard  Gas  Light 


Total. 


Brooklyn  Union  system 

Brooklyn  Union  Gas 

Jamaica  Gas  Light 

Newtown  Gas 


Total. 


Other  Gas  Companies 

Brooklyn  Borough  Gas 

Kings  County  Lighting 

New  York  and  Queens  Gas. . . . 
New  York  and  Richmond  Gas. 


Total. 


Gas-Electrical  Companies 

Bronx  Gas  and  Electric 

Flatbush  Gas 

Queens  Borough  Gas  and  Electric . 


Total. 


Electrical  Companies 
Long  Acre  Electric  Light  and  Power. . 

New  York  Edison 

United  Electric,  Light  and  Power 

Edison  Electric  Illuminating 

N.  Y.  & Queens  Electric  Light  & Power 
Richmond  Light  and  Railroad 


Total 

Grand  total . 


Fore- 

man 

and 

assist- 

ant 

fore- 

man 


Inspec- 

tors 


134  | 


82  | 


17  | 


12  | 


188 

13 

103 


310  j 


555 


13 


31 


49 


130 


225 


q+o+^t.  Firemen 

y lud. 

enei- 

water 

nee  3 tenders) 


DXand°  S*-d‘ 

at^“d"  attend- 
£nt3  ants 


10 


60 


18 


200 


48 


46  | 


152 


237 


353 


39 


86 


89 


118 

13 

34 

13 


184 


186 


1 The  company  reports  that  3 wage-earners  attend  to  the  combined  duties  of  gas  stoker,  gener- 
ator runner,  retort  houseman,  and  governor  houseman. 
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occupations,  week  ended  December  18,  1909,  by  companies  — Continued 


EARNERS 


Electri- 

cians 

Gas 

stokers 

Genera- 

tor 

runners 

(gas) 

Retort 

house, 

men 

Governor 

house, 

men 

Pipe 

fitters 

and 

calkers 

Meter 

testers 

and 

repairers 

Machin- 

ists 

Black- 

smiths 

1 

83 

46 

48 

14 

409 

238 

12 

13 

7 

20 

132 

12 

15 

8 

1 

8 

25 

4 

47 

35 

1 

6 

1 

10 

21 

4 

52 

20 

4 

2 

8 

5 

27 

29 

5 

2 

13 

9 

43 

12 

2 

1 

10 

113 

92 

205 

27 

603 

334 

39 

32 

68 

56 

22 

214 

93 

10 

11 

18 

6 

1 

68 

56 

22 

238 

94 

1C 

11 

2 

9 

1 

3 

2 

6 

3 

1 

2 

2 

8 

1 

21 

6 

1 

2 

7 

3 

44 

10 

2 

11 

1 

1 

13 

1 

2 

2 8 

1 

46 

1 

1 

1 

1 

6 

2 

1 

12 

1 

3 

52 

11 

2 

1 

1 

40 

19 

218 

57 

9 

46 

11 

8 

76 

2 

43 

14 

1 

2 

1 

2 

4 

1 

164 

23 

278 

81 

9 

186 

183 

156 

208 

52 

960 

727 

132 

j 55 

2 The  occupation  of  pipo  fittor  and  calker  i,  combined  with  that  of  m3t3r  teatsr  and  repairer. 
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TABLE  XXX,  1909.  Employees  and  wages  — Number  in  the  various 

Company 

Car- 

penters 

Line- 

men 

Chauf- 

fers 

Gas  Companies 
Consolidated  system 

18 

18 

2 

5 

3 

1 

2 

14 

3 

49 

17 

Brooklyn  Union  system 
Brooklyn  Union  Gas 

19 

Jamaica  Gas  Light  . . 

Newtown  Gas  

Total 

19 

Other  Gas  Companies. 

Brooklyn  Borough  Gas  

Kings  County  Lighting  

1 

New  York  and  Queens  Gas 

New  York  and  Richmond  Gas 

Total 

1 

| 

Gas-Electrical  Companies 

Bronx  Gas  and  Electric 

I 

1 

Flatbush  Gas 

2 

18 

7 

Queens  Borough  Gas  and  Electric 

Total 

2 

25 

Electrical  Companies 

Long  Acre  Electric,  Light  and  Power 

New  York  Edison 

18 

3 

2 

70 

United  Electric  Light  and  Power  

Edison  Electric  Illuminating 

21 

19 

21 

New  York  and  Queens  Electric  Light  and  Power  . . 

Richmond  Light  and  Railroad  

Total 

23 

61 

70 

Grand  total 

94 

86 

87 

1 Includes  11  valvemen,  6 purifier  house  men,  15  oilers,  8 painters,  9 masons,  15  dripmen. 

2 Includes  1 scow  captain,  8 rodmen,  1 mate,  26  riggers,  7 masons,  3 locomotive  engineers,  3 tower 
and  bridge  operators,  6 iron  workers,  19  painters,  4 pumpmen,  2 metermen,  1 tinsmith,  1 roofer, 
2 plumbers,  7 oilers,  1 wiper. 

3 Includes  1 tinsmith,  2 painters,  1 mason  and  1 rigger. 

4 Includes  2 bricklayers,  2 tinsmiths,  2 iron  workers,  5 oilers,  1 instructor,  7 stove  repairers,  4 
engine  attendants,  1 dripman. 

5 Includes  7 stove  repairers,  1 tinsmith,  2 pumpmen,  2 oilers,  1 mason,  1 painter. 

6 Includes  3 pavers,  4 pressure  inspectors,  4 masons,  4 painters,  1 holderman,  1 rigger,  34  other 
mechanics  and  skilled  workmen,  1 yarner. 

7 Includes  28  dripmen,  and  1 yarner. 
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occupations,  week  ended  December  18,  1909,  by  companies  — Concluded 


wage  earners  — ( Concluded ) 

Super- 

annuated 

employees 

Grand 

total, 

all 

employees 

Other 
mechanics 
and  skilled 
workmen 

Teamsters 

and 

stablemen 

Watchmen, 

janitors, 

porters 

messengers 

Other 
unskilled 
labor  (and 
helpers) 

Total  wage 
earners 

1 64 

133 

145 

1,181 

2,527 

3,335 

2 92 

14 

15 

206 

582 

637 

3 5 

21 

11 

179 

383 

511 

4 24 

10 

17 

153 

346 

502 

12 

8 

13 

63 

195 

5 

280 

12 

4 

3 

61 

108 

158 

5 14 

3 

9 

82 

209 

1 

313 

223 

193 

213 

1925 

4,350 

6 

5,736 

« 52 

125 

65 

655 

1,598 

28 

2,168 

1 29 

7 

5 

63 

132 

157 

8 4 

4 

1 

18 

37 

1 

72 

85 

136 

71 

736 

1,767 

29 

2,397 

2 

40 

59 

80 

9 8 

2 

2 

56 

101 

132 

1 

1 

17 

37 

47 

10  4 

2 

5 

26 

76 

104 

12 

7 

8 

139 

273 

363 

1 

1 

28 

62 

72 

11  19 

7 

12 

125 

266 

3C6 

12  3 

5 

25 

62 

75 

22 

13 

13 

178 

390 

453 

2 

5 

8 

360 

244 

1,306 

2,944 

4,4C5 

13  1 

6 

5 

122 

236 

1 

339 

14  189 

33 

44 

369 

1,075 

1,451 

is  3 

4 

3 

42 

136 

175 

16  10 

1 

1 

12 

89 

105 

565 

44 

297 

1,851 

4,485 

1 

6,483 

907~ 

393 

602 

4,829 

11,265 

36 

15,432 

8 Includes  3 dripmen,  and  1 yarner. 

9 Includes  1 leadman,  3 ga3-makers’  helpers,  3 pipemen,  1 skilled  laborer. 

10  Includes  2 gas-makers,  and  2 dripmen. 

11  Includes  2 valvemcn,  7 derriekmen  and  bracers,  3 oilers  and  wipers,  2 trimmers,  1 meter-setter, 
1 painter,  2 yard  mechanics,  1 drip-tender. 

12  Includes  2 oilers,  and  1 lamp-trimmer. 

13  Includes  1 painter. 

14  Includes  14  splicers,  75  wiremen,  100  miscellaneous  workmen. 

15  Includes  2 lamp  repairers,  1 other  mechanic  and  skilled  workman. 

16  Includes  1 mason,  2 boiler-makers,  3 transformer  and  lamp  repairers,  4 lamp-trimmers. 
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TABLE  XXIX,  1910.  CASUALTIES  — PERSONS  OTHER  THAN  EMPLOYEES,  AND 
TOTAL,  KILLED  OR  INJURED,  GAS  AND  ELECTRIC  COMPANIES  IN  1910 


OTHER  PERSONS  THAN  EMPLOYEES 


Company 


Killed 


Female 


Male 


Injured 


Female 


Male 


Total 


All 

persons 

('em- 

ployees 

and 

otners) 

killed 

or 

injured 


Gas  Companies 
Consolidated  system 

Consolidated  Gas 

Astoria  Light,  Heat  and  Power.  . 

Central  Union  Gas 

New  Amsterdam  Gas 

New  York  Mutual  Gas  Light.  . . . 

Northern  Union  Gas 

Standard  Gas  Light 


Total . 


36 


42 


Brooklyn  Union  system 

Brooklyn  Union  Gas 

Jamaica  Gas  Light 

Newtown  Gas 

Richmond  Hill  and  Queens  County  Gas. , 
Woodhaven  Gas  Light 


Total . 


14 


Other  Companies 

Brooklyn  Borough  Gas 

Kings  County  Lighting 

New  York  and  Queens  Gas.  . . . 
New  York  and  Richmond  Gas.  , 


Total . 


Gas-Electric  Companies 

Bronx  Gas  and  Electric 

Flatbush  Gas 

Queens  Borough  Gas  and  Electric . . . 


Total . 


Electric  Companies 

Long  Acre  Electric  Light  and  Power 

New  York  Edison 

United  Electric  Light  and  Power 

Edison  Electric  Illuminating 

Bowery  Bay  Electric  Light  and  Power 

New  York  and  Queens  Electric  Light  and  Pr. 
Richmond  Light  and  Railroad 


Total . 


51 


60 


Subway  Companies 

Consolidated  Telegraph  and  Electrical  Subway 
Empire  City  Subway  1 


Total.  . 
Grand  total . 


31 

132 


36 

153 


377 

418 

61 

124 

6 

21 

57 


1,064 


265 

2 

13 

1 

6 


287 


32 


480 

60 

336 


20 


896 


178 

82 


260 


2,554 


1 Company  reports  concerning  injuries  to  employees:  “Ninety  per  cent  or  more  of  the  injuries 

were  trifling  and  at  least  that  percentage  of  the  injured  persons  continued  at  work.” 


TABLE  XXX,  19x0.  EMPLOYEES  AND  WAGES  — NUMBER  IN  THE  VARIOUS  OCCUPATIONS 
A.  Number  week  ended  Dec.  17,  1910,  by  companies 
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CLERICAL  EMPLOYEES 

Total 

clerical 

em- 

ployees 

HCO  Oiffi  ‘OOOO 
hXOCOMIJO 
05  H 1 1-t 

1 £ 

1 0 0 10 

1 <N  <N 
LO 

05 
1 05 
IO 

I CO  O O 10 

1 

87 

Other 

clerical 

em- 

ployees, 

women 

I 

8 

9z 

j| 

Other 

clerical 

em- 

ployees, 

men 

CO  CO  • lO  • 

00  ^ • 

05 

05 

(Nh  • . 

CO  | 

Can- 

vassers 

and 

demon- 

strators 

CO  -CO  • -COIN 
00  • 

94 

00 

00 

• H 

1> 

Col- 

lectors 

and 

meter 

readers 

00  -oscococo co 

05  -COlONr-ICO 
<N  • 

465 

HOOO 
05 -KN 

229 

05  O IN  05 

joe 

Stenog- 

raphers 

and 

typists, 

women 

10  -(NOO  -—KM 

23 

I 

I 

I 

CO 

Stenog- 

raphers 

and 

typists, 

men 

0 CO  -HH  • • 

<N 

28 

Women 

clerks 

and 

sales- 

women 

0 -iccn  -r-icq 
(M  • -1-1 

46 

10 

10 

z 

I 

9 

05 

Male 

clerks 

and 

sales- 

men 

CO  00  00  Tf  t- 
10  CO  CO  CO  <N  »-i  00 
<N 

468 

211 

11 

8 

230 

rt<  rococo 

20 

Cashiers 

and 

book- 

keepers, 

women 

Cashiers 

and 

book- 

keepers, 

men 

NMNOOWO) 
<N  WCOC^hh 

69  | 237 

IQ  CO  05 

0 

21  | 120 

•rococo 

3 | 13 

Tech- 

nical 

staff 

(chem- 

ists, 

engi- 

neers, 

etc.) 

CO  <N 

<N 

Man- 

agers 

and 

super- 

intend- 

ents 

co t> 05 <n  10  -os 

65 

C0<N.C0 

48 

<N  ^ • • 

co  | 

Company 

Gas  Companies 
Consolidated  system 

Consolidated  Gas 

Astoria  Light,  Heat  and  Power 

Central  Union  Gas 

New  Amsterdam  Gas 

New  York  Mutual  Gas  Light 

Northern  Union  Gas 

Standard  Gas  Light 

Total 

Brooklyn  Union  system 

Brooklyn  Union  Gas 

Jamaica  Gas  Light 

Newtown  Gas 

Total 

Other  Gas  Companies. 

Brooklyn  Borough  Gas 

Kings  County  Lighting 

New  York  and  Queens  Gas 

New  York  and  Richmond  Gas 

Total 

1 Includes  2 weigh-masters  and  1 tool-room  keeper.  2 Includes  6 telephone  operators.  3 Time-keeper. 
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54 

58 

' 77 
82 

1,593 

1,734 

3,676 

3,873 

197 

• • <NiN  MOO 

00  no  b. 

<M  CO 

3 

2 

9 

7 

392 

418 

CO  (N  Os 
G5  <N  ©i 
■«#  id 

W iO  (N<M  b-  O 
OlM 

<N  05 
00  <N  *0 
<N<N  | 

19 

20 

24 

25 

135 

142 

764 

855 

91 

COCO  00 

(M  CO 

153 

165 

12 

• • <N  (N  COCO 
CO  CO 

00  CO 
CCI> 

5 

8 

112 

125 

05  U5 

co  oo  "t 

12 

13 

15 

19 

512 

575 

1,192 

1,281 

89 

,-1^ 

05  050 

COCO  h CO  (M  CO 

<M  (N  iO  LQ 

518 

519 
1 

1 

2 

1 

2 

181 

209 

05  <N  GO 
^ O CC5 
<N  CO 

1 

2 

5 

5 

148 

149 

IO  Tfl  05 
lO  CD 
<M  <N 

Other  Gas  Companies 

June  25 

December  17 

Gas-electrical  Companies 

June  25 

December  17 

Electrical  Companies 

June  25 

December  17 

Total 

June  25 

December  17 

Excess  number  December  over  June.  . . . 

i 

a 


p 

& 

Q 
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Total 

$35,954  48 
is  16,882  88 
31 3,829  617  39 
291,098  00 
1,283,019  68 
84,778  40 
7,993  54 
170,576  09 
51,320  70 
85,595  55 

$5,856,836  71 

Other 
accounts 
(specified 
in  foot- 
notes) 

© © © 00  CO  • • © C<I 

-f  © >— < oo -H  . • © oo  ■ 

SS^onJcooo  • -of-  • 

O QQ  (>»  L-p  • • Is-  • 

CO  CC  ^ CO  oa  . • 04  CO 

cgogVg  : ;SS  : 

3 h o .1  ^ . . 

$129,031  54 

Fixed 

capital 

rH  lO  rH  W CC  OO  • ^ <M  ^ 
tONNCOWN  ■C.iO^ 

HCOiOOMH  -OOCMCO 
CO  CO  CO  TjH  Oi  o •NINt'. 

O ONN^  -C1NGO 

<M~  ONtC»0  • ^ 00  CO 

</§►  CP  00  CM  ‘CM 

oo  co 

$1,417,393  51 

Total 

operating 

expenses 

$30,616  38 
“7,441  63 
2s  2,874.500  99 
206,184  80 
854,248  16 
59,376  62 
7,993  54 
146,107  15 
42,220  36 
81,722  03 

99  m‘0IS‘k$6z 

General 
and  mis- 
cellaneous 
expenses 

$5,641  97 
16  2,681  74 
485,927  41 
45,227  26 
157,475  03 
6,971  59 
1,889  82 
33,324  74 
10,396  70 
7,416  22 

$756,932  48 

Com- 

mercial 

expenses 

NWC5CHO  •'f  »oo 

r-(  *0  CM  OP  CO  OP 

tOCMOONO  -OiiOO 
CO  OOHOiO  • CM  O y—* 

O HNHN  ■‘COCO 

lO  OO  ^ r-H  Ttl  • 00  *^4  CO 

Ol  CO  • T-t 

kO  r-t 

$739,738  36 

Utilizar 
tion  ex- 
penses13 

$4,138  66 
187  35 
171,475  10 
24,050  78 
99,204  94 
5,415  39 
876  90 
12,530  89 
2,200  13 
11,274  84 

$331,354  98 

Distribu- 
tion ex- 
penses 

$5,313  55 
2 53 
254,319  17 
64,265  40 
197,406  57 
17,966  88 
332  50 
34,119  84 
11,077  73 
17,064  48 

$601,868  43 

Trans- 

mission 

expenses 

• • CM  O OO  • • 00  05  • 

• • P*  05  CO  • • CO  ^4  • 

• • CO  CM  T-»  * -COO  • 

. • • M4  OO  * 

• • CO  OO  00  • • *0  CM  • 

• • O0  ^ CM  • • CO~ 

• • 05  CM  00  • • *”H 

e© 

$323,157  87 

Production 

expenses 

OOOOOOCMOWOOh 
0^10  10  050W>0  00  10 

ONONCMCM^OOWO 
»C  oo  OJ  00  oo  N C5  lO  05  1C 
TjiiOC5  th^1000hO 

o'  o <0  T*  TjT  ^ CM 

SsS  22^ 
sa  a s 

$952,373  82 

Company 

Bronx  Gas  and  Electric 25 

Long  Acre  Electric  Light  and  Power. . 

New  York  Edison 

United  Electric  Light  and  Power 

Edison  Electric  Illuminating 

Flatbush  Gas25 

Bowery  Bay  Electric  Light  and  Power. 
New  York  & Queens  El.  L.  and  Power. 
Queens  Borough  Gas  and  Electric 25 . . 
Richmond  Light  and  Railroad 
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30S  Public  Service  Commission  — First  District, 


TABLE  XXXII,  1909.  EMPLOYEES  AND  WAGES  — CLASSIFIED  WEEKLY 


NUMBER  FULL-TIME  EARNING 


Company 

$5 

$7 

$9 

$10 

$12 

$15 

but 

but 

but 

but 

but 

but 

under 

under 

under 

under 

under 

unde  r 

$7 

$9 

S10 

$12 

$15 

$20 

Gas  Companies 

Consolidated,  system 

Consolidated  Gas 

3 

20 

61 

27 

65 

92 

253 

Astoria  Light,  Heat  & Power. 

2 

1 

2 

4 

7 

9 

8 

4 

7 

21 

50 

4 

11 

8 

6 

15 

60 

1 

2 

1 

41 

2 

2 

3 

12 

16 

Standard  Gas  Light 

8 

8 

5 

1 

20 

48 

Total 

3 

41 

92 

49 

85 

168 

477 

Brooklyn  Union  system 

Brooklyn  Union  Gas 

3 

8 

17 

39 

85 

196 

J amaica  Gas  Light 

2 

4 

12 

Newtown  Gas 

1 

1 

1 

7 

19 

Total.’ 

5 

9 

18 

42 

96 

227 

Other  Gas  Companies 

Brooklyn  Borough  Gas 

2 

5 

7 

3 

Kings  County  Lighting 

1 

6 

12 

New  York  and  Queens  Gas . . 

i 

3 

1 

3 

New  York  & Richmond  Gas. 

3 

4 

1 

2 

9 

6 

Total 

1 

3 

7 

6 

12 

16 

24 

Gas-Electrical  Companies 

Bronx  Gas  and  Electric 

1 

2 

5 

Flatbush  Gas 

2 

2 

3 

5 

19 

Queens  Borough  Gas  & Elect. 

3 

6 

Total 

2 

2 

4 

10 

30 

Electrical  Companies 

Long  Acre  Elect.  Lt.  & Pr . . . 

1 

New  York  Edison 

17 

123 

96 

35 

103 

254 

326 

United  Elect.  Lt.  and  Power. 

5 

6 

7 

1 ! 

8 

10 

26 

Edison  Electric  Illuminating . 

14 

35 

29 

2 

48 

79 

72 

N.  Y.  & Queens  El.  Lt.  & Pr . 

1 

3 

2 1 

4 

5 

8 

Richmond  Light  and  Railroad 

2 

0 

1 

2 

5 

Total 

39 

167 

136 

40 

165 

348 

437 

Grand  total 

43 

1 

216 

246 

115 

308 

638 

1,195 
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EARNINGS,  WEEK  ENDED  DEC.  18,  1909  — Clerical  employees 


FULL-TIME  EMPLOYEES 

PART  TIME  EMPLOYEES 

Total 

compen- 

sation, 

clerical 

employees 

$20 

but 

under 

$25 

$25 

and 

above 

Total 

number 

Total 

weekly 

earnings 

Average 

weekly 

earnings 

Number 

Total 

weekly 

earnings 

196 

61 

778 

$13  354  68 

$17  17 

$13,354  68 

5 

30 

482  23 

16  07 

7 

$44  67 

526  90 

5 

11 

111 

1,718  28 

15  48 

5 

95  00 

1,813  28 

27 

11 

142 

2,391  50 

16  84 

2 

22  75 

2,414  25 

12 

16 

73 

1,554  66 

2130 

1 

16  50 

1,571  16 

11 

3 

49 

799  30 

16  31 

1 

10  60 

809  90 

10 

3 

103 

1 , 562  55 

15  17 

1 , 562  55 

261 

110 

1,286 

21,863  20 

17  00 

16 

189  52 

22,052  72 

93 

34 

475 

$8,216  60 

$17  30 

10 

$75  73 

$8,292  33 

2 

22 

322  87 

14  68 

322  87 

2 

31 

493  63 

15  92 

493  63 

97 

34 

528 

$9,033  10 

$17  11 

10 

75  73 

$9,108  83 

1 

18 

$211  00 

$11  72 

$211  00 

6 

1 

26 

428  41 

16  48 

428  41 

1 

1 

10 

142  50 

14  25 

142  50 

1 

1 

27 

341  00 

12  63 

341  00 

9 

3 

81 

$1,122  91 

$13  86 

$1,122  91 

2 

10 

$177  50 

$17  75 

$177  50 

3 

3 

37 

634  06 

17  14 

2 

$20  62 

654  68 

2 

2 

13 

243  45 

18  73 

243  45 

5 

7 

60 

$1,055  01 

$17  58 

2 

$20  62 

$1,075  63 

1 

$4  33 

$4  33 

$4  33 

134 

84 

1,172 

13,1  53  23 

14  21 

11 

$65  69 

16,718  92 

20 

8 

91 

1,374  28 

15  10 

1 

1 33 

1,375  61 

42 

15 

336 

4,640  62 

13  81 

3 

10  16 

4,650  78 

4 

2 

29 

422  01 

14  55 

2 

13  33 

435  34 

12 

124  00 

10  33 

124  00 

200 

1C9 

1,641 

$23,218  47 

$14  15 

17 

$90  51 

$23,308  98 

572 

263 

3,596 

$56,292  69 

$lo  60 

45 

$376  38 

$56,669  07 

310  Public  Service  Commission  — First  District, 


TABLE  XXXII,  1909.  Employees  and  wages  — Classified  weekly 


NUMBER  FULL-TIME  EARNING — 


Company 

$5 

$7 

$9 

$10 

$12 

$15 

Less 

but 

but 

but 

but 

but 

but 

than 

under 

under 

under 

under 

under 

under 

$5 

$7 

$9 

$10 

$12 

$15 

$20 

Gas  Companies 

Consolidated  system 

21 

86 

324 

560 

532 

Astoria  Lt.,  H.  and  Pr 

1 

2 

31 

113 

34 

48 

165 

4 

4 

37 

41 

64 

103 

1 

4 

41 

47 

66 

83 

6 

6 

7 

16 

31 

97 

5 

3 

12 

14 

Standard  Gas  Light 

2 

3 

23 

20 

43 

69 

Total 

2 

14 

69 

312 

485 

824 

1,063 

Brooklyn  Union  system 

Brooklyn  Union  Gas 

1 

4 

7 

37 

161 

375 

499 

Jamaica  Gas  Light. . . 

9 

2 

5 

6 

Newtown  Gas. . . 

3 

6 

12 

Total 

1 

4 

7 

46 

166 

386 

517 

Other  Gas  Companies 

Brooklyn  Borough  Gas 

2 

5 

4 

10 

7 

Kings  County  Lighting 

13 

33 

19 

New  York  and  Queens  Gas. . . 

1 

1 

2 

3 

6 

9 

New  York  and  Richmond  Gas 

' ‘ '4 

9 

13 

8 

6 

9 

19 

Total 

4 

10 

16 

15 

26 

58 

54 

Gas-Electrical  Companies 

Bronx  Gas  and  Electric 

3 

8 

10 

15 

Flatbush  Gas 

30 

34 

62 

Queens  Borough  G.  and  El.  . . 

1 

1 

3 

23 

18 

Total 

1 

3 

1 

41 

67 

95 

Electrical  Companies 

Long  Acre  El.  Lt.  & Pr 

1 

New  York  Edison 

” ’78 

19 

40 

34 

‘262 

75i 

914 

United  El.  Lt.  & Pr 

9 

15 

6 

14 

5 

50 

60 

Edison  Electric  Illuminating. 

27 

7 

21 

39 

166 

260 

300 

N.  Y.  & Queens  El.  Lt.  & Pr. 

4 

1 

2 

29 

28 

34 

Richmond  Light  and  Railroad 

3 

7 

33 

31 

Total 

118 

42 

69 

90 

469 

1,122 

1,340 

Grand  total 

125 

71 

164 

464 

1,187 

2,457 

3,069 
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earnings  week  ended  Dec.  18,  1909  — Wage  earners 


FULL-TIME  EMPLOYEES 

PART-TIME  EMPLOYEES 

Total 

$20 

but 

under 

$25 

$25 

Total 

number 

Total 

Average 

Total 

compen- 

sation, 

wage 

and 

above 

weekly 

earnings 

weekly 

earnings 

Number 

weeldy 

earnings 

earners 

177 

49 

1,749 

$26,812  18 

$15.,  33 

778 

$6,656  26 

$33,468  44 

43 

16 

453 

6,981  75 

15  41 

129 

1,222  41 

8,204  16 

49 

10 

312 

4,862  22 

15  58 

71 

635  31 

5,497  53 

42 

9 

293 

4,416  88 

15  08 

53 

470  50 

4,887  38 

30 

193 

2,977  99 

15  43 

2 

19  75 

2,997  74 

8 

1 

43 

701  48 

16  31 

65 

505  60 

1,207  08 

19 

6 

185 

2,817  68 

15  23 

24 

208  25 

3,025  93 

368 

91 

3,228 

49,570  18 

15  36 

1,122 

$9,718  08 

$59,288  26 

159 

31 

1,274 

$19,830  44 

$15  57 

324 

$2,458  15 

$22,288  59 

3 

25 

326  00 

13  04 

107 

600  23 

926  23 

3 

24 

379  46 

15  81 

13 

92  39 

471  85 

165 

31 

1,323 

$20,535  90 

$15  52 

444 

$3,150  77 

$23 , 686  67 

1 

29 

$379  90 

$13  10 

30 

$205  71 

$585  61 

6 

71 

1,058  77 

14  91 

30 

153  13 

1,211  90 

2 

1 

25 

364  45 

14  58 

12 

48  48 

412  93 

2 

3 

73 

879  37 

12  05 

3 

4 75 

884  12 

11 

4 

198 

$2,682  49 

$13  55 

75 

$412  07 

$3 , 094  50 

3 

4 

43 

$653  47 

$15  20 

19 

$120  24 

$773  71 

18 

3 

147 

2,346  50 

15  96 

119 

906  29 

3,252  79 

8 

2 

56 

898  58 

16  05 

6 

56  62 

955  20 

29 

9 

246 

$3,898  55 

$15  85 

144 

$1,083  15 

$4,981  ^ 

1 

2 

4 

$115  63 

$28  91 

1 

$8  22 

$123  05 

327 

215 

2,640 

43,161  88 

16  35 

304 

2,478  97 

45,640  2 

3,617 
15,432  „ 

1,880  04 

1,286  jg 

33 

24 

216 

3,425  53 

15  86 

20 

191  51 

104 

58 

982 

14,938  18 

15  21 

93 

494  37 

11 

5 

114 

1,681  80 

14  75 

22 

199  04 

6 
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Minor  Companies  (Gas-Electric) . . 
Minor  Companies  (Electric) 

Total 

338 
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TABLE  XXXIV,  1910.  EMPLOYEES  AND  WAGES  — 

A.  Brooklyn 


NUMBER 

Amount 
of  services 

COMPENS 

Week  Ending 

Salaried 

employees 

Wage 
earners  e 

All 

:mployees* 

(hours)  of 
em- 
ployees 
paid  by 
the  hour 

WAGE 

Salaried 

employees 

Paid  by 
the  hour 

January  8 

594 

1,763 

2,357 

266 

$10,438  78 

$117  39 

January  15 

595 

1,805 

2,400 

1,763 

10,533  44 

878  32 

January  22 

590 

1 , 752 

2,342 

162 

10,513  35 

79  38 

January  29 

577 

1,847 

2,424 

169 

11,185  46 

80  37 

Total 

2,356 

7,167 

9,523 

2,360 

42,671  03 

1,155  46 

February  5 

584 

1,782 

2,366 

183 

10,832  01 

79  93 

February  12 

599 

1,774 

2,373 

165 

10,884  62 

80  62 

February  19 

596 

1,792 

2,388 

591 

10,822  20 

293  35 

February  26 

576 

1,813 

2,389 

113 

10,591  57 

53  62 

Total 

2,355 

7,161 

9,516 

1,052 

43,130  40 

507  52 

March  5 

600 

1,844 

2,444 

179 

10,890  39 

75  58 

March  12 ...  . 

605 

1,928 

2,533 

156 

10,959  07 

77  38 

March  19 

609 

1,994 

2,603 

188 

10,919  80 

91  34 

March  26 

585 

2,021 

2,606 

152 

10,678  49 

71  75 

Total 

2,399 

7,787 

10,186 

675 

43,447  75 

316  05 

April  2 

597 

2,091 

2,688 

29 

10,738  77 

15  22 

April  9 

618 

2,101 

2,719 

56 

11,169  05 

24  75 

April  16 

619 

2,181 

2,800 

158 

11,231  85 

74  91 

April  23 

613 

2,276 

2,889 

172 

10,996  21 

79  17 

April  30 

587 

2,262 

2,849 

294 

10,788  86 

136  54 

Total 

3,03^ 

10,911 

13,945 

709 

54,924  74 

330  59 

May  7 

623 

2,388 

3,011 

238 

11,205  02 

110  56 

May  14 

628 

2,285 

2,913 

135 

11,299  31 

65  38 

May  21 

627 

2,331 

2,958 

168 

11,255  55 

86  36 

May  28 

599 

2,420 

3,019 

150 

11,049  60 

68  49 

Total 

2,477 

9,424 

11,901 

691 

44,809  48 

330  79 

June  4 

622 

2,401 

3,023 

120 

11,143  11 

54  84 

June  11 

630 

2,444 

3,074 

132 

11,306  24 

64  46 

June  18 

636 

2,444 

3,080 

142 

11,397  08 

66  22 

June  25 

652 

2,499 

3,151 

139 

11,412  14 

68  19 

Total 

2,540 

9,788 

12,328 

533 

45,258  57 

253  71 

July  2 

624 

2,476 

3,100 

52 

11,235  91 

24  88 

July  9 

650 

2,517 

3,167 

103 

11,682  93 

48  32 

July  16 

646 

2,543 

3,189 

142 

11,686  78 

70  20 

July  23 

626 

2,488 

3,114 

60 

11,437  99 

31  14 

July  30 

622 

2,509 

3 131 

53 

11,382  43 

27  90 

Total 

3,168 

12,533 

15,701 

410 

57,426  04 

202  44 

August  6 

647 

2,606 

3,253 

5 

11,705  28 

3 75 

August  13 

650 

2,473 

3,123 

112 

11,799  92 

57  48 

August  20 

639 

2,549 

3,188 

96 

11,597  79 

49  78 

August  27 

621 

2 550 

3,171 

88 

11,326  94 

43  78 

Total 

2,557 

10,178 

12,735 

301 

46,429  93 

154  79 

September  3 

625 

2,476 

3,101 

76 

11,346  94 

45  98 

September  10 

637 

2,466 

3,103 

118 

11,655  59 

77  60 

September  17 

651 

2,465 

3,116 

54 

11,693  20 

30  60 

September  24 

634 

2,481 

3,115 

58 

11,433  82 

33  22 

Total 

2,547 

9,888 

12,435 

306 

46,129  55 

187  40 

October  1 

620 

2,563 

3,183 

10 

11,292  39 

422 

October  8 

644 

2,499 

3,143 

88 

11,581  18 

46  20 

October  15 

644 

2,441 

3,085 

64 

11,552  47 

32  50 

October  22 

643 

; 2,470 

3,113 

60 

1 11,557  14 

31  50 

October  29 

625 

1 2,490 

3,115 

118 

; 11,300  26 

, 70  74 

Total 

3,176 

r 12,463 

1 15,638 

> 34C 

> 57,283  44 

185  16 

November  5 

645 

> 2,394 

3,039 

1 7C 

1 11,678  48 

1 36  12 

November  12 

654 

2,460 

1 3,114 

162 

1 11,714  61 

105  20 

November  19 

657 

' 2,454 

3,111 

125 

i 11,760  36 

» 74  76 

November  26 

638 

i 2,381 

3,019 

1 158 

S 11,529  12 

! 60  90 

Total 

2 ,59 J, 

l 9,686 

> 12,286 

l 51t 

? 46,682  51 

' 276  98 

December  3 

636 

j 2,401 

i 3,041 

168 

\ 11,454  52 

! 67  40 

December  10 

66; 

) 2,337 

' 3,00S 

! 1,298 

5 11,773  58 

5 605  23 

December  17 

667 

1 2,327i 

! 2,989 

) 54( 

5 11,571  96 

i 257  82 

December  24 

64; 

j 2,308 

i 2,957 

5 157 

7 11,499  86 

j 96  78 

December  31 

647 

1 2,367 

r 3, 01( 

) 13( 

j 11,470  06 

) 86  80 

Total 

3 251 

5 11,741 

) 14,991 

5 2,301 

5 57,769  9i 

2 1,114  03 

Total  for  the  year 

32,45! 

i 118, 72< 

) 151,187 

7 10,19! 

i $585,963  4i 

l $5,014  92 

* Exclusive  of  those  paid  by  the  hour  and  those 
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DATA  FOR  EACH  WEEK  IN  THE  YEAR  1910 
Union  system 


ATXON 


NUMBER  OF  WAGE  EARNERS  EMPLOYED  — 


EARNERS 

All 

employees 

7 

days 

6 

days 

5 

days 

4 

days 

3 

days 

2 

days 

1 

day 

Total 
1 to  7 
days 

Less 
than 
1 day 
hours 

Paid  by 
the  day 

$24,684  31 

$35,240  48 

671 

700 

119 

106 

54 

48 

65 

1,763 

25,298  96 

36,710  72 

622 

820 

98 

80 

52 

75 

58 

1,805 

60 

25,076  54 

35,669  27 

677 

774 

108 

66 

49 

35 

43 

1,752 

21 

25,851  37 

37,117  20 

621 

803 

102 

118 

71 

68 

64 

1,847 

37 

100,911  18 

144,737  67 

2,591 

3,097 

427 

370 

226 

226 

230 

7, 167 

118 

25,432  09 

36,344  03 

631 

893 

90 

50 

31 

39 

48 

1,782 

22 

24,679  07 

35,644  31 

624 

661 

241 

129 

25 

40 

54 

1,774 

23 

25,756  50 

36,872  05 

621 

888 

122 

58 

42 

29 

32 

1,792 

22 

25,060  23 

35,705  42 

610 

715 

229 

149 

27 

44 

39 

1,813 

21 

100,927  89 

144,565  81 

2,486 

3,157 

682 

386 

125 

152 

173 

7,161 

88 

26,149  95 

37,115  92 

638 

905 

154 

48 

31 

31 

37 

1,844 

28 

26,789  25 

37,825  70 

635 

972 

149 

46 

23 

32 

71 

1,928 

18 

26,878  18 

37,889  32 

647 

899 

210 

101 

31 

28 

78 

1,994 

17 

27,708  01 

38,458  25 

599 

1 , 105 

107 

48 

39 

53 

70 

2,021 

27 

107,525  39 

151,289  19 

2,519 

3,881 

620 

243 

124 

144 

256 

7,787 

90 

28,927  20 

39,681  19 

600 

1,141 

163 

65 

38 

37 

47 

2,091 

10 

29,016  13 

40,209  93 

648 

1,080 

213 

41 

34 

43 

42 

2,101 

48 

29,653  82 

40,960  58 

654 

1,222 

119 

60 

37 

45 

44 

2, 181 

39 

29,779  91 

40,855  29 

644 

961 

290 

206 

58 

64 

53 

2,276 

20 

30,144  17 

41,069  57 

680 

960 

404 

95 

36 

42 

45 

2,262 

24 

H7,521  23 

202,776  56 

3,226 

5 , 3t)Jf 

1,189 

467 

203 

231 

231 

10,911 

141 

31,338  28 

42,653  86 

674 

1,280 

111 

94 

49 

79 

101 

2,388 

54 

30,991  94 

42,356  63 

672 

1,250 

143 

81 

46 

32 

61 

2,285 

20 

30,417  69 

41,759  60 

664 

973 

391 

98 

44 

69 

92 

2,331 

55 

32,351  45 

43,469  54 

690 

1,319 

127 

60 

82 

62 

80 

2,420 

32 

125,099  36 

170,239  63 

2,700 

4,822 

772 

333 

221 

242 

334 

9,424 

161 

30,672  54 

41,870  49 

722 

743 

568 

98 

94 

59 

117 

2, 4C1 

38 

32,505  32 

43,876  02 

708 

1,207 

262 

119 

38 

48 

62 

2,444 

32 

32, 102  47 

43,565  77 

719 

1,001 

421 

144 

70 

37 

52 

2,444 

25 

32,638  37 

44,118  70 

681 

1,318 

139 

119 

89 

77 

76 

2,499 

46 

127,918  70 

173,430  98 

2,830 

4,269 

1,390 

480 

291 

221 

307 

9,788 

141 

33,064  32 

44,325  11 

701 

1,383 

152 

98 

45 

55 

42 

2,476 

28 

31,753  46 

' 43,484  71 

657 

906 

551 

132 

53 

75 

143 

2, 517 

528 

32,926  52 

44,683  50 

670 

1,330 

162 

108 

91 

112 

70 

2,543 

144 

33,260  31 

44,729  44 

687 

1,432 

146 

93 

35 

38 

57 

2,488 

107 

32,839  09 

44,249  42 

622 

1,337 

219 

107 

89 

69 

66 

2,509 

59 

163,843  70 

221,472  18 

3,337 

6,388 

1,230 

538 

313 

349 

378 

12,533 

866 

32,660  45 

44,369  48 

639 

1,247 

204 

176 

91 

134 

115 

2,606 

41 

32,518  47 

44,375  87 

674 

1,327 

179 

75 

61 

43 

114 

2,473 

10 

31,951  58 

43,599  15 

657 

1,142 

231 

172 

98 

91 

158 

2,549 

33 

32,677  14 

44,047  86 

653 

1,308 

179 

86 

147 

98 

79 

2,550 

26 

129,807  64 

176,392  36 

2,623 

5,024 

793 

509 

397 

366 

466 

10,178 

110 

31,635  50 

43,028  42 

646 

-4,011 

416 

144 

78 

103 

78 

2,476 

24 

31,015  90 

42,749  09 

665 

797 

537 

206 

97 

90 

74 

2,466 

33 

32,578  59 

44.3C2  39 

725 

1,301 

132 

93 

73 

93 

48 

2,465 

6 

33,158  97 

44,626  01 

699 

1,383 

122 

65 

100 

73 

39 

2,481 

15 

128,388  96 

174,705  91 

2,735 

4,492 

1,207 

508 

348 

359 

239 

9,888 

78 

33,637  92 

44,934  53 

720 

1,330 

120 

145 

90 

90 

68 

2,563 

52 

32,556  10 

44,183  48 

706 

1,162 

258 

115 

86 

82 

90 

2,499 

26 

31,552  35 

43,137  32 

719 

906 

444 

106 

82 

77 

107 

2,441 

28 

31,921  80 

43,510  44 

719 

969 

306 

157 | 99 

102 

119 

2,471 

37 

33,676  40 

45,047  40 

756 

1,281 

96 

67 

109 

96 

85 

2,490 

18 

163,344  57 

220,813  17 

3,620 

5,648 

1,224 

590, 

466 

447 

469 

12,464 

161 

32,619  31 

44,333  91 

731 

1,066 

330 

118 

36 

37 

76 

2,394 

30 

33,264  53 

45,084  34 

740 

1,232 

206 

75 

99 

69 

39 

2,460 

22 

33,325  93 

45,161  05 

742 

1,347 

118 

52 

47 

34 

114 

2,454 

111 

30,778  39 

42,368  41 

703 

831 

367 

241 

75 

89 

75 

2,381 

43 

129,988  16 

176,947  71 

2,916 

4,476 

1,021 

486 

257 

229 

304 

9,689 

206 

33,003  51 

44,525  43 

779 

1,212 

181 

71 

52 

38 

73 

2,406 

157 

31,675  88 

44,054  69 

' 806 

934 

202 

152 

103 

37 

103 

2,337 

138 

32,063  90 

43,893  68 

819 

1 , 009 

139 

80 

73 

94 

108 

2,322 

35 

31,511  65 

43,108  29 

789 

994 

208 

76 

65 

76 

100 

2,308 

149 

30,570  47 

42,127  27 

725 

813 

387 

149 

83 

66 

144 

2,367 

91 

158,825  41 

217,709  36 

3,918 

4,962 

1,117 

528 

376 

311 

528 

11,740 

570 

1,584,102  19 

2,175,080  53 

35,501 

55,580 

11,672 

5,438 

3,347 

3,277 

3,915 

118,730 

2,730 

who  have  worked  less  than  one  day. 
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TABLE  XXXIV.  Employees  and  wages  — Date  for  each  week  in  the  year  1910  — Continued 
B.  Consolidated  system  exclusive  of  New  York  Mutual 


Week  Ending 

Num- 
ber of 
salaried 
em- 
ployees 

Amount 
of  services 
(hours) 
of  wage- 
earners 

Salaried 

employees 

COMPENSATION 

Wage- 

earners 

All 

employees 

January  8 

1,257 

246,298 

$21,821  84 

$53,236  45 

$75,058  29 

January  15 

1,269 

252,357 

21,915  45 

55,365  90 

77,281  35 

January  22 

1,277 

247,904 

22,672  76 

55,950  56 

78,623  32 

January  29 

1,275 

240,646 

22,495  09 

53,196  65 

75,691  74 

Total 

5,078 

987,205 

88,905  14 

217,749  56 

306,654  70 

February  5 

1,279 

234,861 

22,555  40 

52,668  47 

75,223  87 

February  12 

1,277 

230,181 

22,684  62 

50,537  07 

73,221  69 

February  19 

1,283 

231,563 

22,713  36 

51,378  83 

74,092  19 

February  26 

1,282 

225,792 

22,686  14 

48,334  99 

71,021  13 

Total 

5,121 

922,397 

90,639  52 

202,919  36 

293,558  88 

March  5 

1,297 

229,271 

22,987  65 

52,581  58 

75,569  23 

March  12 

1,307 

234,569 

23,243  99 

52,997  71 

76,241  70 

March  19 

1,315 

235,938 

23,259  71 

52,650  52 

75,910  23 

March  26 

1,314 

247,073 

23,100  86 

55,329  71 

78,430  57 

Total 

5,233 

946,851 

92,592  21 

213,559  52 

306,151  73 

April  2 

1 ,.317 

251,779 

23,133  75 

56,206  36 

79,340  11 

April  9 

1,336 

258,676 

23,506  79 

56,812  74 

80,319  53 

April  16 

1,340 

272,411 

23,510  99 

59,366  65 

82,877  64 

April  23 

1,337 

274,002 

23,524  67 

59,044  43 

82,569  10 

April  30 

1,334 

283,590 

23,500  25 

59,935  41 

83,435  66 

Total 

6, 6 6 A 

1,340,458 

117,176  45 

291,365  69 

408,542  04 

May  7 

1,349 

287,478 

22,764  10 

62,567  10 

85,331  20 

May  14 

1,356 

286,154 

22,825  94 

61,862  51 

84,688  45 

May  21 

1,347 

286,393 

22,840  58 

60,908  36 

83,748  94 

May  28 

1,356 

289,252 

23,213  49 

62,329  74 

85,543  23 

Total 

6,408 

1,149,277 

91,644  11 

247,667  71 

339,311  82 

June  4 

1,362 

281,142 

23,249  86 

56,292  84 

79,542  70 

June  11 

1,374 

282,100 

23,195  14 

01,364  89 

84,560  03 

June  18 

1,379 

280,656 

23,208  20 

59,610  66 

82,818  86 

June  25 

1,382 

281,197 

23,280  14 

61,035  87 

84,316  01 

Total 

5,497 

1,125,095 

92,933  34 

238,304  26 

331,237  60 

July  2 

1,387 

292,596 

23,385  07 

60,381  92 

83,766  99 

July  9 

1,393 

266,578 

23,630  25 

54,720  51 

r 78,350  76 

July  16 

.1,403 

281,637 

23,766  37 

61,199  90 

84,966  27 

July  23 

1,400 

287,571 

23,721  38 

62,611  05 

86,332  43 

July  30 

1,391 

278,110 

23,721  29 

62,122  78 

85,844  07 

Total 

6,974 

1,406,492 

118,224  36 

301,036  16 

419,260  52 

August  6 

1,402 

278,881 

23,864  79 

61,118  80 

84,983  59 

August  13 

1,403 

280,121 

24,013  03 

61,751  02 

85,764  05 

August  20 

1,408 

274,413 

24,235  21 

60,069  04 

84,304  25 

August  27 

1,396 

284,757 

23,957  70 

61,701  30 

85,659  00 

Total 

5,609 

1,118,172 

96,070  73 

244,640  16 

340,710  89 

September  3 

1,400 

281,934 

24,158  75 

60,418  02 

84,576  77 

September  10 

1,408 

280,455 

24,217  30 

57,681  76 

81,899  06 

September  17 

1,419 

295,334 

24,538  37 

65,080  00 

89,618  37 

September  24 

1,423 

305,769 

24,612  23 

68,004  13 

92,616  36 

Total 

5,650 

1,163,492 

97,526  65 

251,183  91 

348,710  56 

October  1 

1,431 

314,286 

24,806  10 

69,173  47 

93,979  57 

October  8 

1,435 

313,233 

24,995  05 

68,717  51 

93,712  56 

October  15 

1,452 

310,626 

25,322  68 

69,019  57 

94,342  25 

October  22 

1,452 

308,392 

25,298  40 

68,036  66 

93,335  06 

October  29 

1,458 

314,121 

25,536  29 

70,361  99 

95,898  28 

Total 

7,228 

1,560,658 

125,968  52 

345,309  20 

471,267  72 

November  5 

1,457 

305,651 

25,546  82 

68,620  19 

94,167  01 

November  12 

1,456 

306,233 

25,576  42 

66,412  59 

91,989  01 

November  19 

1,459 

314,613 

25,810  18 

71,033  18 

96,843  36 

November  26 

1,457 

299,942 

25,851  01 

63,394  61 

89,245  62 

Total 

5,829 

1,226,447 

102,784  48 

269,460  57 

372,245  00 

December  3 

1,455 

303,354 

25,775  17 

68,031  13 

93,806  30 

December  10 

1,465 

298,102 

25,965  98 

66,494  15 

92,460  13 

December  17 

1,468 

300,065 

26,101  51 

70,273  62 

96,375  13 

December  24 

1,471 

288,594 

26,177  25 

67,321  54 

93,498  79 

December  31 

1,461 

272,153 

25,729  72 

58,651  92 

I 84,381  64 

Total 

7,320 

1,462,268 

129,749  63 

330,772  36 

460,621  99 

Total  for  the  year 

71,611 

14,408,812 

$1,244,205  09 

$3,153,968  36 

$4,398,173  45 

Light  and  Power  Statistics  — Tables, 
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TABLE  3£XXIV.  Employees  and  wages  — Data  for  each  week  in  the  year  1910—  Continued 
C.  New  York  Edison  Co. 


Week  Ending 

Num- 
ber of 
salaried 
em- 
ployees 

Amount 
of  services 
(hours) 
of  wage- 
earners 

COMPENSATION 

Salaried 

employees 

Wage- 

earners 

All 

employees 

January  8 

1,609 

134,136 

$24,870  79 

$38,409  36 

$63,280  15 

January  15 

1,613 

132,354 

24,954  80 

38,240  34 

63,195  14 

January  22 

1,619 

131,652 

25,010  68 

38,442  91 

63,453  59 

January  29 

1,627 

131,004 

25,093  64 

38,183  06 

63,276  70 

Total 

6,468 

529,146 

99,929  91 

153,275  67 

253,205  58 

February  5 

1,628 

129,276 

24,950  22 

38,248  87 

63,199  09 

February  12 

1,625 

127,818 

24,934  79 

36,138  55 

61,073  34 

February  19 

1,627 

126,900 

25,040  55 

37,146  84 

62,187  39 

February  26 

1,630 

126,576 

24,889  79 

35,267  67 

60,157  46 

Total 

6,610 

510,570 

99,816  35 

146,801  93 

246,617  28 

March  5 

1,630 

127,386 

24,907  13 

37,255  81 

62,162  94 

March  12 

1,629 

127,602 

24,966  82 

37,350  44 

62,317  26 

March  19 

1,635 

127,818 

25,106  35 

37,274  50 

62,380  85 

March  26 

1,633 

126,522 

25,019  82 

37,017  00 

62,036  82 

Total 

6,627 

509,328 

100,000  12 

148,897  75 

248,897  87 

April  2 

1,638 

127,386 

25,117  61 

36,952  59 

62,070  20 

April  9 

1,642 

127,764 

24,915  25 

37,163  16 

62,078  41 

April  16 

1,654 

129,330 

24,977  35 

38,089  85 

63,067  20 

April  23 

1,653 

129,384 

25,067  13 

37,818  19 

62,885  32 

April  30 

1,654 

130,734 

25,220  16 

37,722  64 

62,942  80 

Total 

8,241 

644,598 

125,297  50 

187,746  43 

313,043  93 

May  7 

1,648 

130,842 

25,137  46 

38,033  52 

63,170  98 

May  14 

1,633 

131,004 

24,954  79 

38,124  01 

63,078  80 

May  21 

1,638 

130,572 

24,970  51 

37,868  71 

62,839  22 

May  28 

1,646 

131,328 

25,096  17 

38,061  88 

63,158  05 

Total 

6,666 

623, 746 

100,158  93 

162,088  12 

252,247  05 

June  4 

1,664 

130,734 

25,097  10 

35,699  38 

60,796  48 

June  11 

1,659 

132,192 

25,309  71 

38,281  16 

63,590  87 

June  18 

1,688 

131,922 

25,421  65 

38,256  77 

63,678  42 

June  25 

1,693 

134,406 

25,427  92 

38,525  92 

63,953  84 

Total 

6,704 

529,254 

101,256  38 

160,763  23 

252,019  61 

July  2 

1,685 

134,190 

25,459  61 

38,817  79 

64,277  40 

July  9 

1,743 

133,380 

25,581  70 

36,297  07 

61,878  77 

July  16 

1,725 

136,080 

25,807  97 

38,977  40 

64,785  37 

July  23 

1,711 

138,456 

25,636  29 

39,843  48 

65,479  77 

July  30 

1,732 

137,160 

25,662  62 

39,399  09 

65,061  71 

Total 

8,596 

679,266 

128,148  19 

193,334  83 

321,483  02 

August  6 

1,722 

137,538 

25,743  19 

39,764  50 

65,507  69 

August  13 

1,730 

136,134 

25,722  10 

39,722  78 

65,444  88 

August  20 

1,747 

135,324 

25,716  52 

39,340  11 

65,056  63 

August  27 

1,745 

135,540 

25,725  64 

39,633  30 

65,358  94 

Total 

6,944 

544,536 

102,907  45 

158,460  69 

261,368  14 

September  3 

1,722 

135,648 

25,624  28 

39,720  99 

65,345  27 

September  10 

1,738 

135,918 

25,711  92 

37,326  54 

63,038  46 

September  17 

1,746 

138,402 

25,762  74 

40,617  72 

66,380  46 

September  24 

1,743 

140,778 

25,992  92 

41,132  39 

67,125  31 

Total 

6,949 

550,746 

103,091  86 

158,797  64 

261,889  50 

October  1 

1,747 

142,074 

26,025  64 

41,787  76 

67,813  40 

October  8 

1,777 

142,614 

26,337  62 

41,928  71 

68,266  33 

October  15 

1,800 

143,802 

26,511  43 

41,377  16 

67,888  59 

October  22 

1,780 

145,962 

26,486  57 

42,548  78 

69,035  35 

October  29 

1,808 

146,934 

26,806  41 

43,041  41 

69,847  82 

Total 

8,912 

721,386 

132,167  67 

210,683  82 

342,851  49 

November  5 

1,811 

147,096 

26,825  83 

42,322  85 

69,148  68 

November  12 

1,824 

146,502 

26,836  87 

41,445  68 

68,282  55 

November  19 

1,851 

146,178 

27,289  66 

42,965  43 

70,255  09 

November  26 

1,842 

146,556 

27,082  38 

40,134  48 

67,216  86 

Total 

7,328 

586,332 

108,034  74 

166,868  44 

274,903  18 

December  3 

1,846 

146,178 

27,348  57 

43,143  18 

70,491  75 

December  10 

1,849 

146,070 

27,304  17 

42,972  44 

70,276  61 

December  17 

1,847 

144,288 

27,343  36 

42,547  64 

69,891  00 

December  24 

1,848 

144,450 

27,425  36 

42,437  16 

69,862  52 

December  31 

1,847 

143,262 

27,164  54 

38,972  03 

f 66, 136  57 

Total 

9,237 

724,248 

136,586  00 

210,072  45 

346,658  45 

Total  for  the  year 

88,981 

7,053,156 

$1,337,394  10 

$2,037,791  00 

$3,375,185  10 
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TABLE  XXXIV.  Employees  and  wages  — Data  for  each  week  in  the  year  1910  — Continued 
D.  Edison  Electric  Illuminating  Co.  of  Brooklyn 


Week  Ending 

Num- 
ber of 
salaried 
em- 
ployees 

Wage 
earners 
paid 
by  the 
day 

Amount 
of  services 
(hours) 
of  wage 
earners 

COMPENSATION 

Salaried 

employees 

WAGE  1 

Paid  by 
the  day 

SARNERS 

Paid  by 
the  hour 

All 

employees 

January  8 

435 

20 

50,048 

$7,579  41 

$493  45 

$12,708  15 

$20,781  01 

January  15 

435 

20 

45,884 

7,610  03 

288  95 

13,458  23 

21,357  21 

January  22 

434 

20 

48,183 

7,759  13 

282  95 

12,538  44 

20,580  52 

January  29 

427 

22 

49,199 

7,691  80 

325  35 

12,900  77 

20,917  92 

Total 

1,731 

82 

193,314 

30,640  37 

1,390  70 

51,605  59 

83,636  66 

February  5 

433 

21 

49,973 

7,736  98 

303  85 

12,836  41 

20,877  24 

February  12 

438 

23 

43,781 

7,632  90 

320  30 

11,545  07 

19,498  27 

February  19 

434 

22 

46,525 

7,704  57 

296  78 

12,192  53 

20,193  88 

February  26 

444 

21 

43,794 

7,738  60 

284  20 

11,748  65 

19,771  45 

Total 

1,749 

87 

184,073 

30,813  05 

1,205  IS 

48,322  66 

80,340  84 

March  5 

443 

20 

46,282 

7,496  06 

289  00 

12,598  97 

20,384  03 

March  12 

442 

22 

49,469 

7,677  42 

347  05 

13,150  86 

21,175  33 

March  19 

443 

27 

47,717 

8,045  95 

375  60 

12,501  44 

20,922  99 

March  26 

448 

25 

49,740 

7,823  08 

367  73 

13,068  38 

21,259  19 

Total 

1,776 

94 

193,208 

31,042  51 

1,379  38 

51,319  65 

83,741  54 

April  2 

433 

23 

50,732 

7,810  03 

345  20 

13,348  23 

21,503  46 

April  9 

444 

23 

50,512 

7,938  83 

347  00 

13,363  73 

21.649  56 

April  16 

445 

24 

47,982 

7,605  07 

372  23 

13,509  19 

21,486  49 

April  23 

447 

23 

48,963 

7,683  11 

346  95 

13,527  48 

21,557  54 

April  30 

445 

24 

51,748 

7,796  53 

366  30 

13,774  93 

21,937  76 

Total 

2,214 

117 

249,937 

38,833  57 

1,777  68 

67,523  56 

108,134  81 

May  7 

449 

24 

53,352 

7,937  16 

378  20 

14,034  61 

22,349  97 

May  14 

449 

27 

55,164 

7,937  16 

389  40 

14,393  17 

22,719  73 

May  21 

495 

26 

55,146 

7,969  44 

387  80 

14,353  67 

22,710  91 

May  28 

451 

25 

56,047 

7,982  00 

381  55 

14,675  83 

23,039  38 

Total 

1,844 

102 

219,709 

31,825  76 

1,536  95 

57,457  28 

90,819  99 

June  4 

443 

27 

53  897 

8,108  28 

418  28 

13,928  99 

22,455  55 

June  11 

436 

28 

57,494 

8,120  11 

423  45 

14,827  00 

23,370  56 

June  18 

459 

25 

57,831 

8,064  74 

328  03 

15,048  96 

23,441  73 

June  25 

469 

24 

54,001 

8,154  52 

370  63 

14,703  70 

23,228  85 

Total 

1,807 

104 

223,223 

32,447  65 

1,540  39 

58,508  65 

92,496  69 

July  2 

475 

23 

55,064 

8,219  29 

349  23 

14,419  80 

22, 978  32 

July  9 

479 

29 

51,548 

8,267  53 

406  63 

13,606  53 

22,280  69 

July  16 

476 

23 

57,7'  8 

8,365  02 

349  78 

14,716  94 

23,431  74 

July  23 

479 

23 

57,732 

8,141  03 

357  45 

15,050  15 

23,548  63 

July  30 

465 

23 

63,182 

8,209  53 

337  08 

15,887  71 

24,434  32 

Total 

2,374 

121 

285,234 

41,202  40 

1,800  17 

73,671  13 

116,673  70 

August  6 

476 

23 

62,375 

8,210  30 

350  63 

15,972  10 

24,533  03 

August  13 

484 

22 

61,932 

8,218  86 

345  58 

16,039  01 

24,603  45 

August  20 

473 

23 

58,115 

8,237  58 

331  14 

15,048  39 

23,617  11 

August  27 

474 

22 

58,579 

8,673  40 

341  95 

15,143  30 

24,158  65 

Total 

1,907 

90 

241,001 

33,340  14 

1,369  30 

62,202  80 

96,912  24 

September  3 

473 

22 

563  09 

8,287  73 

326  40 

14,519  85 

23,133  98 

September  10 

471 

22 

55,779 

8,156  54 

327  58 

14,017  86 

22,501  98 

September  17 

463 

23 

58,017 

8,365  24 

342  58 

15,315  05 

24,022  87 

September  24 

467 

22 

57,763 

9,706  90 

335  58 

15,041  34 

25,083  82 

Total 

1,874 

89 

227,868 

34,516  41 

1,332  14 

58,894  10 

94,742  65 

October  1 

469 

22 

63,017 

8,214  49 

333  45 

15,998  15 

24,546  09 

October  8 

469 

21 

68,974 

8,335  38 

321  45 

16,229  66 

24,886  49 

October  15 

476 

23 

60,855 

8,472  25 

341  45 

15,482  63 

24,296  33 

October  22 

481 

23 

62,891 

8,396  63 

327  70 

16,006  81 

24,731  14 

October  29 

485 

23 

66,164 

8,235  58 

355  10 

16,699  29 

25,289  97 

Total 

2,380 

112 

321,901 

41,654  33 

1,679  15 

80,416  54 

123,750  02 

November  5 

476 

' 19 

61,135 

8,221  94 

246  29 

16,005  43 

24,473  66 

November  12 

486 

21 

59,705 

8,498  40 

309  95 

15,488  66 

24,297  01 

November  '9 

481 

21 

62,729 

8,201  61 

330  45 

16,188  18 

24,720  24 

November  26 

493 

18 

62,846 

8,466  42 

284  45 

15,782  34 

24,533  21 

Total 

1,936 

79 

246,415 

33,388  37 

1,171  14 

63,464  61 

98,024  19 

December  3 

495 

17 

65,994 

8,788  04 

252  90 

16,802  02 

25,842  96 

December  10 

494 

21 

60,900 

8,680  98 

302  40 

16,069  43 

25,052  81 

December  17 

485 

21 

62,275 

8,430  17 

303  30 

15,903  94 

24,637  41 

December  24 

492 

21 

59,657 

8,555  38 

315  95 

15,232  38 

24,103  71 

December  31 

493 

25 

58,758 

8,529  48 

324  20 

14,024  32 

22,878  00 

Total 

2,459 

105 

307,584 

42,984  05 

1,498  75 

78,032  09 

122,514  89 

Total  for  the  year .... 

24,051 

1,182 

2,893,467 

$422,688  61 

$17,680  88 

$751,418  66 

$1,191,788  15 

Light  and  Power  Statistics  — Tables, 
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TABLE  XXXIV.  Employees  and  wages  — Data  for  each  week  in  the  year  1910—  Concluded 
E.  Consolidated  Tel.  and  Electrical  Subway  Co. 


NUMBER 

COMPENSATION 

Week  Ending 

Salaried 

em- 

ployees 

Wage 

earners 

Total 

Salaried 

employees 

Wage 

earners 

All 

employees 

January  8 

52 

202 

254 

$1,079  08 

$2,328  36 

$3,407  44 

January  15 

52 

200 

252 

1,079  08 

2,146  34 

3,225  42 

January  22 

52 

211 

263 

1,079  08 

2,402  27 

3,481  35 

Jannary  29 

51 

252 

303 

1,053  08 

3,062  95 

4,116  03 

Total 

207 

865 

1,072 

4,290  32 

9,939  92 

14  230  24 

February  5 

51 

254 

305 

1,053  08 

3,185  75 

4,238  83 

February  12 

52 

* 262 

314 

1,060  58 

2,835  89 

3,896  47 

February  19 

52 

256 

308 

1,068  08 

3,061  98 

4,130  06 

February  26 

52 

260 

312 

1 , G63  41 

2,791  55 

3,854  96 

Total 

207 

1,032 

1,239 

4,245  15 

11,875  17 

16,120  32 

March  5 

50 

299 

349 

1 , C55  08 

3,195  14 

4,250  22 

March  12 

50 

405 

455 

1,055  08 

4,279  46 

5,334  54 

March  19 

50 

471 

521 

1,055  08 

5,206  04 

6,261  12 

March  26 

50 

597 

647 

1,055  08 

6,474  05 

7,529  13 

Total 

200 

1,772 

1,972 

4,220  32 

19,154  69 

23,376  01 

April  2 

49 

694 

743 

1,041  08 

7,034  47 

8,075  55 

April  9 

49 

844 

893 

1,041  08 

8,012  11 

9,053  19 

April  16 

49 

861 

910 

1,041  08 

8,444  56 

9,485  64 

April  23 

50 

815 

865 

1,042  75 

8,709  96 

9,752  71 

April  30 ....  

51 

902 

953 

1,051  91 

10,121  52 

11,173  43 

Total 

248 

4,116 

4,364 

5,217  90 

42,322  62 

47,540  52 

May  7 

52 

918 

970 

1,068  08 

10,210  25 

11,278  33 

May  14 

52 

895 

947 

1,068  08 

10,030  67 

11,098  75 

May  21 

51 

984 

1,035 

1,062  08 

9,784  34 

10,846  42 

May  28 

50 

959 

1,009 

1,050  08 

9,741  03 

10,791  11 

Total 

205 

3,756 

3,961 

4,248  32 

39,766  29 

44,014  61 

June  4 

50 

995 

1,045 

1,050  08 

10,977  46 

12,027  54 

June  11 

50 

1,088 

1,138 

1,034  08 

11,231  82 

12,265  90 

June  18 

50 

1 , 055 

1,105 

1,050  08 

11,056  58 

12,106  66 

June  25 

50 

1,037 

1,087 

1,050  08 

11,916  95 

12,967  03 

Total 

200 

4,175 

4,375 

4,184  32 

45,182  81 

49,367  13 

July  2 

51 

1,096 

1,147 

1,070  08 

10,909  02 

11,979  10 

July  9 

51 

1,094 

1,145 

1,060  08 

11,980  25 

13,040  33 

July  16 

51 

1,081 

1,132 

1,060  08 

12,094  02 

13,154  10 

July  23 

53 

1,088 

1,141 

1,076  08 

12,332  86 

13,408  94 

July  30 

58 

1,107 

1,165 

1,159  08 

11,965  30 

13,124  38 

Total 

264 

5,466 

6,730 

5,425  40 

59,281  45 

64,706  85 

August  6 

58 

. 1,091 

1,149 

1,148  58 

12,335  75 

13,484  33 

August  13 

57 

1,082 

1,139 

1,140  58 

11,302  06 

12,442  64 

August  20 

57 

1,332 

1 , 389 

1,138  08 

12,357  06 

13,495  14 

August  27 

58 

1,238 

1,296 

1,133  41 

13,071  77 

14,205  18 

Total 

230 

4,743 

4,973 

4,560  65 

49,066  64 

53,627  29 

September  3 

58 

1,213 

1,271 

1,150  08 

11,062  12 

12,212  20 

September  10 

59 

1,350 

1,409 

1,165  08 

14,446  59 

15,611  67 

September  17 

58 

1,379 

1,437 

1,148  07 

15,702  71 

16,850  78 

September  24 

56 

1,364 

1,420 

1,121  07 

15,742  74 

16,863  81 

Total 

231 

5,306 

5,537 

4,584  30 

56,954  16 

61,538  46 

October  1 

53 

1,382 

1,435 

1,079  07 

15,593  04 

16,672  11 

October  8 

52 

1,314 

1,366 

1,067  07 

14,072  31 

15,139  3$ 

October  15 

52 

1,377 

1,429 

1,067  07 

14,281  52 

15,348  59 

October  22 

53 

1,306 

1,359 

1,079  57 

13,027  32 

14,106  89 

October  29 

53 

1,282 

1,335 

1,082  07 

14,803  01 

15,885  08 

Total 

263 

6,661 

6,924 

5,374  85 

71,777  20 

77,152  05 

November  5 

53 

1,210 

1,263 

1,082  07 

12,568  55 

13,650  62 

November  12 

53 

1,186 

1,239 

1,082  07 

12,394  51 

13,476  58 

November  19 

53 

1,203 

1,256 

1,082  07 

13,810  76 

14,892  83 

November  26 

53 

1,225 

1,278 

1,082  07 

11,391  59 

12,473  66 

Total 

212 

4,824 

5,036 

4,328  28 

50,165  41 

54,493  69 

December  3 

53 

1,328 

1,381 

1,082  07 

14,047  03 

15,129  10 

December  10 

53 

1,179 

1,232 

1,082  07 

11,924  17 

13,006  24 

December  17.  . . . 

53 

1,149 

1,202 

1,082  07 

11,905  67 

12.987  74 

December  24 

53 

1,041 

1,094 

1,082  07 

9,068  78 

10,150  85 

December  31 

53 

882 

935 

1,082  07 

9,840  91 

10,922  98 

Total 

265 

5,579 

5,844 

5,410  35 

56,786  56 

62,196  91 

Total  for  the  year.  . . 

2,732 

48,295 

51,027 

$56,090  16 

$512,272  92 

$568,363  08 

TABLE  XXXV,  1909.  GAS  REVENUES  AND  GAS  EXPENSES,  1909.  A.  Receipts  from  gas  sales:  Net  amount,  after  eliminating  inter-company  transactions 

[N.  B.  Receipts  from  sale  of  residuals  and  other  incidental  revenues  are  applied  to  expenses  in  Divisions  B and  C of  the  table] 
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1 Amount  paid  to  New  Amsterdam  for  enriching.  2 Includes  $43,605.52  electric  power  house.  3 Includes  residuals  made  for  sale.  4 The  division 

of  amounts  thus  designated  between  coal  gas  and  water  gas  involves  an  estimate  for  certain  of  the  minor  items.  5 Includes  $171,944.28  charged  Astoria  for 

enriching. 


TABLE  XXXV,  1909.  Gas  revenues  and  expenses,  1909  — B.  Cost  to  manufacture  — Concluded 

(All  the  companies  outside  of  the  Consolidated  system  make  water  gas  exclusively) 
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Items  of  Expense 

Total  sales  of  gas  { Revenue 

Net  cost  to  manufacture 

Transmission,  pumping 

Distribution,  expenses 

Repairs  of  mains  and  services 

Repairs  of  meters 

Repairs  of  tools  and  appliances 

Total 

Deduct  rent  of  appliances 

Deduct  jobbing  revenue 

Net  transmission  and  dist.  exp 
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TABLE  XXXV,  1910.  GAS  REVENUES  AND  GAS  EXPENSES,  1910 
A.  Receipts  from  gas  sales:  Net  amount  after  eliminating  inter-company  transactions 

(Receipts  from  sale  of  residuals  and  other  incidental  revenues  are  applied  to  expenses  in  Divisions  B and  C of  the  table). 
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JA  mount  paid  to  New  Amsterdam  Gas  Company  for  enriching.  2 Includes  $43,370.45  Electric  Power  House.  3 Includes  repairs  to  buildings  other 

than  at  works,  $486.43.  * The  division  of  amounts  thus  designated  between  coal  gas  and  water  gas  involves  an  estimate  for  certain  of  the  minor  items.  5 In- 

cludes $100,046.02  charged  Astoria  for  enriching. 
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(All  of  the  companies  outside  of  the  Consolidated  system  make  water  gas  exclusively) 
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6 Includes  $222,104  for  coal  gasenricher. 
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Cost  to  manufacture  (brought  forward) . . 

Gas  bought  from  other  companies 

Gas  supplied  under  agency  agreem’t — Dr. 
Gas  sunnlied  under  aeencv  aereem’t, — Cr. 

Total  production  expenses 

Transmission  and  distribution  expenses . . 

Repairs  of  mains  and  services 

Repairs  of  meters 

Repairs  of  tools  and  appliances 
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Brooklyn 
Union  system 

Total 
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Flatbush 

Gas 

553,812.8 
$441 , 608  86 

9,103  69 
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423,131  26 
241,490  83 
133,029  37 
5,179  60 

$861,967  41  1 
2,268  50  j 
21,898  89 

$837,800  02 

Cr.  $1,009  10 
417,750  09 
24,616  02 
75,174  35 
33,830  05 
19,258  81 
264,189  63 

$833,809  85 

$833,809  85 

$4,834,230  10 
482,724  44 
35,943  51 

$5,352,898  05 

$3,674,102  89 
1,232,548  79 

I 01 

Items  op  Expense 

• • • 
• . • 
* . • 
• • • 

• • • 
• • * 
* . * 
-4J  O * 

•**■«  3 : 
rf  § : 
° > . 

0 £ 
c3 

_Q  GO 

a £ 

« a 

O)  0 
'a  V 

m <g 

O ° 

Net  cost  to  manufacture  (brought  forward) 

Inter-company  purchase  of  gas 

Total  production  expenses 

Transmission,  pumping 

Distribution  expenses 

Repairs  of  mains  and  services 

Repairs  of  meters 

Repairs  of  tools  and  appliances 

Total 

Deduct  rent  of  appliances 

Deduct  jobbing  revenue 

Net  transmission  and  distribution  expenses . 

Municipal  street  lamp  expense 

Commercial  administration 

Promotion  of  business 

Salaries  and  expenses  of  general  officers 

Salaries  and  expenses  of  general  office  clerks.  . , 

General  law  expenses 

Other  general  expenses 

1 otal 

Deduct  miscellaneous  revenue  items 

Net  total 

Total  operating  expenses 

Taxes 

Uncollectible  bills 

Total  revenue  deductions 

Operating  income 

General  amortization 

Operating  income  or  (D)  loss  after  amortization. 

After  eliminating  inter-company  purchases  and  sales. 
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After  eliminating  inter-company  sales  and  purchases. 
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TABLE  XXXVI,  1909.  ELECTRIC  SALES  AND  ELEC- 


Account  or  Group  of  Accounts 

Bowery  Bay 
Electric  Light 
and  Power 

Bronx  Gas 
and  Electric 
(electric 
dept.) 

Edison  Electric 
Illuminating 

Flatbush 

Gas 

(electric 

dept.) 

Sales  of  Electric  Current 

$80,676  48 
3,492  21 
1 

1556  01 

i« 

I®  $481, 187  15 
137,209  59 
60,990  48 

$81,487  91 

8,844  50 
1,123  90 

Commercial  flat  rate 

2 $25,454  53 

Commercial  metered  lighting 

24,743  47 
5,314  54 

2,298,143  28 
667,241  74 

82,263  74 
5,076  60 

Commercial  metered  power 

Railroad  corporations 

Other  electrical  corporations.  . . . 

635  36 
24,851  70 

Breakdown  service  . 

Miscellaneous  sales  of  electric  current .... 

1,452  19 

Total 

$25,454  53 

$114,782  71 

$3,670,259  30 

$180,248  84 

Discounts  and  Abatements  8 
Commercial  metered  lighting 

7 $357  81 
7 

$33,147  35 
10,172  95 
9 5,726  09 

Commercial  metered  power 

$2,830  54 
108OO  40 

Other  (specified) 

Miscellaneous  Electric  Revenues 
Rent  of  appliances . . 

$120  00 
$3,997  43 
141  94 

$69  35 
7 19 
78  07 

Merchandise  and  jobbing  revenue 

$1,366  41 

Sale  of  by-products 

Joint  rent  revenue 

Other  miscellaneous  revenue 

326  58 

Total,  miscellaneous  revenue 

$1,366  41 

$4,585  95 

$154  61 

Total,  electric  revenue 

is  $25,454  53 

$116,149  12 

$3,674,845  25 

$180,403  45 

Note. — For  details,  see  the  abstracts  of  the  reports  of  individual  companies.  The  expenses  of  the 
city’s  operating  electrical  subways  — Consolidated  Telegraph  and  Electrical  and  Empire  City,  both 
operating  in  Manhattan  — pertain  mainly  to  the  supply  of  electric  light  and  power.  But  to  include  them 
in  this  table  would  involve  a duplication,  since  they  are  fully  covered  by  the  operating  rents  of  companies 
using  the  subways.  The  expense  in  question  may  be  learned  by  reference  to  the  abstract  of  the  companies. 

1 Municipal  heat  and  power  includes  lighting  municipal  buildings. 

2 Includes  $1,712.00  for  power  and  the  rest  is  for  lighting. 

3 Includes  $1,390.50  for  lighting  and  the  balance  is  for  power. 

4 Includes  $117,603.55  for  plant  service  and  $178,191.48  for  wholesale  service. 

5 Includes  $667.06  for  commercial  metered  lighting  miscellaneous. 

'Involves  a duplication  on  account  of  sales  to  other  electrical  corporations  included  in  the  table  as  follows: 
New  York  Edison  Companv  to  United  Electric,  34,704,631  kw.  hours  for  $493,344.05;  United  Electric 
to  New  York  Edison,  182,682.5  kw.  hours  for  $10,754.57.  These  figures  are  those  reported  by  the  selling 
comoanies.  The  purchasing  company  in  each  case  reports  somewhat  different  figures. 

7 Commercial  metered  lighting  includes  commercial  metered  power. 
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TRIC  EXPENSES  DURING  1909.  A.  Revenues 


Long  Acre 
Electric 
Light  and 
Power 

New  York 
Edison 

New  York 
and  Queens 
Electric 
Light  and 
Power 

Queens  Bor- 
ough Gas 
and  Electric 
(electric 
dept.) 

Richmond 
Light  and 
Railroad 
(electric 
dept.) 

United 
Electric 
Light  and 
Power 

Total 

$565,755  71 
25,755  89 
281,344  74 
18,590  23 
127,835  17 

$187,290  70 
54,890  88 
16,457  45 
1,471  25 
196  41 
863  33 
202,214  98 
116,287  32 
858  23 

$24,885  82 
6,979  23 
1,654  35 
189  25 

$70,989  81 
91,866  92 
18,029  91 
2,793  49 

$39,639  83 
3,338  26 
64,438  50 
12,677  19 
990  39 
4 295,795  03 
3 1,252,432  18 
271,378  12 

$1,050,726  26 
667,510  54 
527,979  04 
98,391  80 
129,021  97 
335,059  89 
15,470,127  09 
4,527,780  91 
86,842  41 
563,826  06 
147,708  68 
17,457  37 

3 12,947  00 
136,348  69 
5,091  22 

$2,675  16 
1,004  77 

11,312,937  51 
3,439,955  52 
85,984  18 
552,436  13 
119,209  39 
16,005  18 

158,318  08 
16,431  08 

10,754  57 
3,647  59 

$3,679  93 

$16,545,859  65  |$580,530  55 

$208,457  81 

$338,067  04 

$1,955,091  66 

e $23, 622, 432  02 

$690  82 
2,613  60 
» 2,501  12 

$221  65 
11  25 
i2  397  74 

$5,447  71 
123  29 
33  8,045  71 

$453  50 
1,167  96 
14  2,274  74 

*$40,318  84 
8 16,919  59 
8 19,745  80 

$189  35 
21,862  40 
2,416  36 

$7,397  60 

$3,938  49 

$594  56 
14  75 

$1,093  08 
2,181  60 

$3,467  64 

1,526  64 

1,853  22 

$7,397  60 

$5,465  13 

$609  31 

$3,274  68 

$3,467  64 

$26,321  33 

$3,679  93 

$16,553,257  25 

$585,995  68 

J 

$209,067  12 

$341,341  72 

$1,958,559  30 

6 $23,648,753  35 

8 Deducted  from  gross  sales  to  obtain  foregoing  revenues  and  not  entering  into  totals. 

9 Includes  $4,840.71  for  municipal  street  lighting  arc  and  incandescent;  $179.82  for  lighting  municipal 
buildings;  $694.77  for  municipal  heat  and  power;  $.36  for  other  electrical  corporations;  $10.43  for  break- 
down service. 

10  Discounts  $800.40  for  municipal  heat  and  power. 

11  Includes  $2,299.16  for  municipal  street  lighting  (arc)  and  $201.96  for  municipal  street  lighting  (incan- 
descent) . 

12  Includes  $380.18  for  municipal  street  lighting  (arc)  and  $17.56  for  municipal  street  lighting  (incan- 
descent) . 

13  Includes  $446.64  for  municipal  street  lighting  (arc),  $4,937.72  for  municipal  street  lighting  (incan- 
descent), $2,532.16  for  lighting  municipal  buildings  and  $99.19  for  commercial  flat  rate  lighting. 

14  Includes  $418.28  for  municipal  street  lighting  (arc),  $1,837.11  for  wholesale  service  and  $19.35  for 
breakdown  service. 

15  Covers  operations  from  April  11  to  September  19. 

16  Municipal  street  lighting  (incandescent)  includes  municipal  street  lighting  (arc). 
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TABLE  XXXVI,  1909.  Electric  sales  and  electric 


Account  or  Group  of  Accounts 

Bowery  Bay 
Electric  Light 
and  Power 

Bronx  Gas 
and  Electric 
(electric 
dept.) 

Edison  Electric 
Illuminating 

Flatbush 

Gas 

(electric 

dept.) 

Production  Expenses 

Power  plant  labor 

Materials,  supplies  and  incidentals 

Repairs  of  power  plant  buildings 

Repairs  of  steam  power  equipment 

Repairs  of  electric  power  equipment 

Repairs  of  tools  and  misc.  station  equipt. 

Total  repairs  at  stations 

Electricity  (and  steam)  from  other  sources 

Total  production  expenses 

Transmission  Expenses 

$4,281  73 
7,747  16 

816  33 
102  38 

918  71 

$8,065  01 
23,587  19 
624  40 
2,398  29 
48  56 
832  36 
3,903  61 

$144,343  27 
311,107  59 
5,521  98 
23,454  22 
1,991  28 
1,758  01 
32,725  49 
950  24 

$17,191  88 
28,834  35 
417  68 
2,736  53 
798  54 
197  78 
4,150  53 

$12,947  60 

$35,555  81 

$489,126  59 

$50,176  76 

$5,585  21 
7,051  02 
63,125  66 
5,022  66 
16,633  43 

$386  94 

Total  transmission  expenses 

Storage  Expenses 

$386  94 

$97,417  98 

$5,102  89 

Distribution  Expenses 

Office  and  superintendence 

Setting  & removing  meters  & transformers 
Subway  rent 

$315  00 

$1,920  13 

$22,995  67 
67,530  59 
3,206  57 
74,392  99 
4,989  74 
36,551  67 

$3,103  53 
2,663  90 

Repairs  of  distribution  mains 

Repairs  of  services  and  transformers 

Meter  operation  and  repairs 

Total  distribution  expenses 

Utilization  Expenses 
Commercial  arc  operation 

526  69 

3,721  70 
6 41 
894  42 

9,916  83 
1,215  38 
950  91 

$841  69 

$6,542  66 

$209,667  23 

$17,850  55 

$543  27 
197  90 
1,540  00 
460  50 

$6,985  14 
4,010  89 
145,741  64 
58,999  82 
29,263  11 
10,385  30 

Commercial  arc  repairs 

Commercial  incandescent  operation 

Consumers’  installation  expenses 

Municipal  street  arc  and  incand.  oper. . . . 
Municipal  street  arc  and  incand.  repairs . . 

Total 

Commercial  Expenses 
Total 

$511  87 
3,430  62 
3,773  34 
547  01 

$8,711  75 
3,074  21 
4,615  89 
2,228  35 

$2,741  67 

$8,262  84 

$255,385  90 

$18,630  20 

$4  80 
16,922  70 

$4,376  53 
54,737  84 

$163,566  91 
1,220,267  50 

$4,956  63 
91,614  14 

Total  direct  operating  expenses 

Gen.  & Miscel.  Operating  Expenses 
Salaries  and  expenses  of  general  officers.  . 
Salaries  and  exp.  of  general  office  clerks.  . 

General  office  supplies  and  expenses 

General  law  expenses 

Insurance 

General  amortization 

Accidents  and  damages 

$750  00 
855  95 
81  52 
325  00 
172  98 

$3,624  96 
1,327  50 
2,466  78 
2,524  11 
1,712  70 
12,890  26 

$62,779  69 

64.052  94 
72,152  18 
13,260  45 

26.052  67 
430,260  74 

22,874  16 

58.053  89 
Cr.11,765  16 

$2,134  68 
1,594  56 
801  91 

3,742  85 
55,249  36 
4,033  89 
5,371  62 
Cr.143  00 

Miscellaneous 

Inventory  and  other  adjustments  — Cr . . 

Total  general  and  misc.  expenses. . . . 

Direct  operating  expenses  brought  down . . 

Total  operating  expenses 

183  68 

2,458  02 

$2,369  13 

$27,004  33 

$737,721  56 

$72,785  87 

$16,922  70 

$54,737  84 

$1,220,267  50 

$91,614  14 

75  $19,291  83 

$81,742  17 

$1,957,989  06 

$164,400  01 

15  Covers  operations  from  April  11  to  September  19. 

17  These  rents  were  paid  as  follows:  United  Electric  to  Consolidated  Telegraph  and  Electrical  Subway 
Company.  $296,745.01;  New  York  Edison  Company,  to  Empire  City  Subway  Company,  $223,093.84; 
Consolidated  Telegraph  and  Electrical  Subway  Company,  $788,159.88;  United  Electric,  $749.92;  W.  H. 
Thorn,  $25.00;  city  of  New  York,  $3,090. 

18  Rent  for  pole  attachments. 

19  Includes  repairs  of  distribution  tools,  $183.86. 
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expenses  during  1909.  B.  Operating  expenses 


Long  Acr< 
Electric 
Light  and 
Power 

New  York 
Edison 

New  York 
and  Queens 
Electric 
Light  and 
Power 

Queens  Bor- 
ough Gas 
and  Electric 
(electric 
dept.) 

! 

Richmond 
Light  and 
Railroad 

United 
Electric 
Light  and 
Power 

Total 

$1,590  59 
998  65 
1 09 
2,506  87 
339  37 
37  83 
2,885  16 

$492,471  35 
1,362,855  14 
30,951  86 
205,288  19 
10,131  55 
20,786  19 
267,157  79 
11,176  84 

$28,518  45 
67,983  31 
483  94 
2,766  90 
252  48 
208  65 
8,711  97 

$9,856  26 
33,651  58 
270  37 
5,155  67 
340  04 
227  09 
5,993  17 

$34,900  97 
92,472  86 
1,-747  43 
13,486  64 
1,913  76 
2,904  39 
20,052  22 

| 

$744,219  51 
1,929,237  83 
40,018  75 
258,609  64 
16,057  53 
26,952  30 
341,638  22 
534,473  33 

$139  57 

139  57 
522,346  25 

$8,474  40 

$2,133,661  12 

$100,213  73 

$49,501  01 

$147,426  05 

$522,485  82 

$3,549,568  89 

17 $2137873  99 
10,992  66 
157,059  64 
25,203  53 
41,972  81 

$148  54 
735  46 
10,578  69 
841  51 
833  68 

I?  $53,444  94 
2,922  43 
22,209  60 
14,532  55 
11,590  10 

$273,052  68 
22,108  46 
253,140  90 
45,669  13 
71,064  68 

$19  95 
167  31 
68  88 
34  66 

$449,102  63 

$13,137  88 

$290  80 

$104,699  62 

$665,035  85 

$689  61 

$22,292  36 

• 

$28,084  86 

$55,482  43 
$248,384  82 
17  801,154  65 
131,504  93 
57,188  01 
195,148  15 

$13,177  19 
2,054  71 
1*396  93 
9,711  13 
838  98 
3,074  90 

$1,180  61 
2,598  98 

$3,300  96 
2,425  50 

$14,807  01 
37,916  33 
17  243,300  07 
20,590  21 
I*  6,262  81 
22,393  24 

$116,282  53 
363,579  25 
1,048,467  65 
285,354  32 
83,968  06 
262,174  63 

$4  42 
409  43 

24  91 

4,824-69 
210  95 
1,681  61 

30,691  84 
12,729  09 
1,454  82 

$438  76 

$1,488,862  99 

$29,253  84 

$10,496  84 

$50,602  21 

$345,269  67 

$2,159,82644 


$454  34 
96  20 
101  31 
130  90 

$23,636  63 
20,811  43 
482,829  29 
150,417  11 
55,590  76 
38,808  23 

$2,202  50 
302  07 
3,817  60  i 
1,001  52 
19,087  04 
5,283  96 

$23  76 
13  25 
3,037  03 

$1,904  49 
972  47 
5,744  52 

$5,406  81 
6,437  34 
81,182  90 
15,343  39 
7,895  31  ■ 
2,716  41 

$41,156  94 
32,841  55 
733,217  91 
232,858  07 
150,877  44 
74,553  60 

1,886  52 
986  20 

28,765  47 
13,598  14 

$782  75 

$772,093  45 

$31,694  69 

$5,946  76 

$50,985  09 

$118,982  16 

$1,265,505  51 

$35  52 
10,421  04 

$713,553  66 
5,579,566  21 

$17,471  91 
191,772  05 

$4 , 5C3  11 
70,738  52 

$6,827  34 
255,840  69 

$66,019  52  | 
1,157,456  79 

$981,315  93 
8,649,337  48 

$2,445  48 
278  01 
902  18 
1,666  94 

2,356  06 

$83,468  16 
196,787  33 
127,205  62 
69,690  39 
91,328  80 
2,164,818  92 
33,796  23 
208.975  56 
Cr.2,688  70 

$13,789  97 
3,617  59 
6,571  81 
4,168  59  I 
9,600  00 
81,481  27 
176  00 
25,676  81 
Cr.2,555  44 

$5,514  00 
2,399  61 
723  35 
185  45 
3,359  91 
29,709  14 

$2,814  88 
2,936  62 
771  99 
1,475  40 
6,354  44 
5,927  96 
58  00 
11,577  27 
Cr.65,679  98 

$11,517  25 
15,828  20 
13,416  23 
19,936  83 
13,795  13 

$188,839  07 
289,678  31 
225,093  57 
113,233  16 
156,119  48 
2,782,693  71 
61,014  00 
371,600  90 
20Cr.  116,949  38 

75  72 
52,100  84 
Cr.34,062  51 

197  94 
Cr.54  59 

7,005  27 

$7,792  02 

$2,973,382  31 

$142,526  60 

$48,896  73 

Cr.  $33,763  42 

$92,607  69 

$4,071,322  82 

$10,421  04 

$5,579,566  21 

$191,772  05 

$70,738  52 

$255,840  69 

$1,157,456  79 

21$8, 649,337  48 

$18,213  06 

$8,552,948  52 

$334,298  65  : 

$119,635  25 

$222,077  27 

$1,250,064  48 

J 

21$12,720,660  30 

2°  “ Inventory  and  other  adjustments  ” credits  are  in  the  main  properly  applicable  to  the  reduction  of 
direct  expenses. 

^Involves  a duplication  to  the  extent  of  $532,978.43  on  account  of  electricity  purchased  from  other 
companies  included  in  this  table.  Tnis  figure  is  the  aggregate  reported  by  the  purchsing  companies.  The 
aggregate  reported  by  the  selling  companies  is  $597,098.62.  In  addition  there  were  purchases  of  $544.66 
from  the  Westchester  Lighting  Company  by  the  New  York  Edison  Company,  and  $950.24  by  the  Edison 
Electric  Illuminating  Company  from  the  Brooklyn  Heights  Railroad  Company. 
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TABLE  XXXVI,  1910.  ELECTRIC  SALES  AND  ELEC 


Account  or  Group  of  Accounts 

Bowery  Bay 
Electric  Light 
and  Power 

Bronx  Gas 
and  Electric 
(electric 
dept.) 

Edison  Electric 
Illuminating 

Flatbush 

Gas 

(electric 

dept.) 

Sales  of  Electric  Current 

$75,178  86 
9,902  52 

3 

3 956  40 

i 

2 $504,679  64 
2144,862  13 
259,509  53 

$82,331  71 
38  3/ 
9,498  02 
1,022  *9 

Commercial  flat  rate 

4 $26, 542  52 

233  00 
111,188  37 
7,467  10 

Commercial  metered,  lighting 

35,790  94 
4,961  65 

2,643,802  45 
857,776  08 

Commercial  metered,  power 

Railroad  corporations 

Other  electrical  corporations  . 

324  60 
31,982  20 

Breakdown  service 

Miscellaneous  sales  of  electric  current,.  . . 

994  02 

Total  sales 

$26,542  52 

$126,790  37 

$4,242,936  63 

$212,774  14 

Discounts  and  Abatements  6 
Commercial  njetered  lighting 

$519  01 

$21,724  70 
8,134  72 
7 6,365  00 

Commercial  metered  power 

$3,899 
»629  03 

Other  (specified)  

Miscellaneous  Electric  Revenues 
Rent  of  appUances  12 



12  $257  51 
3,331  94 

$44  50 
6,022  10 
649  59 

$49  15 
112 
14  VO 

Merchandise  and  jobbing  revenue 

Sale  of  bv-products 

Joint  rent  revenue 

Other  miscellaneous  revenue. . . 

288  33 

Total,  miscellaneous  revenue 



$3,589  45 

$7,004  52 

$176  79 
$212,950  93 

Total,  electric  revenue 

$26,542  52 

$130,379  82 

$4,249,941  15 

1 Municipal  street  lighting  (incandescent)  includes  municipal  street  lighting  (arc).  The  figure  given 
ncludes  $32,133.84  revenue  from  sale  of  current  to  New  York  City  for  bridge  lighting  through  medium 
iof  New  York  Edison  Company. 

2 Company  includes  in  these  three  items  current  at  $12,055.22  delivered  to  New  York  City,  but  claimed 
by  it  to  be  due  under  franchise. 

3 Municipal  heat  and  power  includes  lighting  of  municipal  buildings. 

4 Includes  $1,580.00  returned  as  Power;  the  remainder  was  for  lighting. 

5 Includes  $5,350.87  of  direct  current  and  $12,652.18  of  alternating  current. 

6 Deducted  from  gross  sales  to  obtain  foregoing  revenues,  and  not  entering  into  totals. 

7 Discounts:  Municipal  street  lighting  $5,663.22;  lighting  municipal  buildings,  $206,95;  breakdown 
service,  $494.33;  rent  of  appliances,  $.50. 

* Municipal  heat  and  power. 
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TRIC  EXPENSES  DURING  1910.  A.  Revenues 


Long  Acre 
Electric 
Light  and 
Power 

New  York 
Edison 

New  York 
and  Queens 
Electric 
Light  and 
Power 

Queens  Bor- 
ough Gas 
and  Electric 
(electric 
dept.) 

Richmond 
Light  and 
Railroad 

United 
Electric 
Light  and 
Power 

Total 

$606,909  59 
73,133  42 
310,581  55 
15,336  74 
162, 142  48 

$198,500  47 
73,295  76 
18,467  60 
1,566  90 

$21,051  64 
21,326  84 
1,751  45 
140  20 

$71,396  01 
109,347  69 
38,355  01 
4,759  66 

$45,738  71 
6,001  46 
52,237  98 
4,796  51 

$1,101,106  99 
797,725  70 
575,754  34 

88.088  23 
162,142  48 

28,602  75 
17,291,542  84 
5,105,947  44 

61.089  32 
638,637  18 
166,826  98 

3,997  15 

662  82 
242,455  78 
144,952  04 
1,155  39 

1,163  81 
130,634  24 
6 18,003  05 

$3,416  09 
1,476  96 

12,279,632  27 
3,734,678  14 
59,933  93 
627,776  59 
130,351  78 
3,003  13 

177,240  39 
25,073  48 

1,667,382  31 
311,558  88 

10,535  99 
4,493  00 

$4,893  05 

$18,003,479  62 

$681,056  76 

$246,584  00 

$373,659  47 

$2,102,744  84 

i3$26, 02 1,461  40 

$302  49 
2,351  14 
9 2, 665  09 

$130  14 
27  90 
ioi,054  75 

$5,816  25 
259  95 

$5,585  94 

6 $34, 078  53 
• 14,673  63 
6 11,059  02 

11345  15 

$77  50 
4,605  69 

$428  66 
69,456  02 
2,214  66 
1,429  99 
1,774  59 

$46,196  16 

$866  53 
187  37 

$1,823  38 
1,363  00 

$6,497  28 

1,429  99 

1,486  26 

$47,626  15 

$6,169  45 

$1,053  90 

$3,186  38 

$6,497  28 

$75,303  92 

$4,893  05 

$18,051,105  77 

$687,226  21 

$247,637  90 

$376,845  85 

$2,109,242  12 

l3$26, 096, 765  32 

9 Discounts:  Municipal  street  lighting,  arc,  $1,835.22;  incandescent  $829.87. 

10  Discounts:  Municipal  street  lighting,  arc  and  incandescent,  $767.58  and  $285.67,  respectively;  munici- 
pal heat  and  power,  $1.50. 

11  Discounts:  Municipal  street  lighting,  $244.17;  other  electrical  corporations,  $100.98. 

12  The  item  for  the  Bronx  Gas  and  Electric  is  for  rent  of  meters. 

13  Involves  a duplication  on  account  of  sales  to  other  electrical  corporations  included  in  the  table  as  follows: 
New  York  Edison  to  United  Electric,  36,877,079  kw.  hours  for  $534,822.06,  to  Edison  Electric  Illuminating, 
2,985  kw.  hours,  for  $52.24;  United  Electric  to  New  York  Edison,  195,628.8  kw.  hours  for  $10,535.99; 
total,  37,075,693  kw.  hours  for  $545,410.29.  These  figures  are  those  reported  by  the  selling  companies. 
The  purchasing  companies  report  different  figures. 
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TABLE  XXXVI,  1910,  Electric  sales  and  electric 


Account  or  Group  of  Accounts 

Bowery  Bay 
Electric  Light 
and  Power 

Bronx  Gas  j 
and  Electric 
(electric 
dept.) 

Edison  Electric 
Illuminating 

Flatbush 

Gas 

(electric 

dept.) 

Production  Expenses 

Power  plant  labor 

Materials,  supplies  and  incidentals 

Repairs  of  power  plant  buildings 

Repairs  of  steam  power  equipment 

Repairs  of  electric  power  equipment 

Repairs  of  tools  ana  misc.  station  equipt . . 

Total  repairs  at  stations 

Eleo tricity  (and  steam)  from  other  sources. 

Total  production  expenses 

Transmission  Expenses 

$4,894  32 
6,460  53 
6 90 
540  98 
20  16 
34  27 
602  81 

$8,645  98 
22,555  37 
3,812  32 
1,953  04 
234  96 
900  36 
6,900  68 

$157,625  29 
324,367  25 
8,051  11 
44,187  84 
3,298  65 
1,401  20 
66,938  80 
1,743  55 

$20,766  18 
33,800  83 
635  29 
3,909  53 
409  43 
332  71 
6,286  96 

$11,957  16 

$38,102  03 

$540,674  89 

$59,853  97 

$5,181  36 
8,079  29 
67,679  38 
6,610  12 
13,825  00 

$361  37 

I 

1 



Total  transmission  expenses 

Storage  Expenses 
Total 

$361  37 

$101,375  15 

$5,838  99 

Distribution  Expenses 

Office  and  superintendence 

Setting  & removing  meters  & transformers 
Subway  rent  

$332  50 

$2,483  46 

$26,234  37 
98,482  09 
3,421  00 
78,855  39 
9,539  03 
49,642  52 

$4,755  08 
7,264  65 

Repairs  of  distribution  mains 

Repairs  of  services  and  transformers 

Meter  operation  and  repairs 

Total  distribution  expenses 

Utilization  Expenses 
Commercial  arc  operation 

207  85 

3,445  70 
47  36 
1,289  57 

12,858  83 
1,813  64 
1,272  71 

$540  35 

$7,266  09 

$266,174  40 

$27,964  91 

$422  16 
53  40 
1,589  70 
730  78 

$6,195  99 
3,884  38 
132,560  63 
64,819  11 
31,844  70 
12,118  87 

Commercial  arc  repairs 

Commercial  incandescent  operation 

Consumers’  installation  expenses 

Municipal  street  arc  and  incand.  oper 

Municipal  B.reet  arc  and  incand.  repairs.  . 

Total 

Commercial  Expenses 
Total  

$461  33 
953  20 
2,466  17 
4,062  12 

$10,907  21 
3,656  20 
2,929  06 
1,712  29 

$2,796  04 

$7,942  82 

$251,423  68 

$19,204  76 

$4  00 

$5,066  12 

$184,811  13 

$5,987  96 

Total  direct  operating  expenses  5 . . . . 

General  and  Miscellaneous 
Operating  Expenses 
Salaries  and  expenses  of  general  officers.  . 
Salaries  and  exp.  of  general  office  clerks . . 
General  office  supplies  and  expenses  ...... 

General  law  expenses 

Insurance 

General  amortization  . 

$15,658  9 2 

$58,377  06 

$1,350,298  24 

$113,011  60 

$750  00 
839  82 
29  36 
337  75 
157  36 

$3,624  96 
1,650  00 
3,464  77 
270  73 
1,208  10 
1,880  13 

$69,497  80 
79,074  84 
41,808  81 
24,000  CO 
32,030  51 
539,346  48 
29,483  35 
94,533  03 
Cr 15,854  99 

$2,243  87 
1,944  52 
844  21 
1,070  51 
13,040  40 
61,764  71 
274  53 
6,042  70 
Cr  206  80 

Accidents  and  damages  

Miscellaneous 

Inventory  and  other  adjustments  — Cr.6. 

Total  general  and  misc.  expenses .... 

Direct  operating  expenses  brought  down 

Total  operating  expenses 

176  45 

14,623  85 
Dr.  476  00 

$2,290  74 

$27,198  54 

$893,919  83 

$87,018  65 

$15,658  92 

$58,377  06 

$1,350,298  24 

$113,011  60 

$17,949  66 

$85,575  60 

$2,  44,218  07 
0 

$200,030  25 

Note. — For  details  see  the  abstracts  of  the  reports  of  individual  companies. 

The  exnenses  of  the  city’s  operating  electrical  subway  companies  — Consolidated  Telegraph 
and  Electrical  and  Empire  City,  both  operating  in  Manhattan  — pertain  mainly  to  the 
supply  of  electric  light  and  power.  But  to  include  them  in  this  table  would  involve  a 
duplication,  since  they  are  fully  covered  by  the  operating  rents  of  companies  using  the 
subways.  The  expenses  in  question  may  be  learned  by  reference  to  the  abstracts  of  the 
companies’  reports. 

iOf  which  $1,262.74  is  for  gas  power  equipment. 

2 For  steam. 

* Includes  a duplication  to  the  extent  of  $545,869.21  on  account  of  electricity  purchased  from  other  com- 
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expenses  during  1910  B.  Operating  expenses 


Long  Acre 

Electric  New  York 
Light  and  Edison 

Power 


New  York 
and  Queens 
Electric 
Light  and 
Power 


Queens  Bor- 
ough Gas 
and  Electric 
(electric 
dept.) 


Richmond 
Light  and 
Railroad 


United 
Electric 
Light  and 
Power 


Total 


$1,218  95 
1,898  44 
51  00 
0,293  40 
157  46 
100  40 
1,602  26 
21,350  00 


$468,300  80 
1,395,820  78 
22,930  94 
231,084  78 
1,676  25 
23,933  12 
279,625  09 
11,511  84 


$31,021  54 
80,591  91 
2,736  08 
5,833  27 
131  57 
559  63 
9,260  55 


$9,883  16 
39,241  97 
1,010  27 
8,498  23 
275  87 
115  20 
9,899  57 


$34,623  45 
96,690  92 
4,210  31 
21,442  87 
1,844  02 
4,348  82 
81,846  02 


$141  30 
141  30 
534,425  43 


$739,979  67 
2,001,428  00 
43,444  22 
318,743  94 
8,048  37 
31,867  0] 
402,103  54 
549,030  82 


$3,069  65 


$2,155,258  51 


$120,874  00 


$59,024  70 


$163,160  39 


$534,566  73 


s $3, 692,542  03 


5 $262, 190  64 
18,854  95 
198,613  72 
29,200  77 
47,531  00 


$149  56 
• 1,903  23 
11,352  53 

1.027  61 

3.027  78 


$16  03 
277  24 
33  49 
48  29 


$54,732  57 
2,353  10 
20,064  57 
8,121  44 
4,448  17 


$322,254  13 
31,597  97 
297,987  44 
44,993  43 
68,880  24 


$556,391  08  $17,460  71 


$405  05 


$89,719  85 


$765,713  21 


$75  84 


$21,346  02 


$27,260  85 


$2  53 
404  13 


19  43 


$92,314  67 
383,815  73 
5 833,881  38 
145,204  87 
79,815  17 
176,317  82 


$23,014  11 
2,429  65 
350  23 
15,566  48 
1,461  80 
3,594  52 


$1,882  10 
3,369  53 


7,112  27 
1,344  83 
1,258  29 


$2,692  85 
2,566  50 


20,137  67 
1,684  81 
1,883  32 


$14,384  44 
55,370  31 
4 251 , 152  52 
20,456  55 
4,150  25 
14,857  89 


$168,093  58 
553,300  99 
1,089,209  26 
303,637  76 
100,064  74 
250,136  07 


$426  C9 


$1,711,349  64 


$46,416  79 


$14,967  02 


$28,965  15 


$360,371  96 


$2  464,442  40 


$245  30 
37  26 
177  85 
183  31 


$19,034  03  $1,695  76 

19,117  98  405  49 

521,542  69  5,299  20 

154,408  14  610  63 

65,444  42  20,965  84 

39,402  70  9,936  38 


$49  73 
10  07 
2,077  72 
95  07 
2,333  57 
2,187  31 


$2,058  08 
2,641  44 
4,989  48 


27,449  29 
6,327  99 


$3,885  52 
2,827  51 
97,702  99 
17,922  95 
7,775  84 
3,358  88 


$33,586  57 
29,438  86 
777,800  67 
244,892  36 
162,804  84 
75,044  42 


$643  72 


$818,949  96 


$38,913  30 


$6,753  47 


$43,466  28 


$133,473  69 


$1,323,567  72 


$2  83 
$10,218  13 


$791,984  72  $21,773  25 

$6,055,279  93  $245,438  05 


$4,957  52  $5,406  95 

$86,107  76  $240,998  77 


$79,041  96 
$1,197,174  19 


$1,099,036  44 
63$9, 372, 562  65 


$2,336  61 
409  31 
1,198  12 
1,738  85 
125  00 
2,713  09 

124  64 
Cr.226  25 


$99,598  98 
224,203  02 
143,772  68 
91,094  87 
91,983  83 
2,381,483  22 
38,965  86 
287,372  05 
Cr.  2,600  25 


$14,642  99 
4,768  40 
5,567  41 
3,085  32 
8,333  41 
78,792  73 
597  48 
36,434  52 
Cr  3,269  90 


$5,568  80 
3,626  90 
914  36 
7,392  65 
4,346  79 
32,731  96 
660  00 
16,164  81 
Dr.  251  76 


$2,204  38 
3,075  35 
888  33 
1,031  00 
7,852  50 

’ *2 ’462 ’41 
14,507  21 
Cr57 ,842  49 


$12,256  05 
17,050  96 
14,288  81 
19,701  67 
12,946  76 

805 ‘58 

27,855  96 
Cr  24,522  05 


$212,724  44 
336,643  12 
212,776  86 
149,703  35 
172,024  66 
3,098,712  32 
73,189  21 
497,835  22 
6 Cr  103,794  97 


$3,355,874  26  $148,932  36 


$71,658  03 


Cr$25,881  31 


$80,383  74 


$4,649,814  21 


$6,055,279  93  $245,438  05 


$86,107  76  $240,998  77 


$1,197,174  19 


3 $9,372,582  65 


$9,411,154  19  $394,370  41 


$157,765  79  |$215,117  46 


$1,277,557  93 


3 $14  022,376  86 


panies  included  in  this  table.  Tnis  figure  is  the  aggregate  reported  by  the  purchasing  companies.  The 
aggregate  reported  by  the  selling  companies  is  $515,410.29.  In  addition  there  were  purchases  of  $347.80 
from  the  Westchester  Lighting  Company  by  the  New  York  Edison  Company  and  from  the  Brooklyn  Rapid 
Transit  Comp  any  of  $1,463.81  by  the  Edison  Electric  Illuminating  Company. 

4 Paid  to  the  Consolidated  Telegraph  and  Electrical  Subway  Company,  an  associated  or  system  corpora- 
tion. 

5 These  subway  rents  are  paid  as  follows:  To  the  Consolidated  Tel.  and  Electrical  Subway  Company,  an 
associated  or  system  corporation,  $865,831.78;  to  the  United  Electric,  an  associated  or  system  corporation, 
$580.29;  to  the  Empire  City  Subway,  $226,665.57 ; to  the  City  of  New  York,  $2,969.38;  to  W.  H.  Thorn,  $25.00. 

6 “ Inventory  and  other  adjustments  ” credits  are  in  the  main  properly  applicable  to  the  reduction  of 
direct  expenses. 
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Operating  Lighting  Companies 


Gas  Companies 
Consolidated  system 

Consolidated  Gas 

Astoria  Light,  Heat  & Power. 

Central  Union  Gas 

New  Amsterdam  Gas 

New  York  Mutual  Gas  Light 

Northern  Union  Gas 

Standard  Gas  Light 

Total 

Brooklyn  Union  system 

Brooklyn  Union  Gas 

Jamaica  Gas  Light 

Newtown  Gas 

Richmond  Hill  & Q.  C.  Gas . 
Woodhaven  Gas  Light 

Total 


Other  Companies 

Brooklyn  Borough  Gas 

Kings  County  Lighting 

New  York  & Queens  Gas 

New  York  & Richmond  Gas. . . . 

Total 

Gas-Electric  Companies 

Bronx  Gas  & Electric 

Gas.  

Electric 

Flatbush  Gas 

Gas 

Electric 

Queens  Borough  Gas  & Electric. 

Gas : 

Electric 

Total 

Electric  Companies 
Long  Acre  Electric  Lt.  & Pr. . . . 

New  York  Edison 

United  Electric  Light  & Power. . 
Edison  Electric  Illuminating. . . . 
Bowery  Bay  Electric  Lt.  & Pr . . 
N.  Y.  & Queens  Elec.  Lt.  & Pr. . 
Richmond  Light  & R.  Ii 

Total 


Subway  Companies 
Consolidated  Tel.  & El.  subway 
Empire  City  subway 

Total 

Grand  total,  all  companies 


Operating 

revenues 

(gross) 

Operating 

expenses 

(gross) 

Taxes 

Uncol- 

lectible 

bills 

. $12,680,801  69 
3,270,270  63 
1,626,670  76 
2,550,989  21 
1,519,201  02 
633,928  81 
1,666,623  51 

$8,267,135  15 
22,046,330  88 
885,927  32 
1,345,399  26 
1,055,136  60 
359, 146  43 
874,128  82 

$666,114  90 
84,412  30 
70,571  16 
198,132  40 
106,584  15 
42,341  02 
102,606  39 

$103,229  79 

9,331  16 
14,154  97 
14,099  90 
Cr.  1,055  31 
5,008  61 

. $23,948,485  63 

$14,833,204  46 

$1,270,762  32 

$144,769  12 

3 $8,383,346  88 
97,210  91 
433,531  20 
92,054  52 
112,865  22 

$5,669,457  22 
90,468  05 
396,433  43 
87,231  70 
105,096  22 

$446,731  49 
4,529  48 
12,739  67 
3,129  29 
3,212  56 

$33,698  88 
293  57 
5,138  67 
181  85 
343  07 

$9,119,008  73 

$3,348,686  62 

$470,342  49 

$39,656  04 

$195,067  32 
581,275  44 
164,575  77 
277,026  35 

$103,997  37 
276,556  30 
100,228  19 
147,116  39 

$9,671  20 
34,792  94 
4,692  51 
8,055  00 

$1,422  72 
2,748  75 
479  20 
1,609  14 

$1,217,944  88 

$627,898  25 

$57,211  65 

$6,259  81 

$230,21#  36 
114,099  24 
116,149  12 
547,031  46 
366,628  01 
180,403  45 
392,735  05 
183,667  93 
209,067  12 

$ 152,619  35 
70,877  18 
81,742  17 
546,927  33 
382,527  32 
164,400  01 
229,130  60 
109,495  35 
119,635  25 

$8,722  11 
4,361  06 
4,361  05 
17,075  79 
10,711  54 
6,364  25 
12,070  10 
4,436  10 
7,634  00 

$867  57 
650  25 
217  32 
4,090  25 
3,616  88 
473  37 
150  02 
84  64 
65  38 

$1,170,014  87 

$928,677  28 

$37,868  00 

$5,107  84 

$3,679  93 
16,553,257  25 
1,958,559  30 
3,674,845  25 
5 25 , 454  53 
585,995  68 
341,341  72 

$18,213  06 
8,552,948  52 
1,250,064  48 
1,957,989  06 
5 19,291  83 
334,298  65 
222,077  27 

$1,678  04 
1,115,543  06 

76.000  00 
272,256  63 

129  13 
14,669  43 

10.000  00 

$26  41 
142,063  26 
12,036  46 
24,000  00 

1,674  31 

$23,143,133  66 

$12,354,882  87 

$1,490,276  29 

$179,800  44 

$1,112,329  18 
1,172,801  85 

$143,826  93 
318,885  83 

$95,425  19 
157, 168  92 

$1,531  09 

$2,285,131  03 

$462,712  76 

$252,594  11 

$1,531  09 

$60,883,718  80  $35,556,062  24 

$3,579,054  86 

$377,124  34 

Note.  . — As  regards  the  character  of  the  operating  revenues  and  expenses  here  tabulated  sec  general 
note  to  the  1910  table,  page  368  . For  an  explanation  of  the  treatment  of  the  “ Renewal  and  Contin- 
gency ” appropriations  of  companies  of  the  Consolidated  system,  see  note  1 to  the  1910  table. 

1 Non-operating  income  except  $8,911.49  income  from  street  railway  operations,  Richmond  Light  & 
Railroad  Company. 

2 The  report  shows  a charge  to  operating  expenses  of  $73,913.31  for  rent  of  60-inch  main  from  the 
New  Amsterdam  Gas  Company  which  has  been  transferred  to  other  rent  deductions. 
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SURPLUS)  STATEMENTS,  1909 


DEDUCTIONS  FROM  GROSS  INCOME 


Income  from 
gas  or 
electric 
operations 


Other  income1 


Gross  income 
applicable  to 
corporate 
and  leased 
properties 


Interest 
accrued  on 
funded  debt 


Rent  for 


Other 

interest 

deductions 


lease  of 
gas  or 
electric 
plant 


$3,644,321  85 
2 1,139,527  45 
660,841  12 
993,302  58 
343,380  37 
233,496  67 
684,879  69 


$5,147,520  57 
2,114  59 
8,867  50 
137,953  63 
53,709  26 
1,401  88 
37,848  89 


$8,791,842  42 
2 1,141,642  04 
669,708  62 
1,131,256  21 
397,089  63 
234,898  55 
722,728  58 


$66,498  00 
18,750  00 
177,750  00 
961,250  00 


69,403  34 
59,750  00 


$695,089  96 
606,051  80 
30,173  80 
140,610  96 
30,889  25 
22,227  05 
44,042  80 


$7,699,749  73 


$5,389,416  32 


$13,089,166  05 


$1,353,401  34 


$1,569,085  62 


a $2,233,459  29 
1,919  81 
19,219  43 
1,511  68 
4,213  37 


$129,296  53 
2,128  12 
1,018  35 
53  96 
59  22 


3 $2,362,755  82 
4,047  93 
20,237  78 
1,565  64 
4,272  59 


$772,545  53 


$75,886  81 
7,017  75 
20,149  87 
1,883  32 
5,330  62 


$2,260,323  58 


$132,556  18 


$2,392,879  76 


$772,545  53 


$110,268  37 


$79,976  03 
267,177  45 
59,175  87 
120,245  82 


$512  82 
7,430  84 
370  13 
2,205  27 


$80,488  85 
274,608  29 
59,546  00 
122,451  09 


$33,716  46 
131,816  67 
41,266  23 
73,150  02 


$14,698  22 
2,378  38 
660  00 
770  04 


$526,575  17 


$10,519  06 


$537,094  23 


$279,949  38 


$18,506  64 


8 68,039 
38,210 
29,828 
D 21 , 061 
D 30,227 
9, 165 
151,384 
69,651 
81,732 


33 

75 

58 

91 

73 

82 

33 

84 

49 


$656  08 

$68,695  41 

880  53 

D 20, 181  38 

2,379  92 

153,764  25 

$26,806  CO 

$4,264  58 

10,850  00 

41,916  55 

100,874  95 

2,905  00 

$198,361  75 


$3,916  53 


$202,278  28 


$138,530  95 


$49,086  13 


D $16,237  58 
6,742,702  41 
620,458  36 
1,420,599  56 
6,033  57 
235,353  29 
109,264  45 


4 $1,003,806  94 
25,483  15 
12,077  14 


333  90 
1 12,111  49 


D $16,237  58 
7,746,509  35 
645,941  51 
1,432,676  70 
6,033  57 
235,687  19 
121,375  94 


$20,000  02 
<1,990,928  37 
241,900  00 
171,000  00 


116,925  83 

88,000  00 


$5,847  61 
924,322  17 
163,523  72 
11,194  29 


16,323  92 
29,658  00 


$47,656  00 


6 797,986  93 

11,000  00 


$9, 118,174  06 


$1,053,812  62 


$10,171,986  68 


$2,628,754 


22 


$1,150,869  71 


$856,642  93 


$871,545  97 
696,747  10 


$10,548  13 
6,880  05 


$882,094  10 
703,627  15 


$702,603  93 
413,580  00 


$39,435  38 
10,572  47 


$1,568,293  07 


$17,428  18 


$1,585,721  25 


$1,116,183  93 


$50,007  85 


$21,371,477  36 


1 $6,607,648  89 


$27,979,126  25 


$6,289,365  35 


$2,947,824  32 


$856,642  93 


3 There  has  been  excluded  from  operating  revenue  and  transferred  to  additions  to  surplus,  an  item  of 
$126,802.11,  “ Gas  sales  adjustment,  for  estimated  quantity  of  gas  sold  but  not  billed  for,  from  average  in- 
dex date,  viz,  December  11,  1909,  to  December  31,  1909,  in  excess  of  corresponding  item  of  previous  year.” 

4 Excludes  $222.70  interest  on  funded  debt  of  underlying  companies  held  as  investment. 

5 Covers  operations  from  April  11th  to  September  19th. 

6 Net  earnings  of  respondent  transferred  to  the  Kings  County  Electric  Light  and  Power  Company 

under  lease  agreement. 
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deductions  from  gross  income  — (Concluded) 


Operating  Lighting  Companies 

Other 

rent 

Other 

contractual 

deductions 

Amortiza- 
tion of 
debt 

discount,  etc. 

• 

Total 

deductions 

Gas  Companies 
Consolidated  system 

$761,587  96 
698,715  11 
212,413  24 
1,101,860  96 
30,889  25 
91,630  39 
103,792  80 

2 $73,913  31 
4,489  44 

$78,402  75 

$3,000,889  71 

Brooklyn  Union  system 

SI, 126  41 
615  00 

$849,558  75 
7,632  75 
20,149  87 
1,883  32 
5,330  62 

Richmond  Hill  & Q.  C.  Gas  . . 

Woodhaven  Gas  Light 

Total 

$1,741  41 

$884,555  31 

Other  Companies 
Brooklyn  Borough  Gas . . . 

$1,335  06 

$49,749  74 
137,445  05 
41,926  23 
73,920  06 

Kings  County  Lighting  

$3,250  00 

New  York  & Queens  Gas 

New  York  & Richmond  Gas 

Total 

$3,250  00 

$1,335  06 

$303,041  08 

Gas-Elect  ic  Companies 
Bronx  Gas  & Electric 

$31,070  58 
• 52,766  55 

104,180  46 

Flatbush  Gas 

Queens  Borough  Gas  & Electric 

$400  51 

Total 

$400  51 

$188,017  59 

Electric  Companies 
Long  Acre  Electric  Light  & Power.  . . . 
New  York  Edison 

$2,400  CO 

$7,500  00 

73  $63,795  32 

$35,747  63 
3,026,701  86 
415,080  22 
1,432,676  70 
11,000  00 

137.659  43 

122.659  88 

United  Electric  Light  & Power 

9,656  50 

Edison  Electric  Illuminating 

435,560  00 

16,935  48 

Bowery  Bay  Electric  Light  & Power . . . 

New  York  & Queens  Elec.  Lt.  & Pr.  . . 

4,409  68 

Richmond  Light  & R.  R 

5,001  88 

Total 

$17,058  38 

$443,060  00 

$85,140  48 

$5,181,525  72 

Subway  Companies 
Consolidated  Tel.  & El.  subway 

$742,039  31 
424,152  47 

Empire  City  subway 

17 

Total 

$1,166,191  78 

Grand  total,  all  companies 

$100,853  05 

$443,060  00 

$86,475  54 

$10,724,221  19 

D-Deficit. 

2 The  report  shows  a charge  to  operating  expenses  of  $73,913.31  for  rent  of  60-inch  main  from  the 
New  Amsterdam  Gas  Company  which  has  been  transferred  to  other  rent  deductions. 

3 There  has  been  excluded  from  operating  revenue  and  transferred  to  additions  to  surplus  an  item  of 
$126,802.11,  “Gas  sales  adjustment,  for  estimated  quantity  of  gas  sold  but  not  billed  for,  from  average 
index  date,  viz,  December  11,  1909,  to  December  31,  1909,  in  excess  of  corresponding  item  of  previous 
year.” 

6 Net  earnings  of  respondent  transferred  to  the  Kings  County  Electric  Light  and  Power  Company 
under  lease  agreement. 

7 Consists  of  uncollectible  bills  recovered  through  repayments,  80  cent  gas  account,  $128,470.27, 
expenses  in  connection  with  gas  rate  appeal  litigation  charged  other  companies  $89,216.75,  difference 
between  $1  and  80  cent  rate  on  uncollectible  bills  of  former  years  $152,929.87;  other  credits,  $34,950.37; 
less  various  charges  to  surplus,  $30,230.81. 

8 Uncollectible  bills  applicable  to  former  years,  $11,406.68;  adjustment  of  materials  and  supplies  in- 
ventory, $7,340.36;  other  adjustments,  $1,675.51. 

8 Consists  of  bad  debts  collected,  $26,116.33;  difference  between  $1  and  80  cent  rate  on  uncollectible 
and  doubtful  accounts  of  previous  years,  $55,401.15;  adjustment  of  old  stock  accounts,  $10,008.00;  other 
credits,  $6,050.88;  less  arrears  of  water  rates,  $501.45. 
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surplus)  statements,  1909  — Concluded 


Net 

corporate 
ir  come 


CORPORATE  SURPLUS  OR  DEFICIT  ACCOUNT 


Balance  at 
beginning 
of  1909 


Dividends 


Contingency 

reserves 


Net 

adjustments 


Balance  at 
end  of  1909 


$8,030,254  46 
442,926  93 
457,295  38 
29,395  25 
366,200  38 
143,268  16 
618,935  78 


$3,045,174  86 
403,933  35 
1,387,149  33 
D2, 689, 411  81 
735,295  41 
125,534  95 
440,728  05 


$3,987,565  00 


206,196  00 
’257, 742  00 


Dr  $1,529,883  70 
Dr  212,414  10 
Dr  178,442  47 
Dr  302,377  88 

"Dr  77,325  i6 
Dr  204,450  47 


7 Cr  $375,336  45 
Cr  6,852  10 
8 Cr 20,422  55 
Cr  5 , 692  34 
» Cr  97,074  91 
Dr  2, 661  84 
Cr  3 , 807  60 


$5,933,317  07 
641,298  28 
1,686,424  79 
D 2,956,702  10 
992,374  70 
188,816  11 
601,278  96 


$10,088,276  34 


$3,448,404  14 


$4,451,503  00  Dr  $2,504,893  78 


Cr  $506,524  11 


$7,086,807  81 


*$1,513,197  07 
D 3,584  82 
87  91 
D 317  68 
' D 1,058  03 


$3,520,104  95 
129,258  47 
659,928  53 
108,293  25 
122,696  70 


$1,004,430  00 


10  Cr  $938, 588  82 
Dr  280  32 
Cr 1,694  26 
Dr  96  36 
Cr  431  55 


$4,967,460  84 
125,393  33 
661,710  70 
107,879  21 
122,070  22 


$1,508,324  45 


$4,540,281  90 


$1,004,430  00 


Cr $940, 337  95 


$5,984,514  30 


$30,739  11 
137,163  24 
17,619  77 
48,531  03 


$73,796  93 
518,754  82 
14,002  25 
47,390  31 


120,000  00 

* 36 666  * 66 


Dr  $3  ,419  81 

Ur  3 , 5t>6  Oo 
Dr  999  33 
Dr  285  55 


$101,116  23 
532,362  01 
30,622  69 
65,635  79 


$234,053  15 


$653,944  31 


$150,000  00 


Dr  $8,260  74 


$729,736  72 


$37,624  83 
D 72,947  93 
49,583  79 


$42,792  97 
378,629  33 
D 4,617  52 


$24,325  00 


$14,260  69 


$416,804  78 


$24,325  00 


11  Cr  $12,940  70 
Dr  405  79 
12  Dr  19,392  12 


$69,033  50 
305,275  61 
25,574  15 


Dr  $6,857  21 


$399,883  26 


D $51,985  21 
4,719,807  49 
230,861  29 
6 

D 4,966  43 
98,027  76 
D 1,283  94 


D $75,275  27 
14,835,546  59 
D 830, 150  89 

* D i,605  i(3 
183,943  55 
D 116,076  78 


$2,703,060  00 


83,332  83 


Dr  $236,447  90 


Dr  $2,933  16 
14  Cr  78, 159  39 
is  Cr  9, 497  27 


Cr  315  60 
I®  Dr  7,378  42 


D$130, 193  64 
16,930,453  47 
D 826,240  23 

D 6, 57i  59 
198,954  08 
D 124,739  14 


$4,990,460  96 


$13,996,382  04 


$2,786,392  83 


Dr  $236,447  90 


Cr  $77,660  68 


$16,041,662  95 


$140,054  79 
279,474  68 


$64,373  58 
1,313  53 


$263,580  00 


Dr  $17,000  00 


$204,428  37 
208  21 


$419,529  47 


$65,687  11 


$263,580  00 


Dr  $17,000  00 


$204,636  58 


$17,254,905  06 


$23,121,504  28 


$8,680,230  83 


Dr $2, 758, 341  68 


Cr  $1,509,404  79  $30,447,241  62 


10  Consists  of  gas  sales  adjustment  account  (transferred  from  operating  revenue,  $126,802.11;  credits 
from  Standard  Oil  Company  for  adjustment  in  price  of  oil  billed  from  March  11,  1908,  to  December  31, 
1908,  $448,674.91,  less  adjustment  for  oil  on  hand  December  31,  1908,  $35,799.35,  net  $412,875.56;  cash 
leceived  from  Standard  Oil  Company  in  consequence  of  that  company’s  delivering  low  grade  of  oil  in  1904, 
$289,281.46;  profit  on  bonds  sold,  $29,506.75;  value  of  materials  recovered  from  property  withdrawn  from 
service,  such  materials  having  been  charged  to  expenses,  $33,022.20;  reduction  in  gross  earnings  tax,  from 
1899  to  1906,  less  legal  expenses  and  interest,  $55,847.83;  other  credits,  $24,673.72;  less  debits  $33,420.81. 

11  Consists  of  interest  received  from  the  City  of  New  York  on  unpaid  lighting  bills,  $9,328.91;  adjust- 
ments 01  inventories,  etc.,  $4,597.15;  less  adjustment  in  coal  and  line  stock  inventories,  $985.36. 

12  Consists  of  charges  to  surplus  for  loss  in  connection  with  fixed  capital  retired  from  service,  $18,3  68.80; 
accounts  chargeable  to  1908,  $993.50;  bad  debts,  $372.23;  expenses  elsewhere  unprovided  for,  $704.50; 
less  credits  to  surplus  of  'guarantees,  bad  debts  collected,  etc.,  $1,046.91. 

13  Includes  amortization  of  premium  on  debt  credit  $5,661. 

14  Consists  of  credits,  account  of  reduction  in  taxes  of  prior  years,  $88,362.03;  adjustment  of  account 
with  City  of  New  York,  $444.12;  less  bad  debts,  etc.  $10,646.76. 

15  Adjustment  of  materials  and  supplies,  etc.,  $10,427.23;  less  debits,  $929.96^ 

lfi  Includes  a charge  to  surplus  for  bad  debts  written  off,  $6,255.86, 

17  See  footnote  23,  page  377. 
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TABLE  XXXVII,  1910.  INCOME  (AND 


Operating  Lighting  Companies 


Operating 
revenues  (gross) 


Operating 
expenses  (gross) *  1 2 


Taxes 


Uncollectible 

bills 


Gas  Companies 
Consolidated  system 

Consolidated  Gas 

Astoria  Light,  Heat  and  Power. 

Central  Union  Gas 

New  Amsterdam  Gas 

New  York  Mutual  Gas  Light. . 

Northern  Union  Gas 

Standard  Gas  Light 


Total . 


Brooklyn  Union  system 

Brooklyn  Union  Gas 

Jamaica  Gas  light 

Newtown  Gas 

Richmond  Hill  & Q.  C.  Gas.  . 
Woodhaven  Gas  Light 


Total. 


Other  Comvanies 

Brooklyn  Borough  Gas 

Kings  County  Lighting 

New  York  and  Queens  Gas.  . . 
New  York  and  Richmond  Gas. 


Total . 


Gas-Electric  Companies 

Bronx  Gas  and  Electric 

Gas 

Electric 

Flatbush  Gas 

Gas 

Electric 

Queens  Borough  Gas  and  Electric . 

Gas 

Electric 


Total . 


Electric  Companies 
Long  Acre  Elect.  Lt.  and  Power. 

New  York  Edison 

United  Electric  Light  and  Power. 

Edison  Electric  Illuminating 

Bowery  Bay  Elect.  Lt.  & Pr 

N.  Y.  & Queens  El.  Lt.  & Pr 

Richmond  Light  and  Railroad . . . 

Total 


Subway  Companies 
Consolidated  Tel.  & El.  subway 
Empire  City  subway 


$13,398,597  38 
3,324,227  67 
1,837,790  56 
2,703,446  58 
1,567,782  61 
755,321  11 
1,718,959  10 


1 $8,641,401  03 
12,030,697  44 
1980,714  08 
11,391,459  65 
1,101,882  06 
1432,167  08 
1946,921  65 


$812,784  14 
106,635  02 
81,104  47 
209,333  75 
108,136  40 
45,597  56 
113,748  88 


$25,306,125  01 


$15,525,242  99 


$1,477,340  22 


$9,052,704  33 
113,593  02 
511,701  17 
104,133  84 
141,735  65 


$9,923,868  01 


$224,931  57 
642,040  60 
182,788  27 
298,565  34 


$1,348,325  78 


$6,092,482  28 
96,183  11 
429,526  47 
91,671  38 
121,253  74 


$482,724  44 
3,913  82 
14,185  25 
3,275  90 
3,830  44 


$6,831,116  98 


$507,929  85 


$111,782  44 
307,557  81 
110,302  87 
155,147  34 


$12,389  83 
38,336  68 
5,774  85 
9,813  95 


$684,790  46 


$66,315  31 


$257,931  39 

127.551  57 
130,379  82 
656,526  95 
443,576  02 
212,950  93 

453.551  55 
205,913  65 
247,637  90 


$ 169,505  93 
83,930  33 
85,575  60 
665,467  78 
465,437  53 
200,030  25 
309,392  62 
151,626  83 
157,765  79 


$11,572  29 
5,786  15 
5,786  14 
27,664  92 
18,106  22 
9,558  70 
11,955  42 
5,777  83 
6,177  59 


$1,368,009  89 


$4,893  05 
18,051,105  77 
2,109,242  12 
4,249,941  15 
26,542  52 
687,226  21 
376,845  85 


$25,505,796  67 


T otal 

Grand  total,  all  companies. 


$1,197,469  13 
1,218,334  47 

$2,415,803  60 


$1,144,366  33 


$51,192  63 


$18,637  50 
9,411,154  19 
1 1 ,277,557  93 
2,244,218  07 
17,949  66 
394,370  41 
215,117  46 


$1,757  90 
,186,866  86 
101,776  72 
298,909  79 
129  39 
15,506  66 
10,000  00 


$13,579,005  22 


$1,614,947  32 


$257,871  68 
1283,741  21 


$121,952  74 
140,988  46 


$541,612  89 


$262,941  20 


$65,867,928  96 


$38,306,134  87 


$3,980,666  53 


$71,754  53 

i6j323  54 
10,455  04 
6,493  40 
2,355  04 
3,133  11 


$104,514  66 


$35,943  51 
338  57 
5,268  84 
309  18 
437  94 


$42,298  04 


$1,100  14 
3,897  71 
240  20 
1,147  75 


$6,385  80 


$1,170  09 
597  39 
572  70 
9,400  50 
6,198  85 
3,201  65 
1,714  67 
364  19 
1,350  48 


$12,285  26 


$3  04 
87,220  33 
6,723  98 
30,000  00 

966  77 


$124,914  12 


$290,397  88 


D — Deficit. 

Note. — Operating  revenues  and  operating  expenses  for  gas  companies  as  here  given  are  not  the  same  as 
he  figures  of  Table  XXXV,  where  credits  are  deducted  at  the  stage  of  manufacture  to  which  they  pertain. 
The  final  totals  of  Table  XXXV  connect  with  this  table  at  the  column  giving  income  from  gas  operations. 
The  totals  of  Table  XXXVI  (electric  revenues  and  expenses)  do  connect  with  the  first  two  columns  of 
this  table  and  net  figures  (not  so  important  as  for  gas  companies)  are  obtainable  from  footnotes.  For  the 
income  accounts  of  non-operating  gas  and  electrical  companies,  see  abstracts  of  the  reports  of  the  following 
companies:  Amsterdam  Electric  Light,  Heat  and  Power,  Ball  Electric  Illuminating,  Brush  Electric  Illumi- 
nating, and  Kings  County  Electric  Light  and  Power. 

1 Certain  companies  make  a charge  to  general  amortization  based  on  the  number  of  units  sold,  and  credit 
the  amount  to  “ Renewal  and  Contingency  ” account.  This  does  not  conform  to  the  requirements  of  the 
Uniform  System  of  Accounts  regarding  depreciation.  The  amounts  have  therefore  been  transferred  to 
the  surplus  account  and  appear  in  the  column  headed  “ Contingency  Reserves.” 

2 Non-operating  income  except  $22,022.23  income  from  Street  Railway  Department  of  Richmond  Light 
and  Railroad. 
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SURPLUS)  STATEMENTS,  1910 


Income  from 
gas  or  electric 
operations 

Other  income  2 

Gross  income 
applicable  to 
corporate  and 
leased 
properties 

DEDUCTIONS  FROM  GROSS  INCOME 

Interest 
accrued  on 
funded  debt 

Other 

interest 

deductions 

Rent  for  lease 
of  gas  or 
electric  plant 

$3,872,657  68 
1,186,895  21 
765,648  47 
1,092,198  14 
351,270  75 
275,201  43 
655,155  46 

9 $5,505, 038  52 
4,021  66 
10,486  02 
4 145 , 200  23 
76,021  02 
1,997  17 
45,558  07  ! 

$9,377,696  20 
1,190,916  87 
776,134  49 
1,237,398  37 
427,291  77 
277,198  60 
700,713  53 

$63,300  00 
18,750  00 
177,772  62 
961,250  00 

3 $549,643  41 
615,232  62 
18,147  28 
99,585  81 
18,371  33 
17,987  84 
10,980  60 

62,500  00 
59,750  00 

$8,199,027  14 

$5,788,322  69  |$ 13, 987, 349  83 

$1,343,322  62 

$1,329  948,89 

$2,441,554  10 
13,157  52 
62,720  61 
8,877  38 
16,213  53 

3 $162,939  40 
868  78 
1,913  40 
680  56 
283  68 

$2,604,493  50 
14,026  30 
64,634  01 
9,557  94 
16,497  21 

$750,000  00 

$61,801  54 
6,205  48 
25,131  25 
480  78 
5,820  59 

$2,542,523  14 

$166,685  82 

$2,709,208  96 

$750,000  00 

$99,439  64 

$99,659  16 
292,248  40 
66,470  35 
132,456  30 

$604  46 
9,665  18 
392  23 
618  53 

$100,263  62 
301,913  58 
66,862  58 
133,074  83 

$33,757  38 
140,150  00 
40,745  00 
74,878  76 

$16,444  06 
5,703  93 
886  00 
1,745  26 



$590,834  21 

$11,280  40 

$602,114  61 

$289,531  14 

1 

$24,779  25 

9 75,683  08 
37,237  70 
38,445  38 
D 46,006  25 
D 46, 166  58 
160  33 
130,488  84 
48,144  80 
82,344  04 


$160,165  67 


D $15,505  39 
7,365,864  39 
723,183  49 
1,676,813  29 
8,463  47 
276,382  37 
151,728  39 


$1,162  05 


975  44 


2,247  39 


$4,384  88  | 


$677  50 
6 1,043,116  81 
20,144  33 
21,415  94 


74  69 
2 28,756  51 


$76,845  13 


$29,009  02 


$6,129  63 


D 45,030  81 


10,850  00 


61,264  50 


132,736  23 

101,080  63 

751  52 


$140,930  65  $71,145  65 


$164,550  55 


D $14,827  89 
8,408,981  20 
743,327  82 
1,698,229  23 
8,463  47 
276,457  06 
180,484  90 


$20,000  00 
7 1,812,191  11 
241,900  00 
171,000  00 


117,091  25 

88,000  00 


$7,165  78  

799,722  07 

173,110  13  

19,561  49 3 4 * 6 7  8 9 1, 


17,449  33 
28,166  80 


$47,656  00 


016,926  57 

11,000  00 


$10,186,930  01 


$1,114,185  78 


$11,301,115  79 


$2,450,182  36 


$1,045,175  60 


$1,075,582  57 


$817,644  71 
793,604  80 


$10,993  35 
7,274  06 


$828,638  06 
800,878  86 


$764,173  14 
425,400  00 


$16,063  73 
7,779  92 


$1,611,249  51 
$23,290,729  68 


$18,267  41 
2 $7, 103, 126  98 


$1,629,516  92 
$30,393,856  66 


$1,189,573  14 
$6,163,539  91 


$23,843  65 
$2,594,332  68 


$1,075,582  57 


3 Includes  $107,771.77  interest  on  unpaid  taxes. 

4 Consists  of  rent  accrued  from  lease  of  gas  plant,  $75,852.80;  rent  revenues  (unimproved  real  estate), 
$46,479.24;  interest  revenues,  $32,389.29;  less  non-operating  revenue  deductions,  $9,521.10. 

‘Consists  of  interest  on  bank  balance  and  investments,  $153,031.91,  and  rent  revenues,  $9,907.49. 

6 Consists  of  miscellaneous  rent  revenues,  $30,442.48;  interest  on  investments,  $861,479.95;  dividend 
revenues,  $95,515.41;  interest  on  bank  balances,  notes,  etc.,  $72,775.40;  miscellaneous  non-operating 
revenues,  $2,197.46;  less  nonoperating  revenue  deductions,  $19,293.89.  See  also  note  7. 

7 Excludes  $157.19  interest  accrued  on  $3,929.80  bond  scrip  of  the  New  York  Gas  and  Electric  Light, 
Heat  and  Power  Company  (merged  with  the  Edison),  held  by  this  company  as  an  investment. 

8 Net  earnings  of  respondent  transferred  to  Kings  Co.  Electric  Light  and  Power  Co.  under  lease  agree- 
ment. 

9 Consists  of  rent  from  lease  of  gas  plant,  $30,489.44;  miscellaneous  rent  revenues,  $31,477.86;  interest 
revenues,  $2,092,029.71 ; dividend  revenues,  $3,370,224;  miscellaneous  revenues,  $1,081.01;  less  revenue 

deductions,  $20,263.50. 
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TABLE  XXXVII,  1910.  Income  (and  sur 


deductions  from  gross  income  — ( Concluded, ) 


Operating  Lighting  Companies 

Other  rent 

Other 

contractual 

deductions 

I Amortization 
of  debt 
discount  and 
expense 

Total 

deductions 

Gas  Companies 
Consolidated  system 

$4,889  40 

$617,832  81 
708,961  59 
200,409  34 
1.060.835  81 
18,371  33 
80,487  84 
70,730  60 

Astoria  Light,  Heat  and  Power 

8 $74,978  97 
4,489  44 

Central  Union  Gas 

New  York  Mutual  Gas  Light 

Total 

$79,468  41 

$4,889  40 

$2,757,629  32 

Brooklyn  Union  system 

$14,370  85 
600  00 

$826,172  39 
6,805  48 
25,131  25 
1,980  78 
6,420  77 

Newtown  Gas 

Richmond  Hill  and  Queens  County  Gas. 
Woodhaven  Gas  Light 

1,500  00 
600  18 

Total 

$17,071  03 

$866,510  67 

Other  Companies 

Brooklyn  Borough  Gas 

$1,527  12 

$51 , 728T56 
149,353  93 
41,631  00 
76,947  35 

Kings  County  Lighting 

$3,500  00 

New  York  and  Queens  Gas 

New  York  and  Richmond  Gas 

323  33 

Total 

$3,500  00 

$1,850  45 

$319,660  84 

Gas-Electric  Companies 
Bronx  Gas  and  Electric 

$4,864  00 

$962  89 

$40,956  54 
72,114  50 
105,254  69 

Flatbush  Gas 

Queens  Borough  Gas  and  Electric 

$422  54 





Total 

$422  54 

$4,864  00 

$962  89 

$218,325  73 

Electric  Companies 
Long  Acre  Elect.  Light  and  Power 

$3,113  18 
3,750  00 
10,138  12 

$9,375  00 

$39,653  96 
2,694,870  40 
425,148  25 
1,659,983  54 
11,000  00 
136,054  49 
116,166  80 

New  York  Edison 

42 $31,551  22 

United  Electric  Light  and  Power 

Edison  Electric  Illuminating 

20  435,560  66 

16,935  48 

Bowei y Bay  Electric  Light  and  Power. 
N.  Y.  & Queens  Elect.  Lt.  & Pr 

1,513  91 

Richmond  Light  and  Railroad 

Total 

$17,001  30 

$444,935  00 

$50,000  61 

$5,082,877  44 

Subway  Companies 
Consolidated  Tel.  and  El.  subway 

$780,236  87 
433,179  12 

Empire  City  subway 

n 

Total 

$1,213,416  79 

Grand  total,  all  companies 

$117,463  28  | $449,799  00 

$57,703  35  $10,458,420  79 

D — Deficit. 

1 See  footnote  1,  page  374.  8 The  company’s  report  shows  a charge  to  operating  expenses  of  $74,978.67 

for  rent  of  60-inch  main  from  the  New  Amsterdam  Gas  Company  which  has  been  transferred  to  other  rent 
deductions.  9 Credit  of  $2,831.95  for  adjustment  of  residual  sales  of  former  years,  less  $5,703.15  unaccrued 
federal  taxes  of  1909.  10  Consists  of  credits:  Adjustment  of  special  franchise  taxes  and  interest  applic- 
able to  years  1901-1909  inclusive,  $75,018.88;  minor  adjustments,  $322.48;  total,  $75,341.36.  11  Con- 

sists of  credits:  Adjustment  of  special  franchise  taxes  and  interest,  years  1901-9  inclusive,  $430,300.53;  n- 
terest  on  city  lighting  bills,  $86,877.35;  refund  on  gross  earnings  tax,  year  1906,  $3,932.06;  miscellaneous 
items,  $43.39;  total  credits,  $521,153.33  less  debits:  Expense  in  re  gas  rate  appeal  applicable  to  former 
years,  $10,228.45;  interest  on  taxes  on  mains,  pipes  and  connections  applicable  to  former  years,  $7,  83.67 ; 
nre  insurance  applicable  to  former  years,  $1,417.50;  bad  debts  written  off,  $743.52;  total  debits,  $19,518.14  . 
12  Consists  of  refund  of  duty  paid  on  coal  applicable  to  former  years,  $2,292.00;  adjustment  on  account  of 
oil,  $29,299.33;  total,  $’.1,591.33.  13  Consists  of  adjustment  of  special  franchise  taxes  and  interest  for 

years  1901-9,  $4,820.07;  interest  on  city  lighting  bills,  $38,451.51;  interest  from  city  on  real  estate 
award,  $2,794.23;  profit  on  sale  real  estate,  $24,977.86;  total  credits,  $71,043.67.  Less  debits,  miscella- 
neous items,  $690.46.  14  Consists  of  credits:  Adjustment  special  franchise  taxes,  1900  and  1902-9,  $219, 

338.08;  interest  on  unpaid  city  lighting  bills,  $17,254.07;  refund  on  gross  earnings  tax  for  year  1906, 
$3,048.04;  total  credits,  $239,640.19.  Less  debits:  Expenses  of  Gas  rate  appeal  case,  $9,628.92;  ex- 

penses in  re  special  franchise  tax,  $1,100.00;  adjustment  of  water  charges,  $3,414.50;  total  debits,  $14,- 
143.42.  15  Consists  of  credits:  Bad  debts  collected,  $16.70;  material  recovered  from  removal  of  con- 
sumers’ meters,  $42,092.46;  sales  of  scrap,  $3,358.64;  gas  sales  adjustment,  $5,996.27;  — Debit:  Under- 

estimated taxes,  $1,849.99;  adjustment  of  material  and  supplies,  $1,041.20;  deductions  from  debtors 
accounts,  $1,859.01;  counterfeit  money  $23;  expenses  elsewhere  unprovided  for,  $1,421.96;  bad  debts, 
$2,015.64.  16  Consists  of  debits:  Amortization  elsewhere  unprovided  for,  $19,331.48;  material  with- 
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plus)  statements,  1910  — Concluded 


Net 

corporate 

income 

CORPORATE  SURPLUS  OR  DEFICIT  ACCOUNT 

Balance  at 
beginning 
of  1910 

! 

Dividends 

I 

Contingency 
reserves  1 

Net 

adjustments 

Balance 
at  end  of 
1910 

$8,759,863  39 
481,955  28 
575,725  15 
176,562  56 
408,920  44 
196,710  76 
629,982  93 

$5,933,317  07 
641,298  28 
1,686,424  79 
D2, 956, 702  10 
992,374  70 
188,816  11 
601,278  96 

$4,491,632  50 

Dr.$l,604,427  28 
Dr. 2 15, 207  75 
Dr. 200, 784  15 
Dr.315,484  20 

22Cr.$2,061,046  05 
9 Dr.2,871  20 
| 10  Cr.75, 341  36 

I 11  Cr.501 , 575  19 

12  Cr.31 ,591  33 

13  Cr.70, 353  21 
14  Cr. 225, 49 6 77 

$10,658,166  73 
905,174  61 
2,136,707  15 
D2, 594, 018  55 
1,192,324  47 
365,141  23 
890,702  36 

240,562  00 

Dr. 90, 738  85 
Dr.208,600  30 

357,456  00 

$11,229,720  51 

$7,086,807  81 

$5,089,650  50 

Dr.$2,635,242  53 

Cr.$2,962,532  71 

$13,554,168  00 

$1,778,321  11 
7,220  82 
39,502  76 
7,577  16 
10,076  44 

$4,967,460  84 
125,393  33 
661,710  70 
107,879  21 
122,070  22 

$1,349,775  00 

15  Cr.$43,753  27 
Dr.3,309  24 
Cr.2,518  64 
Dr.5,470  00 
Cr.425  90 

$5,439,760  22 
129,304  91 
703,732  10 
109,986  37 
132,572  56 

$1,842,698  29 

$5,984,514  30 

$1,349,775  00 

Cr.$37,918  57 

$6,515,356  16 

$48,535  06 
152,559  65 
25,231  58 
56,127  48 

$101,116  23 
532,362  01 
30,622  69 
65,635  79 

! 16  Dr.$25,633  10 
Cr.1,248  19 
Dr. 7, 183  99 
Cr.2,953  18 

$124,018  19 
566,169  85 
48,670  28 
79,716  45 

$120,000  00 

45,000  00 

$282,453  77 

$729,736  72 

$165,000  00 

Dr. $28, 615  72 

$818,574  77 

$35,888  59 
D117.145  31 
27,481  54 

$69,033  50 
305,275  61 
25,574  15 

$24,325  00 

Cr.$323  77 
Dr. 43, 349  31 
Dr.9,615  82 

$80,920  86 
144,780  99 
43,439  87 

D$53,775  18 

$399,883  26 

$24,325  00 

Dr.$52,641  36 

$269,141  72 

DS54.481  85 
5,714,110  80 
318,179  57 
38,245  69 
D2.536  53 
140,402  57 
64,318  10 

D$130, 193  64 
16,930,453  47 
D826 , 240  23 

Dr.$14,970  20 

18  Cr.634,375  05 

19  Cr.193,093  38 
27  Dr.38,245  69 

D$199,645  69 
20,381,839  32 
D565.810  51 



$2,897,103  00 

Dr.  $250,843  21 

D6.571  59 
198,954  08 
D124.739  14 

D9, 108  12 
262,862  32 
D72.514  00 

62,500  00 

Dr.13,994  33 
Dr.12,092  96 

$6,218,238  35 

$16,041,662  95 

$2,959,600  00 

Dr.  $250,843  21 

Cr.$748, 165  23 

$19,797,623  32 

$48,401  19. 
367,698  94 

$204,428  37 
208  21 

Dr.$22, 679  61 

$230,149  95 
507  15 

$275,400  00  : 

Dr.$92,000  00 

$416,100  13 

$204,636  58 

$275,400  00  | 

Dr.$92,000  00 

Dr.$22,679  61  j 

$230,657  10 

$19,935,435  87  $30,447,241  62 

$9,863,750  50  | 

Dr.$2,978,085  74  | 

Cr. $3, 644, 679  82 

$41,185,521  07 

drawn  prior  to  December  31,  1908,  $2,540.20;  cost  of  new  business,  $3,878.34;  less  bad  debts  collected, 
$116.92.  17  Amortization  of  debt  discount  and  expense,  $37,212.22;  iess  amortization  of  premium  on 

debt,  $5,661.  18  Consists  of  credits:  Reduction  in  duty  on  imported  coal,  $6,248.12;  reduction  in  fran- 

chise and  real  estate  taxes,  $585,008.19;  interest  on  cash  advanced  to  H.  J.  Hemmens.  $107,235.27. 
Less  premium  on  bonds  of  Mount  Morris  Electric  Light  Company,  redeemed  by  this  company,  $49,400; 
contributions  to  charity,  $100;  legal  expenses  in  connection  with  franchise  taxes,  $14,616.53.  19  Consists 

of  credits:  Interest  received  from  city  on  unpaid  lighting  bills,  $63,066.94;  adjustment  on  special  fran- 

chise taxes,  $144,840.77;  refund  of  excess  duty  on  coal,  $1,532.36;  bad  debts  collected  $1.16;  — debits: 
Expenses  elsewhere  unprovided  for,  $1,041.75:  bad  debts,  $460.48;  adjustments  of  old  accounts, 
$14,845.57.  20  Bond  interest  on  Kings  County  Electric  Light  and  Power  Company  first  and  purchase 

money  mortgage  bonds.  21  Expenses  elsewhere  unprovided  for  (profit  sharing  with  employes),  $38,171.03; 
underaccrued  taxes  and  accounting  errors,  $2,170.86;  — less  credits:  Refund  of  duty  on  imported  coal, 
$1,923.96;  accounting  errors,  $172.24.  22  Consists  of  the  following  credits:  Adjustment  of  special 

franchise  taxes  and  interest  applicable  to  years  1902-1909,  $1,157,246. 78;  interest  from  New  York  City 
on  deferred  payment  of  lighting  bills  $445,945.79;  profit  on  real  estate,  $425,357.93;  adjustment  of  coal 
tar  and  ammoniacal  liquor  sales,  applicable  to  former  years,  $66,574.89;  adjustments  in  connection  with 
the  accounts  incident  to  the  Rapid  Transit  tunnel,  Brooklyn  Loop  lines,  and  McAdoo  Sixth  Avenue 
subway,  $26,894.86;  expenses  in  re  “Gas  Rate  Appeal”  billed  other  companies,  $23,637.38;  refund  on 
gross  earnings  tax  applicable  to  year  1906,  $20,896.17;  minor  items,  $1,293.88;  total  credits,  $2,167,- 
847.68.  Debits:  Tax  on  mains,  pipes  and  connections  including  penalty  for  year  1909,  $106,801.63. 
2i  The  amounts  which  the  company  has  3et  aside  for  a Renewal  and  Replacement  reserve,  amounting 
to  $17,000  in  1909  and  $92,000  in  1910,  have  been  transferred  to  surplus  deductions,  as  the  company 
has  failed  to  file  a rule  of  depreciation  as  required  by  the  accounting  order. 


378 


Public  Service  Commission  — First  District. 


TABLE  XXXVIII,  1909.  CONDENSED  BALANCE  SHEETS 


Company 


INVESTMENTS 


Fixed  capital 


Securities 
of  and 
advances  to 
associated 
companies  1 


Bills  and 
accounts 
receivable 
with 

associated 


Insurance 

participation 

certificates 


Gas  Companies 
Consolidated  system 


cos. 


Consolidated  Gas 

Astoria  Light,  Heat  & Power , 

Central  Union  Gas 

New  Amsterdam  Gas 

New  York  Mutual  Gas  Light 

Northern  Union  Gas 

Standard  Gas  Light 

Total 

Brooklyn  Union  system 

Brooklyn  Union  Gas 

Jamaica  Gas  Light 

Newtown  Gas 

Richmond  Hill  & Q.  C.  Gas . . 
Woodhaven  Gas  Light 

Total 

Other  Comvanies 


$48,948,074  60 
11,649,715  61 
9,292,537  41 
3 41 , 159 , 778  47 
3,429,549  59 
3,543,026  22 
12,340,565  67 


$130,363,247  57 


$54,774,146  26 


36,742,303  76 
447,362  86 
845,887  84 
351,710  11 
262,979  65 


$38,650,244  22 


$53,967,134  52 

'256; 606 '66 

557,011  74 

(4) 

""(5) 


1,227,596  00 


$1,227,596  00 


$30,035,609  75 
240,703  61 
129,582  37 
66,134  76 
7,334  80 
2,223  45 
3,612  48 


$30,485,201  22 


$247,889  89 
45,583  85 
32,367  86 
68,776  99 
54,595  22 
7,796  58 
29,879  21 


$486,889  60 


1,491,766  16 


$1,491,766  16 


Brooklyn  Borough  Gas 

Kings  County  Lighting 

New  York  & Queens  Gas 

New  York  & Richmond  Gas 

Total 

Gas-Electric  Companies 

Bronx  Gas  & Electric 

Flatbush  Gas 

Queens  Borough  Gas  & Electric. . . 

Total 

Electric  Companies 


$1,505,963  32 
5,050,754  90 
1,453,943  54 
8,031,825  04 


$11,042,486  80 


3 $1,112,899  69 
3 1,983,184  91 
10  4, 147,243  70 


$7,243,328  30 


Long  Acre  Electric  Lt.  & Pr 

New  York  Edison 

United  Electric  Light  & Power..  . . 

Edison  Electric  Illuminating 

Bowery  Bay  Electric  Lt.  & Pr . . . . 
New  York  & Queens  El.  Lt.  & Pr. 
Richmond  Light  & R.  R 

Total 

Grand  total,  operating  lt’g  cos 

Subway  and  Non-Operatinq 
Companies 

Amsterdam  El.  Lt.,  H.  & P 

Ball  Electric  Illuminating 

Brush  Electric  Illuminating 

Consolidated  Tel.  & El.  subway. . . 

Em  pire  City  subway 

Kings  County  Electric  Lt.  & Pr. . . 

Total 

Grand  total,  all  companies 


$91,633  31 
11111,750,555  82 
11,201,420  90 
16,825,299  00 
1,229  29 
5,278,228  69 
18  2,087,051  29 


121’ 10, 287. 857  53 
1,333,120  75 
450,521  88 


435,000  00 


$63,275  30 
5,075  72 
1,280  09 


13,680  73 


$473,573  32 
42,696  51 
159,003  22 


$147,235,418  30 


$12,506,500  16 


$83,311  84 


$675,273  05 


$334,534,725  19 


$68,508,242  42 


$32,060,279  22 


$1,162,162  65 


$38,417  90 
249,950  00 
1,312,664  10 
15,186,318  69 
11,683,524  15 
4,929,514  63 


$5,975,870  00 


$33,400,389  47 


$5,975,870  00 


$367,935,114  66 


$74,484,112  42 


$7,942  63 
51,499  97 


7,712,249  90 


$4,566  54 


$7,771,692  50 


$4,566  54 


$39,831,971  72  | $1,166,729  16 


1 Includes  both  bound  and  free  investments. 

* Includes  “ Interest  and  dividends  receivable,”  $1,714,279.36. 

3 Includes  capital  stock  in  the  following  companies  in  the  following  amounts  (par  value) : East  River 

Gas  Company,  $1,000,000;  Central  Union  Gas  Company,  $3,500,000;  Northern  Union  Gas  Company, 
$740,000;  New  York  Carbide  and  Acetylene  Company,  $7,000,000.  These  items  do  not  appear  in  the 
investment  entries. 

4 Investments  as  reported  by  company  include  $63,400  of  re-acquired  stock  herein  excluded. 

5 Investments  as  reported  by  company  include  $104,300  par  value  re-acquired  stocks  and  bonds  herein, 
excluded. 

6 Premium  on  re-acquired  securities  includes  in  miscellaneous  investments  in  report  of  company. 

7 Includes  “ gas  sold  from  Dec.  11,  1909  to  Dec.  31,  1909,  bills  not  yet  rendered,  $628,180.66.  Gas 
on  hand  at  various  works,  Jan.  1,  1910 — -7  a.  m.,  $18,859.34.” 

8 Gas  and  electric  capital  installed  to  December  31,  1908  not  separated;  installed  since  December  31, 

1908:  Electric,  $68,044.57;  gas,  $25,589.24. 

Composed  of  $706,144.98  electric  and  of  $1,277,039.93  gas  capital. 
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AS  OF  DECEMBER  31,  1909.  A.  Asset  Side 


Cash 

Other 

current 

assets 

Materials 

and 

supplies 

Miscel- 

laneous 

temporary 

debits 

Total  assets 
and  debit 
balances 

Other 

investments 

$1,856,877  60 
13,108  76 
113,963  17 
192,212  37 
1,032,720  44 
21,094  29 
1,496,089  38 

2 $6,459,798  98 
87,372  63 
314,576  91 
751,105  67 
192,403  98 
340,049  82 
202,335  83 

$871,318  93 
452,804  41 
94,654  44 
258,247  67 
82,180  11 
5,815  81 
64,468  86 

$48,755  53 

$142,435,459  80 
12,489,288  87 
10,235,641  79 
43,073,559  83 
5,767,041  77 
3,920,601  86 
14,152,485  18 

$968,257  63 

7,959  63 
20,292  16 

595  69 
8 15,533  75 

$968,257  63 

$4,726,066  01 

$8,347,643  82 

$1,829,490  23 

$93,136  76 

$232,074,079  10 

$512,421  88 

$2,280,836  03 
5,385  78 
78,000  35 
10,654  07 
14,941  20 

$686,392  35 
28,336  55 
509,899  67 
41,470  89 
20,184  18 

$641,799  78 
5,375  33 
6,024  02 
2,644  01 
3,796  76 

7 $721,616  36 
393  78 
1,234  96 
299  37 
385  13 

$44,304,732  32 
486,854  30 
1,441,046  84 
406,778  45 
302,286  92 

$512,421  88 

$2,389,817  43 

$1,286,283  64 

$659,639  90 

$723,929  60 

$46,941,698  83 

$3,075  12 
208,443  96 
7,560  97 
53,221  35 

$21,359  35 
124,927  76 
21,222  63 
34,987  47 

$13,996  11 
31,823  61 
11,928  61 
19,961  79 

$46,035  77 
103,189  81 
13,550  70 
7,410  51 

$1,590,429  67 
5,579,140  04 
1,508,206  45 
3,147,406  16 

$332,301  40 

$202,497  21 

$77,710  12 

$170,186  79 

$11,825,182  32 

$73,126  29 
35,341  04 
24,779  43 

$55,376  46 
114,923  60 
67,264  64 

$28,894  97 
45,438  04 
24,397  19 

$16,201  64 
13,175  64 
3,502  78 

$1,286,499  05 
2,192,063  23 
4,267,187  74 

$133,246  76 

$237,564  70 

$98,730  20 

$32,880  06 

$7,745,750  02 

$500,000  00 
m 606,0 JO  02 
2,480  00 
i«  18,850  00 

$3,174  13 
3,281,908  26 
26,105  08 
98,342  83 
87  30 
54,610  85 
32,594  60 

$286  63 
15  5,337,525  30 
457,427  46 
670,382  08 
7,498  66 
95,035  65 
181,700  29 

$1,260  44 
1,888,342  89 
233,110  74 
709,698  96 
1,991  93 
27,537  44 
51,799  43 

$8,655  47 
131,559,699  66 
272,347  85 
973,361  65 

$605,009  98 
135,248,738  10 
13,573,785  01 
19,906,739  71 
10,807  18 
5,469,008  77 
5,693,368  87 

77  7,500  00 
2,825,506  08 

6,096  14 
66,036  45 

$3,960,336  10 
$5,441,015  61 

$3,496,823  05 

$6,749,856  07 

$2,913,741  83 

$2,886,197  22 

$180,507,457  62 

$11,078,254  65 

$16,823,845  44 

$5,579,312  28 

$3,906,330  43 

$479,094,167  89 

$226  84 

$2  70 

$38,647  44 
249,950  00 
1,514,501  81 
15,452,311  03 
12,012,030  55 
18,931,933  36 

4,781  27 
36,715  42 
24,032  57 
6,692  16 

174,904  42 
133,764  58 
256,889  70 
14,077  43 

$9,642  85 

$44,012  37 
46,133  10 

$200,000  00 

1,451  03 
93,529  24 

$200,000  00 

$72,448  26 

$579,638  83 

$90,145  47 

$104,623  12 

$48,199,374  19 

$5,641,015  61 

$11,150,702  91 

$17,403,484  27 

$5,669,457  75 

$4,010,953  55 

$527,293,542  08 

10  Gas  and  electric  capital  installed  to  December  31,  1908  not  separated;  installed  since  December  31, 

1908:  Electric,  $75,709.20;  gas,  $50,210.59.  The  fair  value  of  the  property  of  this  company  on  De  .31, 

1910,  as  estimated  in  cases  1224-5  was  $1,660,000,  whereof  $860,000  was  assigned  to  the  gas  plant  and 
$800,000  to  the  electric  plant.  Dividing  the  fixed  capital  of  the  company  as  reported  in  this  proportion 
we  get  $2,148,272  as  the  amount  applicable  to  gas  plant  and  $1,998,972  as  the  amount  applicable  to 
electric  plant. 

11  Included  in  this  amount  are  securities  of  associated  or  system  corporations  of  a par  value  of  $6,135,600. 

12  See  footnote  10  to  corresponding  table  for  1910  page  383. 

13  Excludes  $3,629.93  book  value  of  purchase  money  scrip. 

14  Includes  $456.25  bound  investment. 

15  Excludes  $37,774  treasury  bonds  included  in  the  report  of  the  company. 

16  Bound  investment. 

17  Power  house  and  three  acres  of  land  at  Valley  Stream  — mortgaged  or  pledged. 

18  Excludes  $2, 815, '506.08  of  street  railway  capital. 


38-0 


Public  Service  Commission  — First  District. 


TABLE  XXXVIII,  1909.  Condensed  balance  sheets  as 


UNFUNDED  DEBT 


Company 


Funded  debt 


Bills  and 
accounts 
owing  to 
associated 
companies 


Consumers’ 

deposits 


Other 

current  and 
accrued 
liabilities 


Gas  Companies 
Consolidated  system 

Consolidated  Gas 

Astoria  Light,  Heat  & Power . 

Central  Union  Gas 

New  Amsterdam  Gas 

New  York  Mutual  Gas  Light. 

Northern  Union  Gas 

Standard  Gas  Light 


Total. 


t $1,334,600  00 

375,000  00 

3,555,000  00 

19,235,000  00 


1,370,000  00 
s 1,195,000  00 


$314,798  16 
10,207,301  79 
35,112  95 
1,651,421  82 

' ’ '354;922'i6 

6,130  69 


$1,096,776  67 

"2i3i075’26 
336,111  39 
179,392  08 
99,729  44 
191,387  24 


2 $14,039,658  65 
253,948  66 
502,829  25 
1,416,716  99 
788,199  67 
179,540  86 
869,433  36 


$27,064,600  00  $12,569,687  51 


$2,116,472  08 


$18,050,327  44 


Brooklyn  Union  system 

Brooklyn  Union  Gas 10$15,OO3,OOO  00 

Jamaica  Gas  Light 

Newtown  Gas 

Richmond  Hill  & Q.  C.  Gas 

Woodhaven  Gas  Light 


Total. 


Other  Companies. 

Brooklyn  Borough  Gas 

Kings  County  Lighting 
New  York  & Queens  Gas 
New  York  & Richmond  Gas , 


$15,003,000  00 


$123,729  94 
455,252  22 
17,646  01 
120,914  53 


$1,049,527  17 
11,072  29 
44,738  71 
10,585  52 
16,969  00 


$1,867,567  33 
15,955  22 
177,640  25 
9,641  31 
10,301  92 


$717,542  70 


$1,132,892  69 


$2,081,106  03 


12  $676,000  00 

2.803.000  00 
810,000  00 

1.463.000  00 


Total . 


$5,752,000  00 


Gas-Electric  Companies 

Bronx  Gas  & Electric 43  $529 , 100  00 

Flatbush  Gas 190 , 000  00 

Queens  Borough  Gas  & Electric. . . 2,017,500  00 


$33,073  57 
83,333  38 
14,831  92 
13,388  42 


$275,919  46 
140,632  73 
41,440  90 
55,947  31 


$144,627  29 


$513,940  40 


$774,223  46 


$26,589  58 
35,632  50 
23,888  18 


$159,635  16 
591,969  44 
123,459  35 


Total $2,736,600  00 


$774,223  46 


110  26 


$875,063  95 


Electric  Companies 

Long  Acre  Electric  Lt.  & Pr $500,000  00 

New  York  Edison 1415  44,038,691  74 

United  Electric  Light  & Power.. . . 4,838,000  00 

Edison  Electric  Illuminating 4 , 275 , 000  00 

Bowery  Bay  Electric  Lt.  & Pr . . . . 

N.  Y.  & Queens  Electric  Lt.  & Pr. . I 2 , 338 , 000  00 
Richmond  Light  & R.  R 2 , 200 , 000  00 

Total 

Grand  total,  operating  lt’g  cos. . 


Subway  and  Non-operating 
Companies 

Amsterdam  El.  Lt.,  H.  & P 

Ball  Electric  Illuminating 

Brush  Electric  Illuminating 

Consolidated  Tel.  & El.  subway. . . 

Empire  City  subway 

Kings  County  El.  Lt.  & Pr 


$5,723  16 
14,220,011  73 
1,437,479  67 
7,712,249  90 


41,629  01 


$246,165  57 
61,870  13 
85,922  99 
1,180  56 
18,108  06 
4,742  50 


$179,480  46 
4,659,794  58 
1,872,108  73 
1,648,309  73 
12,698  21 
352,781  69 
668,713  33 


$58,189,691  74  $23,417,093  47 

$108,745,891  74  $37,478,547  14 


$417,989  81 
$3,898,092  13 


$9,393,886  73 
$30,914,324  55 


Total 

Grand  total,  all  companies 


$300,000  00 


“275,000  00 
21 * * 4 * 11,830,000  00 

6.893.000  00 

7.676.000  00 


$46,881  97 

' 346 j 085  96 
383,009  62 
25,000  00 


$130  00 


$182,734  98 
515  87 
35,744  58 
1,159,873  04 
25  683,822  34 
196  00 


$26,974,000  00 
$135,719,891  74 


$800,977  55 
$38,279,524  69 


$130  00 
$3,898,222  13 


$2,062,886  81 
$32,977,211  36 


1 Includes  $73,600  of  debenture  bonds  due  July  1,  1909,  unpaid.  2 Includeslbills  payable,  demand, 

$2,500,000;  time,  $5,000,000.  3Consists  of  premiums  on  stocks  and  other  permanent  reserves,  $13,951,- 
393.99;  insurance  reserve,  $519,280.03.  4 In  addition,  guarantor  as  to  principal  and  interest  of 

mortgages  and  debentures  of  some  of  its  associated  companies  amounting  to  $29,344,000.  0 Includes 

$11,558.15  “General  Suspense,”  credit  profit  on  stoves  sold  on  installment.  6 * Reacquired  stock 

($63,400)  included  in  the  report  of  the  company  is  deducted.  8 Company  included  $90,000  reacquired 

mortgage  bonds  which  are  here  excluded.  9 Company  included  $14,300  .of  reacquired  stock  which 

is  here  excluded.  10  Includes  $3,000  of  debentures  due  March  1,  1909  unpaid.  u In  addition  there 
is  a contingent  liability  as  endorser  on  notes  aggregating  $500,000.  12  Includes  purchase  money 

mortgages  of  $15,050,  $5,950  and  $6,000  due  February  1,  1909;  December  11,  1909;  and  December  11, 

1909,  respectively,  not  paid.  43  Includes  $15,100  real  estate  mortgage  due  September  19,  1908  unpaid. 
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of  December  31,  1909.  B.  Liability  side 


RESERVES 

Capital 

stock 

Total 
liabilities 
and  credit 
balances 

Surplus 
December  31, 
1909 

Deficit 

December  31, 
1909 

Replace- 

ments, 

renewals 

and 

amortization 

Other 

reserves 

$5,461,632  20 
466,156  29 
699,273  53 
2,157,234  74 
315,880  10 
219,796  77 
1,977,975  72 

3 $14,470,677  05 
45,583  85 
543,926  01 
68,776  99 
54,595  22 
7,796  58 
29,879  21 

$99,784,000  00 
500,000  00 

3.500.000  00 
21,165,000  00 
83,436,600  00 

1.500.000  00 
99,281,400  00 

4 $136,502,142  73 
11,847,990  59 
8,549,217  00 
46,030,261  93 
4,774,667  07 
3,731,785  75 
13,551,206  22 

$5,933,317  07 
641,298  28 
1,686,424  79 

$2,956,702  10 

992,374  70 
188,816  11 
601,278  96 

$11,297,949  35 

$14,721,234  91 

$139,167,000  00 

$224,987,271  29 

$10,043,509  91 

$2,956,702  10 

$3,420,176  98 

10.703  52 

41.704  96 
11,026  40 
12,031  25 

$17,997,000  00 
200,000  00 
60,000  00 
250,000  00 
20,000  00 

u $39,337,271  48 
361,460  97 
779,336  14 
298,899  24 
180,216  70 

$4,967,460  84 
125,393  33 
661,710  70 
107,879  21 
122,070  22 

$3,495,643  11 

$18,527,000  00 

$40,957,184  53 

$5,984,514  30 

$4,320  41 
19,811  92 
10,910  97 

$500,000  00 
2,000,000  00 
600,000  00 
1,500,000  00 

$1,489,313  44 
5,046,778  03 
1,477,583  76 
3,081,770  37 

$101,116  23 
532,362  01 
30,622  69 
65,635  79 

$399  97 
49,434  64 

$35,043  30 

$49,834  61 

$4,600,000  00 

$11,095,445  60 

$729,736  72 

$15,220  81 
94,962  22 
44,359  33 

$420  00 

$486,500  00 
200,000  00 
2,000,000  00 

$1,217,465  55 
1,886,787  62 
4,241,613  59 

$69,033  50 
305,275  61 
25,574  15 

32,406  73 

$154,542  36 

$32,826  73 

$2,686,500  00 

$7,345,866  76 

$399,883  26 

$50,000  00 
17  45,080,671  00 
5,318,433  74 
5,000,000  00 
3,500  00 
2,500,000  00 
2,871,750  00 

$735,203  62 
118,318,284  63 
19 14,400,025  24 
19,906,739  71 
17,378  77 
5,270,054  69 
20  5,818,108  01 

$130,193  64 
826,240  23 

$9,143,499  86 
829,373  60 
435,810  21 

i«  $929,450  15 
i842,759  37 
749,446  88 

$16,930,453  47 

6,571  59 
124,739  14 

59,809  15 
13,004  40 

1,355  79 
18,268  77 

198,954  08 

$10,481,497  22 

$1,741,280  96 

$60,824,354  74  $164,465,794  67 

$17,129,407  55 

$1,087,744  60 

$25,464,675  34 

$16,545,177  21 

$225,804,854  74  | $448, 851 ,562  85 

$34,287,051  74 

$4,044,446  70 

$648  12 
24  95,900  00 
4,566  54 

$500,000  00 
22  154,100  00 
999,000  00 

1.875.000  00 

4.393.000  00 
10,000,000  00 

1 

$1,030,265  07 
250,515  87 
1,698,561  86 
15,247,882  66 
12,011,822  34 
17,686,738  00 

$991,617  63 
565  87 
184,060  05 

$38,034  78 

$204,428  37 
25  208  21 
1,245,195  36 

17,000  00 

10,542  00 

$55,034  78 

$111,656  66 

$17,921,100  00 

$47,925,785  80 

$1,449,831  94 

$1,176,243  55 

$25,519,710  12 

$16,656,833  87 

$243,725,954  74 

$496,777,348  65 

$35,736,883  68 

.$5,220,690  25 

14  Includes  $572,511.74  of  real  estate  mortgages  matured  and  unpaid.  15  Does  not  include  $37,774 
treasury  bonds,  and  $3,929.80  bond  scrips  included  in  the  report  of  the  company.  16  Includes  $86,784.45 
reported  as  “ Suspense,”  and  discount  of  $299.87  on  bond  s;rios  reacquired  and  here  deducted  from  the 
balance  sheet.  17  See  footnote  10,  page  383.  18  Includes  $62  86  “ Suspense — -Automobiles.”  19  In 

addition,  guarantors  of  $275,000  of  bonds  of  Brush  Electric  Illuminating  Company  of  New  York.  20  In 
addition,  contingent  liability  in  respect  of  judgments  appeiled,  $9,948.28.  21  This  amount  of  stock 

was  reacquired  from  stockholders  as  a donation  for  working  capital  and  has  technically  created  a “ stock 
donation  surplus.”  22  Does  not  include  $95,900  stock  in  treasury  reacquired  from  stockholders  as  a 
donation  for  working  capital.  23  Have  matured  July  1,  1899.  24  Up  to  Dec.  31,  1909,  $3,373,000 

debentures  of  various  maturity  dates  had  matured  and  were  unpaid.  25  Dividends  declared  are  here 
deducted  from  the  reported  surplus  and.treated  as  a current  liability. 


38-2 


Public  Service  Commission  — First  District. 


TABLE  XXXVin,  1910.  CONDENSED  BALANCE 


Company 


Fixed  capital 


MISCELLANEOUS  INVESTMENTS 


Securities  of 
and  advances  to 
associated 
companies 1 


Bills  and 
accounts 
receivable  with 
associated 
companies 


Insurance 

participation 

certificates 


Gas  Companies 
Consolidated  system 

Consolidated  Gas 

Astoria  Light,  Heat  and  Power. . 

Central  Union  Gas 

New  Amsterdam  Gas 

New  York  Mutual  Gas  Light. . . 

Northern  Union  Gas 

Standard  Gas  Light 

Total 

Brooklyn  Union  system 

Brooklyn  Union  Gas 

Jamaica  Gas  Light 

Newtown  Gas 

Richmond  Hill  and  Q.  C.  Gas. . . 
Woodhaven  Gas  Light 

Total 

Other  Companies 

Brooklyn  Borough  Gas 

Kings  County  Lighting 

New  York  and  Queens  Gas 

New  York  and  Richmond  Gas.  . 

Total 

Gas-Electric  Companies 

Bronx  Gas  and  Electric 

Flatbush  Gas 

Queens  Borough  Gas  & Electric . 

Total 

Electric  Companies 

Long  Acre  Elec.  Lt.  and  Pr 

New  York  Edison 

United  Elect.  Lt.  & Pr 

Edison  Electric  Illuminating 
Bowery  Bay  Elec.  Lt.  and  Pr. . . 
N.  Y.  and  Queens  El.  Lt.  and  Pr. 
Richmond  Light  and  Railroad . . 

Total 

Grand  total,  oper.  ltg.  cos 

Subway  and  Non-Operating 
Cos. 

Amsterdam  El.  Lt.  H.  and  Pr... 

Ball  Electric  Illuminating 

Brush  Electric  Illuminating 

Consol.  Tel.  and  El.  Subway 

Empire  City  Subway 

Kings  County  E.  Lt.  and  Pr. . . . 

Total 

Grand  total,  all  companies 


$50,536,519  02 
12,476,360  99 
9,641,077  97 
341,174,646  22 
3,460,582  44 
3,536,005  66 
12,358,882  94 


$59,069,534  52 

250 [ 666  66 
557,011  74 


$29,123,373  44 
258,044  98 
45,081  09 
98,825  68 

6<L67i*75 

7,239  90 


$133,184,075  24 


$59,876,546  26 


$29,599,236  84 


$37,080,928  96 
474,253  12 
1,241,309  75 
364,343  79 
295,806  96 


$3,363,574  55 


$5,418  05 


$39,456,642  58 


$3,363,574  55 


$5,418  05 


$1,561,976  09 
5,131,792  36 
1,493,693  05 
3,074,118  52 


$11,261,580  02 


s $1,182,965  15 
7 2,247,888  78 
*4,274,532  88 


$7,705,386  81 


$96,478  23 
9 115,341,800  83 
11,450,449  23 
18,261,054  81 
1,229  29 
5,460,642  14 
18  2,129,181  56 


i«  $11, 137,861  12 
1,053,120  75 
450,521  88 


435,000  00 


$317,276  22 
274,883  36 
55,786  24 


3,094  05 


$152,740,836  09 


$13,076,503  75 


$651,039  87 


$299,345  52 
65,205  48 
40,521  54 
81,750  77 
65,893  82 
9,039  44 
38,129  89 


$599,886  46 


$531,189  80 
47,805  51 
179,676  93 


$758,672  24 


$344,348,520  74 


$76,316,624  56 


$30,255,694  76 


$1,358,558  70 


38,417  90 
249,950  00 
1,318,404  39 
16,159,350  73 
11,964,690  38 
$5,040,389  65 


85, 975, 870  00 


12,163  99 
36,594  34 


$4,816  95 


$10,324,601  40 


$34,771,203  05 


$5,975,870  00  $10,373,359  73 


$4,816  95 


$379,119,723  79 


$82,292,494  56  | $40,629,054  49  I $1,363,375  65 


Note. — The  original  assets  of  the  East  River  Gas  Company  (only  nominally  in  existence,  no  report), 
are  represented  in  the  table  by  securities  held  in  the  construction  account  of  the  New  Amsterdam  Gas 
Company;  the  original  assets  of  the  Equity  Gas  Company  similarly  by  securities  held  among  the  invest- 
ments of  the  Brooklyn  Union  Gas  Company. 

1 Includes  both  bound  and  free  investments.  2 Includes  interest  and  dividends  receivable,  $1,755,- 
404.11.  3 Includes  capital  stock  in  the  following  companies  in  the  following  amounts  (par  value): 

East  River  Gas  Company.  $1,000,000;  Central  Union  Gas  Company,  $3,500,000;  Northern  Union  Gas 
Company,  $740,000;  New  York  Carbide  and  Acetylene  Company,  $7,000,000.  These  items  do  not  appear 
in  the  investment  entries.  4 Includes  gas  sold,  bills  not  rendered,  $632,208.11  and  “gas  on  hand 

at  the  various  works,  January  1,  1911,  7 a.  m.,  $20,828.16.”  5 Includes  $139,200  special  deposit  for 

bond  interest.  6 Gas  and  electric  capital  installed  to  December  31,  1908,  not  separated;  installed 

since  December  31,  1908;  Electric,  $94,511.39;  gas,  $76,860.19.  7 Composed  of  $876,408.26  electric 

and  of  $1,371,480.52  gas  capital.  8 Gas  and  electric  capital  installed  to  December  31,  1908,  not 

separated;  installed  since  December  31,  1908:  Electric,  $160,918.27;  gas,  $111,416.47.  The  fair  value 
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SHEETS,  AS  OF  DECEMBER  31,  1910.  A.  Asset  Side 


Cash 

Other 

current 

assets 

Material 

and 

supplies 

Miscellaneous 

temporary 

debits 

Total  assets 

Other 

investments 

$205,000  00 

$1,185,535  38 
75,384  38 
355,401  75 
232,192  72 
1,350,835  70 
100,155  04 
1,364,986  59 

2 $3,447,016  28 
112,572  38 
163,918  98 
253,346  74 
158,417  84 
117,525  60 
111,350  63 

$985,275  50 
509,648  08 
89,652  00 
293,971  59 
82,635  85 
11,357  39 
70,838  01 

$76,887  42 

$144,928,487  08 
13,497,216  29 
10,587,698  90 
42,708,863  99 
6,086,623  28 
3,841,390  60 
13,966,961  71 

968,257  63 

2,045  57 
17,118  53 

635  72 
15,533  75 

$1,173,257  63 

$4,664,491  56 

$4,364,148  45 

$2,043,378  42 

$112,220  99 

$235,617,241  85 

$512,421  88 

$3,194,981  57 
12,376  33 
46,272  24 
14,334  80 
12,818  96 

$779,434  65 
9,676  42 
513,858  42 
8,922  18 
12,511  99 

$711,972  82 
4,894  54 
6,983  93 
2,978  86 
3,677  74 

4 $739,038  24 
413  73 
1,539  05 
349  56 
383  44 

$46,382,352  67 
501,614  14 
1,809,963  39 
396,347  24 
325,199  09 

$512,421  88 

$3,280,783  90  | $1,324,403  66 

$730,507  89 

$741,724  02 

$49,415,476  53 



$8,053  77 
240,674  94 
11,094  48 
65,939  86 

$27,812  64 
144,873  83 
19,928  72 
43,280  49 

$20,168  18 
39,643  16 
17,707  89 
23,118  00 

$40,559  96 
5 140 , 622  92 
15,983  08 
4,323  81 

$1,658,570  64 
5,697,607  21 
1,558,407  22 
3,210,780  68 

$325,763  05 

$235,895  68 

$100,637  23 

$201,489  77 

$12,125,365  75 

$64,783  26 
28,982  16 
19,393  12 

$68,155  07 
110,945  94 
79,015  60 

$30,442  75 
56,480  69 
26,230  99 

$86,584  29 
21,369  03 
4,593  36 

$1,432,930  52 
2,465,666  60 
4,403,765  95 

$113,158  54 

$258,116  61 

$113,154  43 

$112,546  68 

$8,302,363  07 

$500,000  00 
H8.6,000  02 
2,480  00 
12  18,850  00 

$1,916,314  74 
251,684  01 
253,665  65 
561  21 
111,208  78 
10,232  41 

$450  35 
3,646,238  95 
264,294  42 
792,562  01 
8,647  22 
100,716  99 
15  216,327  09 

$1,405  22 
2,068,486  22 
181,834  35 
694,385  56 
5,758  34 
44,647  99 
26,542  61 

$6,515  93 
1® 2, 163,868  31 
87,910  94 
604,878  79 

$604,849  73 
137,979,036  21 
13,614,462  57 
21,311,381  87 
16,196  06 
5,734,885  29 
5,765,189  46 

7,500  00 
14 2, 888, 239  48 

10,169  39 
56,572  26 

$4,273,069  50 

$2,543,666  80 

$5,029,237  03 

$3,023, 060 '29 

$2,929,915  62 

$185,026,001  19 

$5,958,749  01 

$10,927,863  85 

$11,211,801  43 

$6,010,738  26 

$4,097,897  08 

$490,486,448  39 

$55,618  98 

$17,212  04 

$91,187  91 

$21,704,879  98 
249,950  00 
1,391,701  34 
16,386,947  81 
12,287,690  86 
38,650  44 

13,605  14 
51,562  48 
8,601  49 
232  54 

33,678  23 
29,294  55 
263,037  27 

9,032  64 
49,050  30 
396  61 

$200,000  00 

$61,095  41 
50,965  11 

$200,000  00 

$129,620  63 

$343,222  09 

$112,060  52 

$149,667  46 

$52,059,820  43 

$6,158,794  01 

$11,057,484  48  |$11,555,023  52 

$6,122,798  78 

$4,247,564  54 

$542,546,268  82 

of  the  property  of  this  company  on  Dec.  31,  1910,  as  estimated  in  cases  1224-5,  was  $1,660,000,  whereof 
$860,000  was  assigned  to  gas  plant  and  $800,000  to  electric  plant.  Dividing  the  fixed  capital  of  the  com- 
pany as  reported  in  this  proportion  we  get  $2,214,208  as  the  amount  applicable  to  gas  plant  and  $2,080,32  i 
as  the  amount  applicable  to  electric  plant.  9 Included  in  this  amount  are  securities  of  associated  or 

system  corporations  of  a par  value  of  $6,135/  00.00.  10  Subsequent  to  the  preparation  of  these  tables, 

the  New  York  Edison  Company  has  eliminated  from  its  investment  account  an  item  of  $146,492.50, 
representing  the  actual  money  cost  of  293.54  shares  of  stock  of  the  Edison  Electric  Illuminating 
Company  of  New  York;  the  company  has  deducted  the  par  value  of  the  reacquired  stock  from  its 
capital  stock  outstanding,  and  the  difference,  $117,138.50,  being  the  excess  cost  over  par  value,  has  been 
transferred  to  other  suspense  (in  miscellaneous  temporary  debits),  but  these  changes  have  not  been  made 
in  the  tables.  Mt.  Morris  Electric  Lt.  bonds  amount:ng  to  $2,000  issued  by  a merged  corporation  and 
reacquired  in  1910.  11  Includes  $456.25  bound  investment.  13  Excludes  the  $2,878,239.48  fixed 

capital  of  the  street  railway  department.  14  Includes  $2,878,239.48  fixed  capital  of  the  street  railway 

department.  15  Includes  $47,543.72  current  assets  of  railroad  department  — no  corresponding 

jtem  appears  in  report  for  1909. 
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TABLE  XXXVIII.  1910.  Condensed  balance  sheets  as  of 


Company 


Funded  debt 


UNFUNDED  DEBT 


Bills  and 
accounts  owing 
to  associated 
companies 


Consumers’ 

deposits 


Other  current 
and  accrued 
liabilities 


Gas  Companies 
Consolidated  system 

Consolidated  Gas 

Astoria  Light,  Heat  and  Power . 

Central  Union  Gas 

New  Amsterdam  Gas 

New  York  Mutual  Gas  Light.  . 

Northern  Union  Gas 

Standard  Gas  Light 


12  $1,302 ,100  00 
375,000  00 
3,555,000  00 
19,235,000  00 


$379,583  37  $1,100,761  03  .1  $10,638,802  04 


1.250.000  00 

1.195.000  00 


10,507,301  79 
11,015  39 
1,531,421  82 

’ 23Rl66’ 89 


227,683  52  1 
343,672  34 
182,826  69 
111,557  92 
186,520  21 


Total . 


$26,912,100  00  $12,660,423  26  $2,153,021  71 


Brooklyn  Union  system 

Brooklyn  Union  Gas 

Jamaica  Gas  Light 

Newtown  Gas 

Richmond  Hill  & Queens  County  Gas 
Woodhaven  Gas  Light 


i3$15,003,000  00 


Total . 


$15,003,000  00 


Other  Companies 

Brooklyn  Borough  Gas 

Kings  County  Lighting 

New  York  and  Queens  Gas.  . . . 
New  York  and  Richmond  Gas. 

Total 


$134,716  50 
761,755  76 


122,002  08 


$1,018,474  34 


$996,194  06 
11,966  49 
52,737  39 
11,718  12 
20,543  36 


$1,093,159  42 


$670,050  00 
14  2 , 803 , 000  00  , 
816,000  00 
1,500,000  00  I 


$5,789,050  00 


$38,972  88 
90,913  00 
16,245  85 
13,709  83 


$159,841  56 


Gas-Electric  Companies 

Bronx  Gas  and  Electric 

Flatbush  Gas 

Queens  Borough  Gas  and  Electric . . 

Total 


$638,000  00  i 

190,000  00  $1,117,504  21 
2,033,000  00  


$29,770  58 
45,266  31 
30,228  54 


476,098  78 
274,563  81 
543.672  54 
693,264  36 
103,274  66 
243,575  96 


$12,973,252  15 


$2,632,490  47 
2,543  86 
144,271  41 
1,676  89 
1,866  52 


$2,782,849  15 


$294,844  95 
196,596  58 
52,576  95 
73,103  31 


$617,121  79 


$160,395  87 
567,161  15 
150,214  83 


$2,861,000  00  1$1 , 117 , 504  21  $105,265  43 


Electric  Companies 
Long  Acre  Electric  Light  and  Power 

New  York  Edison 

United  Electric  Light  and  Power.  . . 

Edison  Electric  Illuminating 

Bowery  Bay  Elec.  Lt.  & Pr 

N.  Y.  & Queens  El.  Lt.  & Pr 

Richmond  Light  and  Railroad 


$500, COO  00  $8,050  07 

15  38,738,691  74  j 12 ,801 , 519  26 

4.838.000  00  1,495,783  52 

4.275.000  00  10,324,601  40 


2.350.000  00 

2.200.000  00 


Total . 


$52,901,691  74 


Grand  total,  oper.  Ltg.  Cos. 


$103,466,841  74 


Subway  and  Non-operating 
Companies 

Amsterdam  El.  Lt.  Heat  and  Power. 

Ball  E ectric  Illuminating 

Brush  Electric  Illuminating 

Consolidated  Tel.  & El.  subway.  . . 

Empire  City  subway 

Kings  County  Electric  Light  & Pr. 

Total 


37,117  71 


$24,667,071  96 


$39,463,473  77 


$300,000  00 


16  275,000  00 
17 13,194,000  00 
7,090,000  00 
10,176,000  00 


$31,035,000  00 


Grand  total,  all  companies . 


$134,501,841  74 


$50,420  88 


200,000  00 

247,712  33 


50,967  24 


$549,100  45 


$299,775  25 
75,405  13 
127,235  38 
511  37 
23,811  24 
5,792  50 


$532,530  87 


$4,043,818  99 


$130  00 


$130  00 


$40,012,574  22  j $4, 043, 948 


$877,771  85 


$241,467  88 
2,438,895  68 
1,457,189  49 
523,763  77 
21,292  81 
484,609  46 
e 706,502  48 


$5,873,721  57 


$23,124,716  51 


$197,075  00 
515  87 
5,659  99 
653,501  35 
19  515,007  70 
51,188  0U 


$1,422,947  91 


$24,547,664  42 


1 Includes  bills  payable,  demand  $2,500,000;  time,  $5,000,000.  2 Consists  of  premiums  on  stocks 

$13,843,996.99;  on  bonds,  $107,400;  casualties  and  insurance  reserve,  $571 ,642.79.  3 Includes  “ Genera' 

suspense,”  $11,408.10.  4 Includes  $62,473.94  reported  as  suspense  and  $447,948.19  separately 

reported  as  suspense  with  this  exp'anation:  “ Other  additions  to  surplus,  interest  included!  n 

part  settlement  of  old  disputed  city  bills.”  '’See  footnote  . 0 on  page  38.1.  6 Includes  $64,304  61 

current  liabilities  of  rtilroaa  department — no  corresponding  item  aj  pears  in  report  for  1909.  7 Tnis 

amount  < f stock  was  reacquired  from  stockholders  as  a donation  foi  working  capital  and  has  technically 
created  a “ stock  donation  surplus.”  8 Does  not  include  $95,900  stock  in  treasury  reacquired  from 
stockholders  as  a donation  for  working  capital,  9 The  Consolidated  Gas  haa  alsq  a contingent  liability 
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December  31,  1910.  B.  Liability  side 


Replacements, 
renewals  and 


Other  reserves 


Capital  stock 


Total 

liabilities 

and 

credit 


Surplus 
December  31, 
1910 


Deficit 

December  31, 
1910 


amortization 


$6,509,534  13 
668,193  54 
826,683  25 
2,402,259  20 
515,713  94 
271,188  06 
2,130,966  84 


$13,324,538  96 


$4,313,907  92 
23,082  38 
87,466  73 
22,965  86 
28,214  57 


$4,475,637  46 


$30,684  62 
40,927  78 
24,028  00 


$95,640  40 


$32,059  21 
200,953  94 
105,421  23 


$338,434  38 


$4,977  47 
11,180,375  65 
947,655  69 
599,227  60 


111,865  26 


$12,844,101  67 


$31,078,352  87 


*$14,523,039  78 
65,447  57 
*56,045  78 
81,886  64 
65,893  82 
9,127  84 
38,796  34 


$14,840,237  77 


$886  14 
44,251  09 


$45,137  23 


$5,284  00 


41,461  48 


$46,745  48 


4 $1,954,868  31 
47,805  51 
461,553  72 


1,737  01 
16,540  77 


$2,482,505  32 


$17,414,625  80 


$99,816,500  00 
500,000  00 

3.500.000  00 
21,165,000  00 

3,436,600  00 

1.500.000  00 
9,281,400  00 


$139,199,500  00 


$17,997,000  00 
200,000  00 
60,000  00 
250,000  00 
20,000  00 


$18,527,000  00 


$500,000  00 
2,000,000  00 
600,000  00 
1,500,000  00 


$4,600,000  00 


$486,500  00 
200,000  00 
2,000,000  00 


$2,686,500  00 


$50,000  00 
6 50,183,071  00 
5,318,433  74 
5,000,000  00 
3,500  00 
2,500,000  00 
2,871,750  00 


$65,926,754  74 


$230,939,754  74 


$63,034  78 
186,584  18 
92,176  01 


7 $95,900  00 
4,816  95 


10,542  00 


$500,000  00 
8 154,100  00 
999,000  00 

1.875.000  00 

4.590.000  00 

10,000,000  00 


$341,794  97 


$111,258  95 


$18,118,100  00 


$31,420,147  84 


$17,525,884  75 


18$249,057,854  74 


balances 


* $134,270,320  35 
12,592,041  68 
8,450,991  75 
45,302,912  54 
4,894,298  81 
3,476,249  37 
13,076,259  35 


$10,658,166  73 
905,174  61 
2,136,707  15 


1,192,324  47 
365,141  23 
890,702  36 


$2,594,048  55 


$222,063,073  85 


$16,148,216  55 


$2,594,048  55 


10  $40, 942, 592  45 
372,309  23 
1,106,231  29 
286,360  87 
192,626  53 


$42,900,120  37 


$1,534,552  45 
5,131,437  36 
1,509,736  94 
3,131,064  23 


$11,306,790  98 


$5,439,760  22 
129,304  91 
703,732  10 
109,986  37 
132,572  56 


$6,515,356  16 


$124,018  19 
566,169  85 
48,670  28 
79,716  45 


$818,574  77 


$1,352,009  66 
2,320,885  61 
4,360,326  08 


$8,033,221  35 


$804,495  42 
117,597,196  89 
41 14,180,273  08 
21,311,381  87 
25,304  18 
5,472,022  97 
5,837,703  46 


$165,228,377  87 


$449,531,584  42 


$1,047,495  88 
250,515  87 
1,547,641  72 
16,156,797  86 
12,287,183  71 
20,288,697  24 


$51,578,332  28 


$80,920  86 
144,780  99 
43,439  87 


$269,141  72 


$20,381,839  32 


262,862  32 


$20,644,701  64 


$44,395,990  84 


$230,149  95 
19  507  15 
1,416,182  74 


$1,646,839  84 


$199,645  69 


565,810  51 


9,108  12 


72,514  00 


$847,078  32 


$3,441,126  87 


$1,008,845  44 
565  87 
155,940  38 


$1,165,351  69 


$501,109,916  70 


$46,042,830  68 


$4,606,478  56 


as  guarantor  of  $19,344,000  of  bonds  and  debentures  of  various  associated  companies.  10  Also  a con- 
tingent liability  as  endorser  on  note  of  $500,000  made  by  Flatbush  Gas  Company.  11  Also  a contingent 
liability  as  guarantor  of  $275,000  of  bonds  of  Brush  Electric  Illuminating  Company.  12  Includes  con- 
vertible debentures  of  $41,100  due  July,  1909,  and  unpaid.  13  Includes  $3,000  convertible  debenture 
bonds  matured  March  1,  1909,  unpaid.  14  Includes  $250,000  debenture  bonds  matured  January  1,  1910, 
unpaid.  15  Includes  $572,511.74  real  estate  mortgages  matured  and  unpaid.  See  also  footnote  10,  page 
383.  18  Matured  July  1,  1899,  and  are  unpaid.  17  Includes  $4,088,000  of  various  debenture  bonds 

matured  from  1896  to  1910,  unpaid.  18  Differs  from  total  of  Table  XLI  by  reason  of  inclusion  here  of 
$29,354  par  value  of  bonds  of  a merged  companv  held  in  the  treasury  of  the  New  York  Edison. 
19  Dividends  declared  are  here  deducted  from  the  surplus  and  treated  as  a current  liability. 
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1 For  1910  the  Astoria  company  reported  total  credits  to  their  general  equipment  account  of  $3,193.17,  and  such  credits  applicable  to  “Fixed  Capital,  Dec* 
31,  1908”,  of  $3,715.60.  Adjustment  has  been  made  for  the  excess  shown  by  the  latter  figure,  $522.43,  representing  withdrawals  chargeable  to  capital  Dec.  31» 
1908,  by  including  this  amount  in  credits  to  “ Other  tangible  gas  capital  ” installed  in  1909  and  1910. 
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2 Intangible  gas  capital  — Patent  rights. 
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7 Includes  injuries  during  construction,  $666.80.  8 This  table  excludes  a correcting  entry  to  fixed  capital,  December  31,  1908,  of  $17,772.00. 
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TABLE  XXXIX.  CHANGES  IN  FIXED  CAPITAL 
B.  Electrical  companies  and  electric 


LAND  DEVOTED  TO  ELECTRIC  OPERATIONS 

Intangible 
electric 
capital  — 
organization 

Occup:ed  by 
generating 
stations 

Occupied  by 
outside 
sub-stations 

Other  land 

Electrical  Companies 
Long  Acre  Electric  Light  and  Power 

New  York  Edison 

$444  58 

$36,278  00 
60,378  00 
96,656  00 

$367,029  94 
367,029  94 

$2,679  70 
2,679  70 

444  58 

United  Electric  Light  and  Power 

Edison  Electric  Illuminating 

Installed  1910 

4,102  27 
4,102  27 

24,772  36 
24,772  36 

Kings  County  Electric  Light  and  Power 

Net  increase 

N.  Y.  & Queens  Elec.  Lt.  & Pr 

Installed  1909 

Installed  1910 

4,677  30 
4,677  30 

Net  increase 

Richmond  Light  and  Railroad 

Net  increase 

Total 

Installed  1909 

$444  58 

$36,278  00 
69,157  57 
105,435  57 

Installed  1910 

$391,802  30 
391,802  30 

$2,679  70 
2,679  70 

Net  increase 

444  58 

Gas-Electrical  Companies 
Bronx  Gas  and  Electric  (Electric) 

Installed  1909 

Installed  1910 

Net  increase 

Flatbush  Gas  (Electric) 

Installed  1909 

$2,500  00 
27,418  75 
29,918  75 

Installed  1910 

1 $500  00 
1500  00 

Net  increase 

Queens  Bo.  Gas  & Elec.  (Electric) 

Installed  1909 

Installed  1910 

$21,331  03 

Less  credits 

Net  increase 

21,331  03 

Total 

Installed  1909 

$2,500  00 
27,418  75 

Installed  1910 

$21,331  03 
2L33i  03 

1 $500  00 

Less  credits 

Net  increase 

29,918  75 

1 500  00 

Grand  total 

Installed  1909 

$2,944  58 
27,418  75 

$36,278  00 
69,157  57 

Installed  1910 

$413,133  33 

$3,179  70 

Less  credits . . 

Net  increase 

30,363  33 

105,435  57 

413,133  33 

*3,179  70 

Note. — See  general  note  under  Division  A,  page  387.  The  Bowery  Bay  reports  no  changes  in 
fixed  capital  in  either  1909  or  1910. 

1 “ Franchises.  ” 
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DURING  1909  AND  1910 
departments  of  gas-electrical  companies 


TANGIBLE  ELECTRIC  CAPITAL 


General 

structures 

General 

equipment 

Power  plant 
buildings 

Furnaces, 
boilers,  and 
accessories 

Steam  engines 

Turbo- 

generators 

$706  84 
706  84 

183,673  15 
103,677  44 
287,350  59 

$907  96 
907  96 

$2,166  23 
7,860  48 
10,026  71 

$44,462  96 
42,208  33 
86,671  29 

18,035  95 
18,035  95 

11,966  40 
33,560  41 
45,526  81 

$108,935  44 
104,972  08 
213,907  52 

$402,977  76 
61,121  56 
464,099  32 

17,370  42 
48,639  24 
66,009  66 

9,941  21 
26,218  41 
36,159  62 

44,038  71 
15,442  30 
59,481  01 

1,002  18 
12,118  38 
13,120  56 

103,484  82 
75,520  00 
179,004  82 

691  52 
2,251  54 
2,943  06 

114,837  77 
1,877  94 
116,715  71 

1,953  81 
323  73 
2,277  54 

28  69 
17,230  90 
17,259  59 

8,006  57 
9,386  55 
17,393  12 

1,000  00 

1,000  00 

$19,565  34 
73,730  62 
93,295  96 

$82,471  88 
85,155  29 
167,627  17 

$162,915  36 
147,632  79 
310,548  15 

$288,851  67 
194,274  20 
483,125  87 

$116,791  58 
3,109  63 
119,901  21 

$402,977  76 
61,121  56 
464,099  32 

$10,635  14 
353  12 
10,988  26 

1,386  36 
789  76 
2,176  12 

4,062  44 
1,516  31 

$18,503  17 
296  00 
18,799  17 

9,118  48 
5,885  03 
15,003  51 

11,867  15 
1,064  73 

$6,224  07 

$18,694  00 

6,224  07 

1,001  54 

40.878  34 

41.879  88 

18,694  00 

$400  29 
25  00 

$1,702  77 
445  25 
75  00 
2,073  02 

181  66 

425  29 

5,578  75 

12,931  88 

181  66 

$400  29 
25  00 

$1,702  77 
445  25 
75  00 
2,073  02 

$16,083  94 
2,659  19 

$39,488  80 
7,245  76 

$7,225  61 
41,060  00 

$18,694  00 

425  29 

18,743  13 

46,734  56 

48,285  61 

18,694  00 

$19,965  63 
73,755  62 

$84,174  65 
85,600  54 
75  00 
169,700  19 

$178,999  30 
150,291  98 

$328,340  47 
201,519  96 

$124,017  19 
44,169  63 

2 $421,671  76 
1 61,121  56 

93,721  25 

329,291  28 

529,860  43 

1 168,18682 

482,793  32 

2jThe  United  Electric  controls  Brush  Electric  Illuminating  Company  of  New  York  which  showed 
for  1910  a debit  to  “ Fixed  Capital  Installed  since  December  31,  1908  ” (buildings)  of  $5,740.29, 
and  a credit  of  $14,985.00  for  1909. 

3 Includes  franchises,  $500.00. 
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TABLE  XXXIX.  Changes  in  fixed  capital 
B.  Electrical  companies  and  electric  departments 


TANGIBLE 


Gas 

producers 

and 

accessories 

Electric 

generators 

Accessory 

electric 

power 

equipment 

Miscel- 
laneous 
power  plant 
equipment 

Electrical  Companies 
Long  Acre  Electric  Light  and  Power 

4 $800  11 

$4  05 
194  98 

$637  73 

$573  69 

6 62 

4 793  59 

637  73 

7,375  39 
21  39 
7,396  78 

199  03 

39,567  58 
75,521  67 
115,089  25 

573  69 

8,815  16 
12,998  85 
21,814  01 

New  York  Edison 

United  Electric  Light  and  Power2 

Edison  Electric  Illuminating 

31,518  11 
68,344  53 
99,862  64 

15,223  11 
23,271  53 
38,494  64 

8,774  45 
21,027  80 
29,802  25 

900  67 

7,215  41 
994  27 
8,209  68 

48,085  40 
7,364  09 
55,449  49 

178  18 
168  24 
346  42 

1,488  98 
1,488  98 

Kings  County  Elec.  Light  and  Power 
Installed  1909 

Installed  1910 

Net  increase 

N.  Y.  & Queens  Elec.  Lt.  & Pr. 

Installed  1909 

Installed  1910 

Net  increase 

Richmond  Light  and  Railroad 

Installed  1909 

Installed  1910 

Net  increase 

900  67 

Total 

Installed  1909 

4 $800  11 

$7,375  39 
2,148  10 

$95,987  97 
188,360  51 

$64,294  15 
22,099  14 

Installed  1910 

Less  credits 

6 62 
4 793  59 

Net  increase 

9,523  49 

284,348  48 

86,393  29 

Gas-Electrical  Companies 
Bronx  Gas  and  Electric  (Electric) 

Installed  1909 

$1,179  10 
40  00 
1,219  10 

3.933  30 
1,279  10 
5,212  40 

1,388  12 

2.934  95 

$1,115  47 
815  41 
1,930  88 

Installed  1910 

Net  increase 

Flatbush  Gas  (Electric) 

Installed  1909 

$5  25 
13,209  63 
13,214  88 

7,973  12 

Installed  1910 

959  98 
959  98 

Net  increase 

Queens  Borough  Gas  & Electric  (Electric) 
Installed  1909 

Installed  1910 

Less  credits 

155  00 
7,818  12 

Net  increase 

4,323  07 

Total 

Installed  1909 

$7,978  37 
13,209  63 
155  00 
21,033  00 

$6,500  52 
4,254  05 

$1,115  47 
1,775  39 

Installed  1910 

Less  credits 

Net  increase 

10,754  57 

2,890  86 

Grand  total 

Installed  1909 

4 $800  11 

$15,353  76 
15,357  73 
155  00 
30,556  49 

$102,488  49 
192,614  56 

$65,409  62 
23,874  53 

Installed'  1910 

Less  credits 

6 52 

4 793  59 

Net  increase 

295.103  0) 

89.284  15 

1 

2 The  United  Electric  controls  Brush  Electric  Illuminating  Company  of  New  York  which  showed 
or  1910  a debit  to  “ Fixed  Capital  Installed  since  December  31,  1908  ” (buildings)  of 
5,740.29,  and  a credit  of  $14,985.00  for  1909. 
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during  1909  and  1910 

of  gas-electrical  companies  — Continued 


electric  capital  — Continued 


Sub-station 

buildings 

Sub-station 

equipment 

Poles  and 
fixtures 

Underground 

conduits 

Transmission 

system 

Distribution 

system 

overhead 

$50  67 

50  67 

6,449  66 
40,239  58 
46,689  24 

$102,357  43 
327,621  34 
429,978  77 

2,985  31 
3,592  24 
26 4 80 
6,313  25 

10,886  94 
61,418  17 
72,305  11 

$568,952  44 
898,302  60 
1,467,255  04 

63,136  81 
16,963  10 
Dr.  06 
80,099  97 

77,068  73 
330,679  42 
407,748  15 

$7,668  29 
37,965  92 
45,634  21 

$1,583  00 
355,680  25 
357,263  25 

44,127  28 
2,218  62 

46,345  90 

46,251  32 
77,457  12 
123,708  44 

32,548  81 
32,214  67 
64,763  48 

$118,695  86 
240,401  58 
359,097  44 

33,080  00 
82,463  98 
115,543  98 

201  94 
4,738  68 
4,940  62 

12,639  32 
24,324  05 
36,963  37 

16,752  97 
24,200  87 
40,953  84 

189  46 
1,044  24 
1,233  70 

1,235  72 
1,235  72 

1,834  36 
20,874  54 
22,708  90 

9,784  74 
21,876  27 
31,661  01 

321  73 
15,627  65 
15,949  38 

$116,431  62 
397,370  43 
264  80 
513,537  75 

$721,797  30 
1,270,269  17 
Dr.  06 
1,992,066  53 

$57,159  53 
95,425  70 

$118,695  86 
241,637  30 

$93,795  96 
456,230  53 

$49,686  80 
160,207  48 

152,585  23 

360,333  16 

550,026  49 

209,894  28 

$8,122  18 
11,813  38 
19,935  56 

$4,563  67 
11,760  71 
16,324  38 

8,185  14 
6,857  94 

$1,622  77 
1,553  65 
3,176  42 

10,582  03 
8,372  54 

$8,131  46 
13,857  95 
21,989  41 

$1,770  90 
32  00 

$1,362  01 

$7,753  00 

1,802  90 

1,362  01 

18,954  57 

7,753  00 

15,043  08 

$1,770  90 
32  00 

$1,362  01 

$12,204  80 
9,926  19 

$8,131  46 
13,857  95 

$7,753  00 

$20,870  99 
30,432  03 

1,802  90 

1,362  01 

22,130  99 

21,989  41 

7,753  00 

51,303  02 

$118,202  52 
397,402  43 
264  30 
515,340  65 

$723,159  31 
1,270,269  17 
Dr.  06 
1,993,428  54 

$69,364  33 
105,351  89 

$126,827  32 
255,495  25 

$101,548  96 
456,230  53 

$70,557  79 
190,639  51 

174,716  22 

382,322  57 

557,779  49 

261,197  30 

4 Includes  “ Gas  Engines  ” $506.59,  and  gasoline  motor  $6.52, 
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TABLE  XXXIX.  Changes  in  fixed  capital 
B.  Electrical  companies  and  electric  departments 


TANGIBLE 


distribution  system  — Con- 
cluded 

Line 

transformers 

and 

devices 

Electric 

services 

Edison  tube 

Other 

underground  ( 

Electrical  Companies 
Long  Acre  Electric  Light  and  Power. 

New  York  Edison 

$61,101  17 
164,579  96 
225,681  13 

$291,465  08 
422,323  23 
713,788  31 

120,714  28 
115,766  44 
3,358  04 
233,122  68 

130,984  43 
281,440  90 
412,425  33 

$20,612  61 
52,799  83 
73,412  44 

56,638  46 
77,224  41 

$312,396  82 
526,955  83 
839,352  65 

31,443  29 
37,650  50 
890  72 
68,203  07 

145,306  75 
200,264  07 
345,570  82 

United  Electric  Light  and  Power  2 . 

133,862  87 

17,130  02 
25,489  34 
42,619  36 

Edison  Electric  Illuminating 

1,088  23 
2,477  13 
3,565  36 

Kings  County  Elec.  Lt  and  Pr. 

Net  increase 

N.  Y.  and  Queens  Elec.  Lt.  and  Pr.. 
Installed  1909 

1,062  43 
459  28 
1,521  71 

14,470  85 
23,019  30 
37,490  15 

4,345  06 
14,281  02 
62  97 
18,563  11 

4,711  75 
8,574  57 
13,286  32 

1,138  39 
3,010  73 

Installed  1910 

Net  increase 

Richmond  Light  and  Railroad 

Installed  1909 

Installed  1910 

Less  credits 

Net  increase 

4,149  12 

Total 

Installed  1909 

$62,189  40 
167,057  09 

$544,226  22 
819,989  85 
3,358  04 
i 1,360,858  03 

$113,197  00 
! 192,813  90 
62  97 
305,947  93 

$494,997  00 
776,455  70 
890  72 
1,270,561  98 

Installed  1910 

Less  credits 

Net  increase 

229,246  49 

Gas -Electrical  Companies 
Bronx  Gas  and  Electric  (Electric) 
Installed  1909 

$495  17 
8,516  15 
9,011  32 

5,389  27 
2,653  28 
8,042  55 

6,405  50 
8,061  00 
14,466  50 

Installed  1910 

$659  28 
659  28 

29,376  89 
35,169  08 
64,545  97 

2,783  43 
3,215  80 
5,999  23 

Net  increase 

Flatbush  Gas  (Electric) 

Installed  1909 

$4,255  37 
9,015  98 
13,271  35 

Installed  1910 

Net  increase 

Queens  Bo.  Gas  and  Elec.  (Electric) 
Installed  1909 

Installed  1910 

Net  increase 

Total 

Installed  1909 

Installed  1910 

Net  increase 

' 

! 

' ' ' 

$4,255  37 
9,015  98 
13,271  35 

$12,289  94 
19,230  43 
; 31,520  37 

$32,160  32 
39,044  16 
71,204  48 

Grand  total 

Installed  1909 

Installed  1910 

Less  credits 

Net  increase 

i $62,189  40 
167,057  09 

, 229,246  49 

$548,481  59 
829,005  83 
3,358  04 
\ 1,374,129  38 

$125,486  94 
212,044  33 
62  97 
337,468  30 

$527,157  32 
815,499  86 
890  72 
1,341,766  46 

2 The  United  Electric  controls  Brush  Electric  Illuminating  Company  of  New  York  which 
showed  for  1910  a debit  to  “Fixed  Capital  Installed  since  December  31,  1908”  (buildings)  of 
$5,740.29,  and  a credit  of  $14,985.00  for  1909. 
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during  1909  and  1910 

of  gas-electrical  companies  — Continued 


electric  capital  — ■ Continued 


Electric 

meters 

Electric  meter 
installation 

Municipal 
street  lighting 

Commercial 
arc  lamps 

1 

Glower 

lamps 

Electric  motors 
and  heaters 

$42  38 
42  38 

141,183  21 
347,295  38 
488,478  59 

44,433  66 
86,233  49 

$29,473  99 
80,660  38 
110,134  37 

50,806  43 
19,987  24 
20  00 
70,773  67 

1,730  91 
33,528  40 
35,259  31 

$3,855  56 
8,523  82 
12,379  38 

31  74 

$297  15 
297  15 

$229  74 

130,667  15 

51,106  16 
81,681  81 
132,787  97 

31  74 

2,531  47 
7,243  43 
9,774  90 

229  74 

1,073  18 
662  46 
1,735  64 

$44,009  18 
60,982  37 
104,991  55 

677  33 
10,427  16 
11,104  49 

7,411  92 
10,564  20 
17,976  12 

6,074  23 
15,076  00 

574  70 
750  63 
1,325  33 

494  75 
1,128  73 

21,626  58 
15,888  60 
37,515  18 

114  38 
150  00 
264  38 

330  91 

330  91 

21,150  23 

1,623  48 

$250,251  56 
540,850  88 

$45,078  63 
62,861  73 

$103,637  91 
150,064  62 
20  00 
253,682  53 

$6,533  15 
15,917  25 

$1,633  83 
662  46 

$677  33 
10,724  31 

791,102  44 

107,940  36 

22,450  40 

2,296  29 

11,401  64 

$1,772  64 
2,678  38 
4,451  02 

8,020  12 
15,544  23 
23,564  35 

6,410  83 
20,289  87 
26,700  70 

$4,592  55 
2,165  62 
6,758  17 

2,823  17 
11,083  26 
13,906  43 

$102  00 

102  00 

$16,203  59 
38,512  48 
54,716  07 

$7,415  72 
13,248  88 
20,664  60 

$102  00 

102  00 

$266,455  15 
579,363  36 

$45,078  63 
62,861  73 

$111,053  63 
163,313  50 
20  00 
274,347  13 

$6,635  15 
15,917  25 

$1,633  83 
662  46 

$677  33 
10,724  31 

845,818  51 

107,940  36 

22,552  40 

2,296  29 

11,401  64 
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TABLE  XXXIX.  Changes  in  fixed  capital 
B.  Electrical  companies  and  electric  departments 


TANGIBLE  ELECTRIC 


Electric 
tools  and 
implements 

Electric 

laboratory 

equipment 

Other 

tangible 

electric 

capital 

Engineering 
and  superin- 
tendence 

Electrical  Companies 
Long  Acre  Electric  Light  and  Power 

Installed  1909 

Installed  1910 

$26  56 

Less  credits 

Net  increase 

26  56 

1,022  51 
1,772  82 
2,795  33 

933  95 
111  45 

New  York  Edison 

Installed  1909 

$36,730  91 
25,595  02 
62,325  93 

Installed  1910 

$1,283  45 
1,283  45 

United  Electric  Light  and  Power  2 

Installed  1909 

Installed  1910 

$36,432  18 
1,21  A 85 
35,217  33 

180  00 
353  47 
533  47 

Less  credits 

Net  increase 

1,045  40 

1,265 '80 
1,035 ’46 
2,301  26 

* 

669  74 
88  20 
757  94 

324  28 

Edison  Electric  Illuminating 

Installed  1909 

41,872  10 
69,197  06 
111,069  16 

Installed  1910 

Kings  County  Electric  Light  and  Power. 
Installed  1909 

R?9  Installed  1910 

785  10 
785  10 

411  08 
318  63 
729  71 

^ Net  increase 

N.  Y.  & Queens  Elec.  Lt.  & Pr. 

Installed  1909 

Installed  1910 

232  50 
232  50 

Net  increase 

324  28 

Richmond  Light  and, Railroad 

Installed  1909 

Installed  1910 

Less  credits 

Net  increase 

Total 

Installed  1909 

$4,216  28 
3,034  49 

$411  08 
2,387  18 

$189  00 
37,018  15 
1,21  A 85 
35,983  30 

$78,603  01 
94,792  08 

Installed  1910 

Less  credits 

Net  increase 

7,250  77 

2,798  26 

173,395  09 

Gas-Electrical  Companies 
Bronx  Gas  and  Electric  (Electric) 

Installed  1909 

$135  00 

$1,168  63 
1,176  85 
2,345  48 

Installed  1910 

Net  increase 

135  00 

70  66 
1,165  95 
1,236  61 

Flatbush  Gas  (Electric) 

Installed  1909 

Installed  1910 

Net  increase 

Queens  Borough  Gas  and  Electric  (Electric) 
Installed  1909 

$239  30 

Installed  1910 

27  73 

Less  credits 

Net  increase 

239  30 

27  73 

Total 

Installed  1909 

$239  30 

$205  66 
1,193  68 

$1,168  63 
1,176  85 

Installed  1910 

Less  credits 

Net  increase 

239  30 

1,399  34 

2,345  48 

Grand  total 

Installed  1909 

$4,455  58 
3,034  49 

$616  74 
3,580  86 

$1,348  63 
38,195  00 
1,21  A 85 
38,328  78 

$78,603  01 
94,792  08 

Installed  1910. 

Less  credits 

Net  increase 

7,490  07 

4,197  60 

173,395  09 

3 The  United  Electric  controls  Brush  Electric  Illuminating  Company  of  New  York  which  showed 
for  1910  a debit  to  “ Fixed  Capital  Installed  since  December  31,  1908  ” (buildings)  of  $5,740.29, 
and  a credit  of  $14,985.00ifor  1909. 

8 “ Interest  (received)  during  construction.” 
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during  1909  and  1910 

of  gas-electrical  companies  — Concluded 


capital  — Concluded 


Law  expenditures 
during 
construction 


Miscellaneous 

construction 

expenditures 


Total 

fixed  capital 
installed 
since 

December  31,  1908 


Withdrawals  and 
retirements  of 
fixed  capital 
installed  prior  to 
December  31,  1908 


Net  total 
additions  to 
fixed  capital 
since 

December  31, 
1908 


$897  21  | 
3,047  76 
6 52 
3,938  45 


$500,117  28 
542  38 

s 566; 659  66 


D $496,721  21 


$140  00 

446  00 


$7,660  22 
8,215  20 
15,875  42 


2,427,349  15 
4,138,581  20 
6,565,930  35 


948,283  09 
547,336  19 
1,495,619  28 


5,070,311  07 


204  17 


204  17 


433,721  07 
396,179  67 
5,747  85 
824,152  89 


58,585  52 
142,340  43 


200,925  95 


623,226  94 


5 Cr.22,303  57 
5 Cr.26,823  77 
5 Cr.49 , 127  34 


6,610  19 
6,610  19 


814,197  38 
1,799,443  27 
2,613,640  65 


290,621  32 
363,687  46 
654,308  78 


1,959,331  87 


326,339  55 
124,349  16 
450,688  71 


69,655  00 
13,474  14 
83,129  14 


367,559  57 


e 1 , 705  32 
e 1 , 705  32 


111,885  43 
214,979  22 
326,864  65 


24,881  81 
32,565  77 
57,447  58 


269,417  07 


13,464  29 
50,168  37 
62  97 
63,569  69 


850  00 
7,975  13 


8,825  13 


54,744  56 


Cr.$22 , 163  57 
Cr.25,118  45 


7 Cr.47,282  02 


$7,864  39 
14,825  39 


22,689  78 


$4,127,854  08 
6,726,748  65 
5,817  34 
10,848,785  39 


$1,892,994  02 
1,107,921  50 


3,000,915  52 


$7,847,869  87 


$118  25 
118  25 


$68,044  57 
26,466  82 
94,511  39 

84,069  69 
183,807  04 
267,876  73 

75,709  20 
85,439  07 
230  00 
160,918  27 


$8,607  00 


8,607  00 

4,381  54 
13,543  76 
17,925  30 

4,311  53 
16,128  19 


20,439  72 


$85,904  39 


249,951  43 


» 140,478  55 


$118  25 
' ii825 


$227,823  46 
295,712  93 
230  00 
523,306  39 


$17,300  07 
29,671  95 


46,972  02 


$476,334  37 


Cr.$22, 163  57 
Cr.25,118  45 


7 Cr.47,282  02 


$7,864  39 
14,943  64 


22,808  03 


$4,355,677  54 
7,022,461  58 
6,047  34 
11,372,091  78 


$1,910,294  09 
1,137,593  45 


23,047,887  54 


2 $8, 324, 204  24 


6 Taxes  during  construction,  $68.78;  interest  during  construction,  $1,636.54. 

7 Includes  “Interest  during  construction”  Cr.  $49,127.34,  and  Dr.  $1,636.54,  also  “Taxes 
during  construction,"  $68.78. 

8 Includes  sale  of  franchise  pertaining  to  sound  for  $500,000. 

9 See  note  8 under  Division  A,  page  397. 
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TABLE  XL.  CONSUMERS’ 


DEPOSITS  AT  BEGINNING 
OP  YEAR 

ADDED  DURING  YEAR 

Number 

Amount 

Number 

Amount 

Gas  Companies 
Consolidated  system 

N.  R. 

$1,096,776  67 

86,928 

$491,331  00 

N.  R. 
N.  R. 
N.  R. 
N.  R. 
N.  R. 

213,075  26 
336,111  39 
179,392  08 
99,729  44 
191,387  24 

15,169 

25,542 

17,124 

7,795 

13,501 

86,653  94 
135,643  86 
81,693  00 
43,169  57 
90,932  80 

New  York  Mutual  Gas  Light 

Total 

$2,116,472  08 

166,059 

$929,424  17 

Brooklyn  Union  system 

N.  R. 
N.  R. 
N.  R. 
N.  R. 
N.  R. 

$1,049,527  17 
11,072  29 
44,738  71 
10,585  52 
16,969  00 

68,083 

1,460 

5,889 

1,113 

2,697 

$379,062  00 
6,496  00 
21,618  68 
5,037  00 
11,076  00 

Richmond  Hill  and  Queens  County  Gas . 
Woodhaven  Gas  Light 

Total 

$1,132,892  69 

79,242 

$423,289  68 

Other  Companies 

Brooklyn  Borough  Gas 

4,285 

12,786 

2,667 

7,664 

$33,073  57 
81,720  21 
14,831  92 
13,388  42 

3,094 

9,051 

824 

656 

$22,529  29 
52,802  79 
4,766  00 
4,605  00 

Kings  County  Lighting 

New  York  and  Queens  Gas 

New  York  and  Richmond  Gas1 2 3 4 * 6 

Total 

27,402 

$143,014  12 

13,625 

$84,703  08 

Total,  gas  companies 

$3,392,378  89 

258,926 

$1,437,416  93 

Gas-Electric  Companies 
Bronx  Gas  and  Electric 

4,595 
N.  R. 
N.  R. 
N.  R. 

$26,589  58 
32,252  90 
3,379  60 
23,888  18 

1,568 
N.  R. 
N.  R. 
3,426 

$10,557  84 
20,721  00 
4,255  00 
46,073  53 

Flatbush  Gas  | Electric 

Queens  Borough  Gas  and  Electric 

Total 

$86,110  26 

$81,607  37 

Electric  Companies 
Long  Acre  Electric  Light  and  Power  7 . . . 
New  York  Edison 

‘ i5,406 
5,360 
6,078 
51 
786 
1,503 

$246,165  57 
61,870  13 
85,922  99 
1,180  56 
4,742  50 
18,108  06 

10,223 

4,649 

4,919 

80 

352 

947 

$137,885  00 
37,555  00 
80,520  00 
1,010  29 
2,425  00 
15,876  44 

United  Electric  Light  and  Power  8 

Edison  Electric  Illuminating 

Bowery  Bay  Electric  Light  and  Power . . 
Richmond  Light  and  Railroad 

N.  Y.  & Queens  El.  Lt.  & Pr 

Total 

29,184 

$417,989  81 

21,170 

$275,271  73 

Grand  total,  all  companies 

$3,896,478  96 

$1,794,296  03 

1 Amount  applied  to  uncollectible  bills  is  combined  with  refunds  by  credits  to  consumers 
accounts. 

2 Gas  sold  to  Consolidated  Gas  Company.  Has  no  commercial  consumers. 

3 Refunds  by  credits  to  consumers’  accounts  are  combined  with  refunds  by  credits  to  cash. 

4 The  figures  for  the  three  classes  of  credits  combined  are  given  under  refunds  by  credits  to 

consumers’  accounts. 

B Refunds  by  credits  to  cash  are  combined  with  amount  applied  to  uncollectible  bills. 
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DEPOSITS,  1910 


REFUNDED  BY  CREDITS  TO 
CASH 

REFUNDED  BY  CREDITS  TO 
consumer’s  ACCOUNTS 

APPLIED  TO  UNCOLLECTIBLE 
BILLS 

Number 

Amount 

Number 

Amount 

Number 

Amount 

73,483 

$410,207  39 

1 9,267 

1 $77,139  25 

iN.  S. 

i]N.  S. 

11,275 
20,733 
13,783 
4,321 
* 12,743 

60,478  21 
110,502  77 
68,334  00 
26,127  23 
87,362  81 

1 N.  S. 

1 4,054 
N.  R. 

1,117 
3 N.  S. 

1 N.  S. 

1 17,580  14 
iN.  S. 
5,213  86 
8,437  02 

12,989 
iN.  S. 

N.  R. 

1 $11,567  47 
1 N.  S. 
19,924  39 

136,338 

$763,012  41 

17,427 

$119,937  74 

$9,924  39 

3 N.  S. 

3 N.  S. 
*N.  S. 
*732 
* 1,565 

$371,054  26 
*N.  S. 

3 N.  S. 

3 3,904  40 
3 7,501  64 

3 71,448 
3 1,070 
3 2,098 
3 N.  S. 

3 N.  S. 

$61,340  85 
3 5,601  80 
3 13,620  00 
3 N.  S. 

3 N.  S. 

N.  R. 
N.  R. 
N.  R. 
N.  R. 

N.  R. 
N.  R. 
N.  R. 
N.  R. 

2,297 

$382,460  30 

74,616 

$80,562  65 

4 N.  S. 

* N.  S. 

410 

485 

< N.  S. 

5 N.  S. 
$2,909  32 
4,283  59  , 

4 2, 129 
5,780 
35 
122 

4 $16,629  98 
35,165  00 
112  75 
3 N.  S. 

4 N.  S. 

5 1,412 
54 

4 N.  S. 

3 $8,445  00 
330  00 

895 

$7,192  91 

8,066 

$51,907  73 

1,466 

$8,775  00 

139,530 

$1,152,665  62 

100,109 

1 

$252,408  12 

$.18,699  39 

917 

N.  R. 

N.  R. 

N.  R. 

$6,394  00 
9,277  84 
1,295  00 
4N.  S. 

174 

N.  R. 

N.  R. 

N.  R. 

1 $982  84 

1 N.  R. 

3 N.  R. 

4 N.  S. 

N.  R. 
1 N.  R. 

N.  R. 

$4,035  19 
734  16 
4 39,733  17 

$16,966  84 

$44,502  52 

4,399 

1,812 

1,599 

7 

*254 

344 

$78,108  29 
20,662  00 
31,459  90 
32  44 
* 1,375  00 
8,638  96 

1,017 

239 

351 

91 

3 N.  S. 

1 183 

$6,167  03 
883  00 
6,992  27 
1,647  04 
3 N.  S. 

1 1,534  30 

228 

52 

$2,475  00 
755  44 

N.  R. 
iN.  S. 

N.  R. 

iN.  S. 

8,415 

$140,276  59 

1,881 

$17,223  64 

*$1,309,909  05 

9 $314, 134  28 

* Number  of  deposits  estimated. 

7 No  consumers’  deposits. 

8 Controls  Brush  Electric  Illuminating  Company  (non-operating)  which  reports  sixte  en 
depositors  and  deposits  amounting  to  $130. 

9 Totals  by  method  of  refund  are  affected  by  the  frequency  of  combined  entries. 
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TABLE  XL.  Consumers’ 


i 

BALANCE  AT  CLOSE  OF  YEAR 

Interest 

accrued 

and 

charged 
to  income 

Interest 
paid  during 
year 

Number 

Amount 

Gas  Companies 
Consolidated  system 

N.  R. 

$1,100,761  03 

$70,205  01 

$49,299  06 

N.  R. 
N.  R. 
N.  R. 
N.  R. 
N.  R. 



227,683  52 
343,672  34  ! 
182,826  69 
111,557  92 
186,520  21 

8,293  67 
10,330  96 
5,644  31 
2,807  48 
9,463  53 

6,540  71 
10,330  96 
5,644  31 
2,807  48 
9,463  53 

$2,153,021  71 

$106,744  96 

$84,086  05 

Brooklyn  Union  system 

N.  R. 
N.  R. 
N.  R. 
N.  R. 
N.  R. 

$996,194  06 
11,966  49 
52,737  39 
11,718  12 
20,543  36 

$61,179  77 
549  71 
900  48 
480  78 
624  00 

$63,396  90 
549  71 
900  48 
480  78 
624  00 

Richmond  Hill  & Queens  County  Gas. 
Woodhaven  Gas  Light 

Total  . , 

$1,093,159  42 

$63,734  74 

$65,951  87 

Other  Companies 

Brooklyn  Borough  Gas 

5,250 

14,645 

2,992 

7,713 

$38,972  88 
90,913  00 
16,245  85 
13,709  83 

$1,160  91 
5,483  38 
816  00 
821  31 

$1,160  91 
4,585  27 
329  83 
368  19 

Kings  County  Lighting 

New  York  and  Queens  Gas 

New  York  and  Richmond  Gas 

Total 

30,600 

| $159,841  56 

1 $8,281  60 

$6,444  20 

Totaf  gas  companies 

$3,406,022  69 

$178,761  30 

$156,482  12 

Gas-Electric  Companies 
Bronx  Gas  and  Electric 

5,072 
N.  R. 
N.  R. 
N.  R. 

$29,770  58 
39,660  87 
5,605  44 
13  30,228  54 

io  $489  25 
990  18 
117  74 
13  318  86 

$489  25 
990  18 
117  74 
217  69 

TM  » a'U L /-'I  1 Gas 

Flatbush  Gas  { Electric 

Queens  Borough  Gas  and  Electric 
Total 

$105,265  43 

$1,916  03 

$1,814  86 

Electric  Companies 
Long  Acre  Elec.  Light  and  Power 6 . . . 
New  York  Edison 

’ 20, 21.3 
7,730 
8,995 
33 
884 
1,923 

$299,775  25 
75,405  13 
127,235  38 
511  37 
5,792  50 
23,811  24 

$7,997  78 
1,792  31 
1,901  89 

16 

$7,997  78 
1,792  31 
1,901  89 

United  Electric  Light  and  Power  1 ... . 
Edison  Electric  Illuminating 

Bowery  Bay  Electric  Light  and  Power 
Richmond  Light  and  Railroad 

65  97 
1,290  00 

65  97 
510  27 

New  York  and  Queens  El.  Lt.  & Pr.  . . 
Total 

39,778 

$532,530  87 

$13,047  95 

$12,268  22 

Grand  total  all  companies 

$4,043,818  99 

$193,725  28 

$170,565  20 

2 Gas  sold  to  Consolidated  Gas  Company.  Has  no  commercial  consumers. 

6 No  consumers’  deposits. 

7 Controls  Brush  Electric  Illuminating  Company  (non-operating)  which  reports  sixteen  deposits 
amounting  to  $130. 

8 Reported  “ Conditions  govern.” 

9 For  a tent  colony. 

10  Does  not  accrue  interest  on  consumers’  deposits;  thei  ncome  account  is  charged  when  interest 
is  paid. 
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Deposits,  1910  — Concluded 


SERVICE  DISCONTINUED  BY  DEPOSITORS  WHOSE 
DEPOSITS  WERE  NOT  WITHDRAWN 

AMOUNT  REQUIRED  AS  A DEPOSIT 

Number 

Amount 
of  such 
deposits 

Applied 
to  unpaid 
accounts 

Usual 

Maximum 

Minimum 

N.  R. 

N.  R. 

N.  R. 

$5  00 

$50  00 

$2  00 

N.  R. 
N.  R. 
N.  R. 
N.  R. 
N.  R. 

$72,045  68 
N.  R. 

N.  R. 

N.  R. 

N.  R. 

$11,567  47 
N.  R. 

N.  R. 

N.  R. 

N.  R. 

3 00  or  5 00 
5 00 

5 00 

6 00 
5 00 

100  00 
100  00 

8 

100  00 
100  00 

2 00 
2 00 

2 50 

3 00 
5 00 

N.  R. 
N.  R. 
N.  R. 
N.  R. 
N.  R. 

N.  R. 
N.  R. 
N.  R. 
N.  R. 
N.  R. 

N.  R. 
N.  R. 
N.  R. 
N.  R. 
N.  R. 

$5  00 
5 00 
5 00 
5 00 
5 00 

$50  00 
50  00 
50  00 
50  00 
50  00 

$3  00 
3 00 
3 00 
3 00 
3 00 

N.  R. 
1,454 
89 

N.  R. 

N.  R. 
$8,725  00 
520  00 
N.  R. 

N.  R. 
$7,750  00 
442  75 
N.  R. 

$10  00 
5 00 
5 00 
5 00 

9 $200  00 
50  00 
75  00 
40  00 

$3  00 
5 00 
1 50 
5 00 

1 

161 

N.  R. 

N.  R. 

N .R. 

$826  28 
N.  R. 

N.  R. 

N.  R. 

$826  28 
N.  R. 

N.  R. 

N.  R. 

$5  00 
5 00 
5 00 
20  00 

11 

$50  00 
50  00 
300  00 

$5  00 
3 00 
3 00 
5 00 

| 

N.  R. 

197 

N.  R. 

N.  R. 
$2,945  00 
N.  R. 

N.  R. 
$2,685  00 
N.  R. 

12 

“ varies  ” 

14 

$300  00 
“ varies  ” 

14 

$5  00 
“ varies  ” 

5 00 

N.  R. 

5 00 
5 00 

N.  R. 

$5  00 
5 00  to  10  00 

N.  R. 

“ none  ” 
“ none  ” 

159 

1,962  50 

1,376  18 

1 

i 

11  Dependent  entirely  upon  the  size  and  character  of  place  supplied. 

12  An  amount  approximating  two  months’  bill. 

18  “ The  consumers’  Deposit  Account  is  carried  in  special  fund  deposited  in  bank  on  which  interest 
is  allowed.  In  1910  the  interest  allowed  by  bank  amounted  to  $318.86  and  the  interest  paid  to 
consumers  amounted  to  $217.69.  The  balance  of  $101.17  remains  in  bank  to  credit  of  the 
account,  and  same  is  included  in”  Balance  at  close  of  year. 

14  Varies  from  $5.00  for  apartments  and  $10.00  for  business  places  to  estimated  use  of  total 
equipment  for  two  months. 

15  The  company  does  not  take  any  account  of  interest  on  its  books. 
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TABLE  XLI.  SECURITIES  ISSUED  (CAPITALIZATION 

A.  Stocks  and 


Company  and  Designation 
of  Issue. 


Date  of 
issue 


Gas  Companies 
Consolidated  system 
Consolidated  Gas: 

Common  stock 

Astoria  Light,  Heat  and  Power: 

Common  stock 

Central  Union  Gas 

New  Amsterdam  Gas 

Common  stock 

Preferred  stock 

New  York  Mutual  Gas  Light.  . . 
Northern  Union  Gas: 

Common  stock 

Standard  Gas  Light 

Common  stock 

Preferred 


Jan. 


Dec. 

Sept. 


1899 

1897 


1898 

1898 

1882 

1897 


System  total. 


Brooklyn  Union  system  4 
Brooklyn  Union  Gas: 

Common  stock 

Jamaica  Gas  Light: 

Common  stock 

Richmond  Hill  & Queens  Co.  Gas  Light: 

Common  stock 

Newtown  Gas: 

Common  stock 

Woodhaven  Gas  Light: 

Common  stock 


1895-1908-9 
Oct.  1856 
Dec.  1896 
Nov.  1895 
Jan.  1872 


System  total  64 

Other  Companies 
Brooklyn  Borough  Gas: 

Common  capital  stock 

Kings  County  Lighting: 

Common  stock 

New  York  and  Queens  Gas: 

Common  stock 

New  York  and  Richmond  Gas: 
Common  stock 

Total  — other  companies 

Grand  total  — gas  companies 

Gas-Electric  Companies 
Bronx  Gas  and  Electric: 

Common  stock 

Flatbush  Gas: 

Common  stock 

Queens  Borough  Gas  and  Electric: 
Common  stock 


Mar.  1898 
June  1904 
Aug.  1904 
July  1901 


Jan.  1895 
to  May  1905 

Aug.,  1867 

July,  1902 


Total  — gas-electric  companies. . 


Electrical  Companies 
Long  Acre  Electric  Light  and  Power: 

Common  stock 

New  York  Edison 

New  York  Edison  (common) 

New  York  Edison  (common) 

New  York  Edison  (common) 

Edison  Electric  Illuminating  of  N.  Y.23 


Mar., 


May, 

June, 

Dec., 


1906 


1901 

1910 

1910 


Number  of  Shares 


Authorized 


Issued 


,000,000 

5,000 

35,000 

230.000 

130.000 

100.000 

35.000 

15.000 

100,000 

50.000 
50,000 


200,000 

2,000 

10,000 

600 

200 


5.000 

20,000 

6.000 

15,000 


998,165 

5,000 

35.000 

211.650 

121.650 

90.000 

35.000 

15.000 

92.957 

50.000 

42.957 


179,997 

2,000 

10,000 

600 

200 


5.000 

20,000 

6.000 

15,000 


5.000 

4.000 

20,000 


4,865 

4,000 

20,000 


500 


452,000 

43,120 

10,374 


500 


450,510 
43  120 
7,904 


Total 
amount 
issued,  par 
value  of 


199,816,500  00 

500,000  00 

3.500.000  00 

21.165.000  00 

12.165.000  00 

9.000. 000  00 
3,500  000  00 

1.500.000  00 

9.295.700  00 

5.000. 000  00 

4.295.700  00 


$139,277,200  00 


$17,997,000  00 
200,000  00 
250,000  00 
60,000  00 
20,000  00 
$18,527,000  00 


$500,000  00 
2,000,000  00 
600,000  00 

1.500.000  00 

4.600.000  00 
$162,404,200  00 


$486,500  00 

200,000  00 
2,000,000  00 
$2,686,500  00 


$50,000  00 
50,183  071  00 
45,051,000  00 
4,312,000  00 
790,400  00 
29,671  00 


For  footnotes 
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AS  OF  DECEMBER  31,  1910 
total  capitalization 


CAPITAL  STOCK 

DIVIDENDS  DECLARED 
DURING  YEAR 

Number 

of 

stock- 

holders 

Cash  realized 
on  amount 
issued 

Par  value  of 
amount  held 
by  or  on 
behalf  of 
company 

Par  value  of 
net  amount 
outstanding 
Dec.  31,  1910 

Rate 
per  cent 

Amount 

Total  stocks 
and  bonds 

$39, 198,018  23 

500,000  00 
1 

$99,816,500  00 

500,000  00 
3,500,000  00 

21.165.000  00 

12.165.000  00 
9,000,000  00 
3,436,600  00 

4* 

$4,491,632  50 

5,209 

10 

$101,118,600  00 

875,000  00 
7,055,000  00 
40,400,000  00 

8 

30 

2 

2 

3,500,000  00 

$63,400  00 

7 

240,562  00 

3,143 

3,436,600  00 

1 

1,500,000  00 
9,281,400  00 

4.985.700  00 

4.295.700  00 

7 

2,750,000  00 
10,476,400  00 

14,800  00 
14,300  00 

357.742  00 
100,000  00 

257.742  00 

140 

2 

2 

1 

6 

$43,198,018  23 

$77,700  00 

$139,199,500  00 

$5,089,936  50 

cc  111  Ann  nn 

#IOO,lli,OwU  uu 

5 

N.  R. 

$17,997,000  00 
200,000  00 

21  7* 

$1,349,775  00 

1,593 

5 

$33,000,000  00 
200,000  00 
250,000  00 
60,000  00 
20,000  00 

N.  R. 

250,000  00 

5 

N.  R. 

60,000  00 

5 

N.  R. 

20,000  00 

5 

$18,527,000  00 

$1,349,775  00 

$33,530,000  00 

6 

$500,000  00 
2,000,000  00 

82 

$1,170,050  00 

4.803.000  00 

1.416.000  00 
3,000,000  00 

7 

6 

$120,000  00 

3 

8 

600,000  00 
1,500,000  00 

19 

» $100,000  00 

3 

45,000  00 

90 

$100,000  00 

$4,600,000  00 

$165,000  00 

$10,389,050  00 

$77,700  00 

$162,326,500  00 

$6,604,711  50 

$210,030,650  00 

10 

$486,500  00 

200,000  00 
2,0(0,000  00 

5 

$24,325  00 

21 

$1,124,500  00 

390,000  00 
4,033,000  00 

N.  R. 

8 

11 

9 

$2,686,500  00 

$24,325  00 

$5,547,500  00 

1 

12 

$50,000  00 
50,153,717  00 
45,051,000  00 
4,312,000  00 
790,400  00 
20  317  00 

9 

$550,000  00 
88,892,408  74 

$ 29,354,00 

$2,897,100  00 
2,703,060  00 
194,040  00 

18 

N.  R. 

$4,312,000  00 
790,400  00 

a 

2241 

29,354  66 

1 

see  pages  412-413. 
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TABLE  XLI.  Securities  issued  (capitalization) 
A.  Stocks  and  total 


Number 

of  Shar  es 

Company  and  Designation 

Date  of 

of  Issue. 

issue 

Total 

Authorized 

Issued 

_ amount 
issued,  par 

value  of 

Electrical  Companies  — Concluded 

$5,846,600  00 
3,697,100  00 
1,649,500  00 

1887-1894 

40,000 

36,971 

16,495 

1887-1894 

20,000 

Edison  Electric  Illuminating: 

1889-1899 

50,000 

50,000 

5,000,000  00 

Bowery  Bay  Electric  Light  and  Power: 

Common  stock 

1897 

100 

35 

3,500  00 

2.500.000  00 

1.250.000  00 
1,250,000  00 

N.  Y.  and  Queens  Elec.  Lt.  and  Power. . 

Common  stock 

Aug.,  1900 
Aug.,  1910 

12,500 

12,500 

12,500 

12,500 

Preferred  stock 

Richmond  Light  and  Railroad: 

Common  stock. . . . 

Aug.,  1902 

30,000 

30,000 

3,000  000  00 
$66,083,171  00 

Total  — electrical  companies .... 

1 

Subway  and  Non-Operating 

Companies 

Amsterdam  Elec.  Lt.,  Ht.  and  Power: 

Common  stock 

1897 

5,000 

5,000 

$500,000  00 

Ball  Electric  Illuminating: 

Common  stock 

1886 

.2,500 

2,500 

250,000  00 

Brush  Electric  Illuminating: 

Common  stock 

1881 

10,000 

9,990 

999,000  00 

Consolidated  Tel.  and  Elec.  Subway: 

Common  stock 

1887-1890 

30,000 

18,750 

1,875,000  00 

Empire  City  Subway  Co: 

Common  stock < 

July,  1890- 
1908 

50,000 

45,190 

4,590,000  00 

Kings  County  Elec.  Light  and  Pr . . f 
Common  stock \ 

Oct.,  1897  to 
Mar.  1907 

} 109,000 

109,000 

10,000  000  00 

Total  — Subway  and  non-oper- 

a -fi  to  or  pnTTinQTUPQ 

$18,214,000  00 

rirflTuI  f nfol 

1 

$249,387,871  00 

1 

1 “ All  the  respondent’s  capital  stock  was  issued  directly  for  its  plant  and  property.” 

2 All  issued  directly  for  plant  and  property  and  for  securities  of  other  companies. 

A dividend  of  4 per  cent  payable  January  10,  1911,  made  the  rate  declared  in  1910,  7 per  cent.Jwhile 
the  rate  paid  amounted  to  6 per  cent. 

3 “ A large  portion  of  the  respondent’s  capital  stock  was  issued  directly  for  its  plant  and  property.” 

4 The  Flatbush  Gas  Company  is  included  with  gas-electrical  companies. 

5 $15,000,000  issued  for  property;  $2,997,090  issued  in  exchange  for  that  amount  of  6 per  cent  convert- 
ible debentures,  from  which  this  company  realized  the  sum  of  $2,997,000. 

8  “ All  issued  for  property  purchased.” 

7 The  capital  stock  of  this  company  was  issued  in  part  payment  for  the  capital  stock  of  the  Kings  County 
Gas  and  Illuminating  Company.  The  remainder  of  the  consideration  paid  by  the  company  was  the  bonds 
given  in  the  funded  debt  statement. 

8 Entire  amount  issued  for  property. 

9 “ Balance  issued  on  account  part  payment  of  entire  plant  and  property.” 

10  “ Issued  for  cash,  property,  and  services.” 
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as  of  December  31,  1910  — Concluded 
capitalization  — Concluded 


CAPITAL  STOCK 


Cash  realized 
on  amount 
issued 


$4, 055,000  00 
3,500  00 
15’  * 

15 

16 


N.  R. 

13 

13 

$40,000  00 

4,590,000  00 
8,160,542  00 


Par  value  of 
amount  held 
by  or  on 
behalf  of 
company 


$28,166  26 
20,904  29 
7,261  97 


" 128,250  00 


$185,770  26 


19$95,900  00 


$95,900  00 


$359,370  26 


Par  value  of 
net  amount 
outstanding 
Dec.  31,  1910 


$5,818,433  74 
3,676,195  71 
1,642,238  03 

5,000,000  00 

3,500  00 

2.500.000  00 

1.250.000  00 
1,250,000  00 

2,871,750  00 


$65,897,400  74 


$500,000  00 
154,100  00 
999,000  00 

1.875.000  00 

4.590.000  00 

10,000,000  00 


$18,118,100  00 


20$249,028,500  74 


DIVIDENDS  DECLARED 
DURING  YEAR 


Rate 
per  cent 


Amount 


$62,500  00 
’ 62  ,’500 '66 


$2,959,600  00 


is  $263,580  00 
800,000  00 


$1,063,580  00 


$10,652,216  50 


Number 

of 

stock- 

holders 


32 


5 

170 


64 


N.  R. 
18 
11 
16 

7 

618 


Total  stocks 
and  bonds 


$10,156,433  74 


9.275.000  00 

3,500  00 

4.850.000  00 


5,071,750  00 


$118,799,092  48 


$800,000  00 
154; 100  00 
1,274,000  00 

15.069.000  00 

11.680.000  00 
20,176,000  00 


$49,153,100  00 


$383,530,342  48 


n “$1,000  issued  for  cash;  the  balance  of  $1,999,000  issued  for  property  of  underlying  companies,  includ- 
ing franchise  rights  and  capital  stock.” 

12  “ Part  of  purchase  price  of  electrical  franchise  granted  by  Common  Council  of  the  City  of  New  York 
June  13,  1887,  to  American  Electrical  Manufacturing  Company.” 

13  “ The  stock  of  the  respondent  was  sold  for  property  and  cash.” 

14  “ Issued  for  Edison  license  rights,  $945,000.” 

16  “ $90,000  realized  from  stock  and  certain  bonds;  balance  of  stock  issued  for  property.” 

16  “ Exchanged  for  sundry  assets  in  general  takeover.” 

17  Unencumbered,  $500;  pledged  to  H.  H.  Rogers  estate,  $127,750. 

18  Paid  out  of  1909  earnings;  6 per  cent  on  $4,393,000  common  stock. 

19  Stock  donated  for  working  capital. 

20  Excludes  $29,354  par  value  of  stock  of  Edison  Electric  Illuminating  Company  of  New  York  (merged 
with  New  York  Edison  Company)  which  is  treated  as  an  investment  on  the  balance  sheet. 

21  Seven  and  one-half  per  cent  was  declared  but  only  6 per  cent  was  paid.  “ This  was  owing  to  change 
made  in  paying  dividends  quarterly  instead  of  semi-annually.  Dividend  No.  39  was  declared  in  1910 
but  not  payable  until  1911.” 

22  The  stock  issued  on  June  11,  1910  participated  in  three  dividends  of  1|  per  cent  each. 

23  “ The  consolidation  agreement  of  May  1,  1901,  provides  that  the  stock  of  the  Edison  Electric  Illu- 
minating Company  of  New  York  may  be  exchanged  for  stock  of  the  New  York  Edison  Company  on  the 
basis  of  five  shares  of  the  latter  for  one  share  of  the  former,  and  there  is  also  payable  on  the  shares  of  the 
Edison  Electric  Illuminating  Company  of  New  York  a proportion  of  the  surplus  of  that  company  at  the 
rate  of  $31.1532  per  share.” 
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TABLE  XLI.  Securities  issued  (capitalization 

B.  Funded 


Company  and  Designation  of  Issue 


Issue 


Gas  Companies 
Consolidated  System 

Consolidated  Gas 

Debenture  bonds 

Convertible  debentures 

Real  estate  bond  and  mortgage 

Astoria  Light,  Heat  and  Power 

First  mtg.  bonds 

Central  Union  Gas 

First  mtg.  bonds 

Purchase-money  mtg 

Purchase-money  mtg 

Purchase-money  mtg 

Purchase-money  mtg 

New  Amsterdam  Gas 

Equitable  Gas  Light  Co,  first  con.  mtg 

N.  Y.  and  East  River  Gas  Co.,  first  mtg. . . . 
N.  Y.  and  East  River  Gas  Co.,  first  con.  mtg 
New  Amsterdam  Gas  Co.,  first  con.  mtg.  . . 

Equit.  Gas  Lt.  Co.,  purchase-money  mtg 

New  York  Mutual  Gas  Light: 

Northern  Union  Gas 

First  mortgage 

Real  estate  mortgage 

Standard  Gas  Light: 

First  mortgage 


May, 

July, 


Feb., 


Aug., 

May, 

May, 

Sept., 

Sept., 


1892 

1894 

1895 
1898 
1897 


Nov. 

Sept. 

May 


System  total 


Brooklyn  Union  system 29 

Brooklyn  Union  Gas 

First  consolidated  mortgage  bonds 

Six  per  cent  convertible  debentures 

Union  Gas  Light  Co.,  con.  mtge.  bonds..  . . 
Citizens’  Gas  Light  Co.,  con.  mtge.  bonds. 

Jamaica  Gas  Light 

Richmond  Hill  and  Queens 

County  Gas  Light 

Newtown  Gas 

Woodhaven  Gas  Light 


Sept. 

Mar. 

Jan. 

Feb. 


System  total 27 


0 her  Companies 

Brooklyn  Borough  Gas 

First  mortgage  bonds 

General  mortgage  bonds 

Purchase  money  mortgages 

Purchase  money  mortgages 

Kings  County  Lighting 

Kings  County  Gas  and  Illuminating  Co . . . 

Kings  County  Lighting  Co 

Kings  County  Gas  and  Illuminating  Co ...  . 
New  York  and  Queens  Gas 

First  mortgage  bonds 

New  York  and  Richmond  Gas 

First  mortgage  5 per  cent  gold  bonds 


Mar. 

June 

Feb. 

Dec. 


Oct. 

July 

Jan. 

Aug. 


Total  — other  companies. 
Grand  total  — gas  companies. . . 


date  of  — 


Maturity 


Interest 
rate  per 
annum 
(per 
cent) 


Dates  when 
interest  due 


1888  May,  1913 

1904  July,  1909 


5 May  and  Nov. 

6 Jan.  and  July 

6 May  and  Nov. 


1899 


Feb.,  1949 


5 Aug.  and  Feb. 


1897 

Aug., 

1927 

1901 

Dec., 

1913 

1904 

Nov., 

1913 

1910 

Oct., 

1910 

1910 

Oct., 

1910 

5 

5 

5 

5 

5 


Jan.  and  July 
June  and  Dec. 
May  and  Nov. 


1932 

1944 

1945 
1948 

Indefinite 


5 

5 

5 

5 

4J 


Mar.  and  Sept 
Jan.  and  July 
Jan.  and  July 
Jan.  and  July 
Feb.  and  Aug. 


1897  Nov.  1927 

1907  Sept.  191 130 


5 May  and  Nov. 

6 Mar.  and  Sept. 


1890 


May 


1895  May 
1904  Mar. 
1890  Jan. 
1890  I Feb. 


1898 

1905 

1906 
1906 


Mar. 

June 

Feb. 

Dec. 


1890 

1904 

1900 


Oct. 

July 

Jan. 


1930 


5 May  and  Nov. 


1945  5 

1909  6 

1920  5 

1940  5 


May  and  Nov. 
Mar.  and  Sept. 
Jan.  and  July 
Feb.  and  Aug. 


1938 

1945 

1909 

1909 


5 

5 

6 

5* 


Mar.  and  Sept 
June  and  Dec 
Feb.  and  Aug 
June  and  Dec 


1940  5 

1954  5 

1910  5 


April  and  Oct. 
Jan.  and  July 
Jan.  and  July 


1904 


Aug. 


1934 


5 Feb.  and  Aug. 


1901 


1921 


5 May  and  Nov. 


For  footnotes 
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as  of  December  31,  1910  — Continued 
Debt 


Par  value  of 
authorized 
issue 

Par  value  of 
actual  issue 

Cash  realized 
on  actual  issue 

Par  value 
of  amount 
redeemed, 
retired, 
cancelled  or 
nullified 

Par  value  of 
amount  held , 
by  or  on 
behalf  of 
company 

Par  value  of 
net  amount 
outstanding 
Dec.  31,  1910 

$33,000,000  00 
$3,000,000  00 
20,000,000  00 

$21,382,600  00 

1.500.000  00 
19,857,600  00 

25.000  00 

375.000  00 
3,564,500  00 

3.500.000  00 

20.000  00 
35,000  00 

3,500  00 
6,000  00 

19.235.000  00 
3,500,000  00 

3.500.000  00 

1.500.000  00 

10.635.000  00 

100.000  00 

1.370.000  00 

1.250.000  00 
120,000  00 

1.500.000  00 

$20,080,600  00 
264,000  00 
19,816,500  00 

$1,302,100  00 

1.236.000  00 
41,100  00 

25.000  00 

375,000  00 

3.555.000  00 

3.500.000  00 

20.000  00 
35,000  00 

$1,607,400  00 
19,857,600  00 
N R 

500.000  00 
3,56^,500  00 
3,500,000  00 

20,000  00 
35,000  00 
3,500  00 
6,000  00 
32,600,000  00 

4.000. 000  00 

3.500.000  00 

5.000. 000  00 
20,000,000  00 

100.000  00 

1.620.000  00 
1,500,000  00 

120,000  00 

1,500,000  00 

9,500  00 

270.000  00 

220.000  00 
35,000  00 

3,500  00 
6,000  00 

3,500  00 
6,000  00 

$865,000  00 

19.285.000  00 
3,500,000  00 

3.500.000  00 

1.500.000  00 

10.635.000  00 
100,000  00 

1,250  000  00 
1,250  000  00 

N R 
N R 
N R 
3 

N R 

31865,000  00 

120,000  00 

1 

120,000  00 
215,000  00 

490,000  00 

1,195,000  00 

$62,784,500  00 

$47,427,100  00 

$20,425,000  00 

$955,000  00 

$26,912,100  00 

$19,250,000  00 
15,000,000  00 
3,000,000  00 

500.000  00 

750.000  00 

$18, 948,000  00 
14,698,000  00 
3,000,000  00 

500.000  00 

750.000  00 

$3,945,000  00 

$15,003,000  00 
14,698,000  00 
3,000  00 
38,000  00 
264,000  00 

5 

$3,000,000  00 
N R 
N R 

2,997,000  00 

462.000  00 

486.000  00 

$19,250,000  00 

$18,948,000  00 

$3,945,000  00 

$15,003,000  00 

$1,527,000  00 

500.000  00 
1,000,000  00 

15,050  00 
11,950  00 
6,000,000  00 

750.000  00 

5.000. 000  00 

250.000  00 

1.000. 000  00 
1,500,000  00 

$676,000  00 

500.000  00 

149.000  00 
15,050  00 
11,950  00 

2.803.000  00 

750.000  00 

1.803.000  00 

250.000  00 

816.000  00 

1.500.000  00 

$361,812  50 
6235,852  50 
125,960  00 

$5,950  00 

$670,050  00 

500.000  00 

149.000  00 
15,050  00 

6,000  00 

2.803.000  00 

750.000  00 

1.803.000  00 

250.000  00 

816.000  00 

1.500.000  00 

5,950  00 

9 

10  658,600  00 

9 

11  156,380  00 
13  466,900  00 

12  $184,000  00 

$10,027,000  00 

$5,795,000  00* 

$5,950  00 

$184,000  00 

$5,789,050  00 

$92,061,500  00  | $72,170,100  00 

$24,375,950  00 

$1,139,000  00 

$47,704,150  00 

ee  pages  418-419. 
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TABLE  XLI.  Securities  issued  (capitalization) 

B.  Funded 


Company  and  Designation  of  Issue 


date  of  — - 


Issue 


Maturity 


Interest 
rate  per 
annum 
(per 
cent) 


Dates  when 
interest  due 


Gas-Elbctric  Companies 

Bronx  Gas  and  Electric 

First  mortgage  bonds 

Miscellaneous  (mortgages)  14 

Miscellaneous  (mortgages)  14 

First  and  refunding  mortgage  bonds 

Flatbush  Gas 

First  mortgage  bonds 

Second  mortgage  bonds 

Queens  Borough  Gas  and  Electric 

First  mortgage  gold  bonds 

Queens  Borough  Electric  Light  and  Power. . 

First  mortgage  gold  bonds 

Town  of  Hempstead  Gas  and  El.  Lt.  Co.  . . 
Gen.  mtge.  Queens  Bor.  Gas  and  Electric . . 

Office  building  mortgage  bonds 

Real  estate  mortgage  32 

Real  estate  mortgage  32 

Real  estate  mortgage  32 

Total  — gas-electric  companies 

Electric  Companies 
Long  Acre  Electric  Light  and  Power 

First  mortgage  4 per  cent  gold  bonds 

New  York  Edison 

Edison  El.  111.  Co.  of  N.  Y.,  first  mtge.  bonds. 

Mt.  Morris  El.  Lt.,  first  mtge.  bonds 

N.  Y.  Gas,  El.  Lt.,  H.  & P.,  first  mtge.  bonds. 
N.  Y.  Gas.  El.  Lt.,  H.  & P.  pur.-money  bonds 
Edison  El.  111.  Co.  of  N.  Y.,  first  cons,  bonds. 
Real  estate  mortgages 

E.  B.  Renwick 

New  Amsterdam  Gas 

Emigrant  Industrial  Savings  Bank 

Bank  of  Savings 

Sarah  A.  Meeks  Executrix 

Mutual  Life  Insurance 

Equitable  Life  Assurance 

Estate  of  G.  C.  Chase 

Central  Trust  Co.  of  New  York 

United  Electric  Light  and  Power 

First  mortgage  bonds 

Edison  Electric  Illuminating 

First  consolidated  mortgage 

Bowery  Bay  Electric  Light  and  Power 

New  York  and  Queens  El.  Lt.  and  Pr 

First  mtge.  bonds,  N.  Y.  & Queens  Gas  & El. 
First  con.  mtg.  bds.,  N.  Y.  & Q.  El.  Lt.  &Pr. 
Richmond  Light  and  Railroad 

First  and  col.  trust  purchase-money  mtge... . 

Total  — electrical  companies 

Subway  and  Non-operating  Companies 
Amsterdam  Electric  Light,  Heat  and  Power 

First  mortgage,  5 per  cent 

Ball  Electric  Illuminating 

Brush  Electric  Illuminating 

First  mortgage  bonds 

Consolidated  Tel.  and  Electrical  Subway 

First  mortgage  bonds 

Second  mortgage  bonds 

Debenture  bonds 

Debenture  bonds 


Jan.  1901 

Sept.  1907 
Aug.  1908 

July  1,  1910 


Sept.  1890 
Mar.  1894 


April  1898 


Feb.  1901 

July  1902 

Nov.  1906 

Sept.  1910 

Oct.  1910 

Nov.  1910 


Oct.  1906 


Mar.  1890 

Sept.  1890 

Dec.  1898 

Feb.  1899 

May  1895 

April  16,  1901 
May  31,  1905 
Dec.  31,  1905 
Aug.  31,  1905 
Dec.  31,  1903 
Mar.  22,  1907 
May  31,  1905 
Sept.  5,  1907 
Dec.  1,  1909 

July  1,  1894 

Oct.  — , 1898 


July  — , 1899 
Aug.  1,  1900 

Aug.  21,  1902 


Sept.  — , 1897 


July  1883 


May  — , 1892 1 
May  — , 1892  , 
Mar.  1891-06 
Jan.  1907-T0 


Jan. 

Sept. 

July 

July 


Sept. 

Mar. 


April 


Feb. 

July 

Nov. 

Sept. 

Sept. 

Nov. 


Oct. 


1951  5 

1908  6 

1911  6 

1,  1960  5 


Jan.  and  July 
Mar.  and  Sept. 
Jan.  and  July 
July  and  Jan. 


1911  5 

1914  6 


1928  5 


Mar.  and  Sept 
Mar.  and  Sept 


April  and  Oct 


1941  5 

1952  5 

1911  5 

1913  5* 

1913  6 

1913  6 


Feb.  and  Aug 
July  and  Jan 
May  and  Nov 
Mar.  and  Sept 
Mar.  and  Sept 
May  and  Nov 


1956 


4 Oct.  15-Apr.l5 


Mar.  1910 

Sept.  1940 

Dec.  1948 

Feb.  1949 

July  1995 


5 Mar. — Sept. 

5 Mar. — Sept. 

5 June — Dec. 

4 Feb. — Aug. 

5 Jan. — July 


19 

19 

19 

19 

19 

Dec.  20,  1911 
Jan.  1,  1912 

19 

April  1,  1911 


5 

5 


Apr.  16-Oct.  16 
June  1-Dec.  1 
July  1-Jan.  1 
May  15-Nov.l5 
May  1-Nov.  1 
June  15-Dec.  15 
June  1-Dec.  1 
June  1-Dec.  1 
Apr.  and  Oct. 


July  1,  1924 
Jan.  — , 1939 

juiy  i.949 
Aug.  1,  1930 

July  1,  1952 


5 Jan.  and  July 

4 Jan.  and  July 

5 Jan.  and  July 

5 Feb.  and  Aug. 

4 Jan.  and  July 


Sept.  — , 1937 


5 Mar.  and  Sept. 


July  1899 


June  — , 1942 
I June  — , 1942 
I Mar.  1896-T1 
I On  Demand. 


5 Jan.  and  July 


6 June  and  Dec. 

6 June  and  Dec. 

6 Jan.  and  July 

6 Jan.  and  July 


For  footnotes 
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as  of  December  31,  1910  — Continued 
Debt  — Continued 


Par  value  of 
authorized 
issue 

Par  value  of 
actual  issue 

Cash  realized 
on  actual  issue 

Par  value 
of  amount 
redeemed, 
retired, 
cancelled  or 
nullified 

Par  value  of 
amount  held 
by  or  on 
behalf  of 
company 

Par  value  of 
net  amount 
outstanding 
Dec.  31,  1910 

$ 1,827,100  00 

500.000  00 
15,100  00 

15.000  00 

797.000  00 

295.000  00 

55.000  00 

150.000  00 

2,400,000  00 

91,034,100  00 

500.000  00 
15,100  00 

15.000  00 

504.000  00 

190.000  00 

55.000  00 

135.000  00 
2,033,000  00 

9589,950  00 
500,000  00 
15,100  00 
15,000  00 
59,850  00 

9395,100  00 
380,000  00 
15,100  00 

91,00o  00 

9638,000  00 
120,000  00 

15.000  00 

503.000  01 

190.000  00 

55.000  00 

135.000  00 
2,033,000  00 

1,000  00 

N R 
N R 

250,000  00 

250,000  00 

N R 

250,000  00 

150,000  00 
2,000,000  00 

150,000  00 
1,600,000  00 
17,500  00 
7,500  00 

5.000  00 

3.000  00 

N R 

15 

150,000  00 
1,600,000  00 
17,500  00 
7,500  00 

5.000  00 

3.000  00 

$3,932,100  00 

$3,257,100  00 

$395,100  00 

$1,000  00 

$2,861,000  00 

$1,000,000  00 
U,080,395  54 

4.312.000  00 

988.000  00 

15.000. 000  00 
20,929,883  80 

2.188.000  00 

8,500  00 
357,011  74 

150.000  00 

19.000  00 

24.000  00 

50.000  00 

20.000  00 

14.000  00 

20.000  00 

10.000. 000  00 
10,000,000  00 

$500,000  00 
44,080,396  54 

4.312.000  00 

988.000  00 
15,000,000  00 
20,929,883  80 

2.188.000  00 

8,500  00 
357,011  74 

150.000  00 

19.000  00 

24.000  00 

50.000  00 

20.000  00 

14.000  00 

20.000  00 

4.838.000  00 

4.275.000  00 

26 

N R 
N R 
N R 
N R 
N R 

$5,300,000  00 
4,312,000  00 
988,000  00 

16  $100,000  00 
41,703  80 

$500,000  00 
33  38,738 ,691  74 

15,000,000  00 
20,888,180  00 
2,188,000  00 

8,500  00 
357,011  74 
150,000  00 

19.000  00 

24.000  00 

50.000  00 

20.000  00 

14.000  00 

20.000  00 

4.838.000  00 

4.275.000  00 

17  41,703  80 

28 

*7  3,200,000  00 

1*  257,000  00 

3.600.000  00 
1,000,000  00 

2.500.000  00 

2,500,000  00 

3.451.000  00 
951,000  00 

2.500.000  00 

2.200.000  00 

951,000  00 
951,000  00 

150,000  00 

2,360,000  go 

18 

20 

21 

150  000  00 
**300,000  00 

2.350.000  00 

2.200.000  00 

$71,080,395  54 

$59,344,395  54 

6,251,000  00 

$587,774  00 

$52,901,691  74 

$1,000,000  00 

$300,000  00 

N R 

$300,000  00 

300,000  00 
13,194,000  00 

1.549.000  00 

1.386.000  00 

5.160.000  00 

5.099.000  00 

see  pages  4 18-4  If 

Voi 

275,000  00 
13,194,000  00 

1.549.000  00 

1.386.000  00 

5.160.000  00 

5.099.000  00 

). 

IV  — 14 

28 

$12,484,700  00 
1,394,100  00 
831,600  00 

5.160.000  00 

5.099.000  00 

275,000  00 
13,194,000  00 

1.549.000  00 

1.386.000  00 

5.160.000  00 

5.099.000  00 
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TABLE  XLI.  Securities  issued  (capitalization) 

B.  Funded 


DATE 

OF 

Interest 
rate  per 

Dates  when 
interest  due 

Company  and  Designation  of  Issue 

Issue 

Maturity 

annum 

(per 

cent) 

Subway  and  Non-Operating  Companies  ■ — 
Concluded 

Empire  City  Subway 

First  mtge.  bds.  of  Con.  Tel.  & El.  Subway.. 
Second  mtge.  bds.  of  Con.  Tel.  & El.  subway. 

First  mortgage  bonds 

Second  mortgage  bonds 

Kings  Countv  Electric  Light  and  Power. .... 

May  20,  1890 
May  20,  1890 
July  1,  1892 
July  1,  1892 

June  1,  1940 
June  1,  1940 
July  1,  1942 
July  1,  1942 

6 

6 

6 

6 

June  and  Dec. 
June  and  Dec. 
Jan.  and  July 
Jan.  and  July 

First  mortgage  bond 

Oct.  — , 1897 

Oct.  — , 1937 
Oct.  — , 1997 
Mar.  1922 

5 

April  and  Oct. 
April  and  Oct 
Mar.  and  Sept. 

Purchase-money  mortgage  bond 

Oct.  — , 1898 

6 

Convertible  debentures 

Mar.  1910 

6 

Total,  subway  and  operating  companies. 

Grand,  total 

1 All  issued  for  plant  and  property. 

2 Ninety-three  per  cent  issued  directly  for  plant  and  property  and  securities  of  other  companies.  The 
remaining  7 per  cent  ($250,000)  were  sold  for  cash  and  proceeds  devoted  to  property  and  plant  accounts. 
Sold  at  108,  producing  $270,000. 

3“  More  than  86  per  cent  of  respondent’s  funded  debt  was  issued  directly  for  plant  and  property  and 
for  securities  of  other  companies.”  The  remaining  14  per  cent  was  issued  for  corporate  purposes. 

4 $25,000  pledged  and  $65,000  unencumbered. 

5 “ Issued  for  property.” 

6 $240,000  of  bonds  and  $500,000  capital  stock  issued  for  property  purchased. 

7 “ Renewed  to  run  indefinitely.” 

8 “ Debenture  bonds  not  secured  by  specific  property.” 

9 The  bonds  of  Kings  County  Gas  and  Illuminating  Company  were  assumed  by  this  company  in  part 
consideration  for  its  property. 

19  The  bonds  of  the  company  itself  were  disposed  of  as  follows:  1,112  paid  as  part  consideration  for 

capital  stock  of  Kings  County  Gas  and  Illuminating  Company;  217  bonds  sold  at  par,  274  at  90,  and 
200  at  97i. 

11  Cash  $156,380  (50  bonds  at  par,  50  at  90  and  66  at  93):  rest  amounting  to  $650,000  issued  for 
property. 

12  Nominally  issued. 

13  “ Balance  issued  in  part  payment  of  entire  plant  and  property.” 

14  Mortgages  on  real  estate  purchased  subject  thereto. 

15  $1,200,000  of  these  bonds  were  issued  for  property,  $120,000  were  sold  at  par,  and  $280,000  at  97. 
The  $400,000  not  issued  were  authorized  to  take  up  the  underiving  bonds  when  they  become  due. 

16  General  collateral  security,  pledged  to  American  and  British  Manufacturing  Company. 

17  Treasury  bonds,  $37,774  and  $3,929.80  purchase-money  scrip  held  in  reacquired  securities  account. 
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as  of  December  31,  1910  — Concluded 
Debt  — Concluded 


Par  value  of 
authorized 
issue 

Par  value  of 
actual  issue 

Cash  realized 
on  actual  issue 

Par  value 
of  amount 
redeemed,  « 
retired, 
cancelled  or 
nullified 

Par  value  of 
amount  held 
bv  or  on 
behalf  of 
company 

Par  value  of 
net  amount 
outstanding 
Dec.  31,  1910 

$ 7,090,000  00 
1,250,000  00 

1.250.000  00 

4.508.000  00 
82,000  00 

10,176,000  00 

2.500.000  00 
5, 176, 0C0  00 
2,500,000  00 

$7,090,000  00 
1,250,000  00 

1.250.000  00 

4.508.000  00 
82,000  00 

10,176,000  00 

2.500.000  00 

5.176.000  00 

2.500.000  00 

$7,090,000  00 
1,250,000  00 

1.250.000  00 

4.508.000  00 
82,000  00 

10,176,000  00 

2.500.000  00 

5.176.000  00 

2.500.000  00 

23 

23 

$4,508,000  00 
82,000  00 

3.400.000  00 
24  900, 000  00 

25 

2.500.000  00 

$31,760,000  00 

$31,035,000  00 

$31,035,000  00 

$198,833,995  54 

| 

$165,806,595  54 

$31,022,050  00 

$1,727,774  00 

$134,501,841  74 

18 “ The  respondent  received  no  cash  for  these  bonds,  the  same  being  issued  by  a prior  company.” 

19  Past  due. 

20  $361,000  par  value  of  bonds  were  sold  for  $338,130  cash;  $1,968,000  par  value  of  bonds  and  respond- 
ent’s stock  were  issued  for  the  property  acquired  by  respondent  upon  its  incorporation,  and  '$90,000  in 
cash  ($78,000  par  value  of  said  $1,968,000  of  bonds  having  been  in  hands  of  trustee  at  time  of  respond- 
ent’s last  report  and  since  sold  for  $76,732.50);  $21,000  par  value  of  bonds  issued  as  part  consideration 
for  property  acquired  after  organization. 

21  Exchanged  for  sundry  assets  in  general  take-over. 

Nominally  but  not  actually  issued,  and  pledged  with  H.  H.  Rogers  Estate;  current  coupons  cancelled 
without  payment. 

2i  “ Assumed  by  respondent  in  payment  for  low-tension  subways  conveyed  by  Consolidated  Telegraph 
ard  Electrical  Subway  Company.” 

24  Remainder  issued  in  payment  for  real  estate  and  plant  ($1,500,000):  The  discount  on  $1,000,000  5 
per  cent  bonds  ($100,000)  is  being  amortized  by  annual  charges. 

25  Issued  for  the  entire  capital  stock  ($5,000,000)  of  the  Edison  Electric  Illuminating  Company  of 
Brooklyn. 

2B  $500,000  in  part  payment  of  electrical  franchise  bought  from  Martin  F.  Minturn. 

27  “ 2,000  bonds  sold  at  85  to  purchrse  stock  of  Municipal  Electric  Light  Company;  1,875  bonds  sold 
at  88  to  purchase  and  relire,  $1  50  ,(03  of  5 per  cent  bonds  at  110  (discount  of  525,000,  and  premium 
of  $150,000  on  5 per  cent  bonds,  being  am  ortized  annually)  400  bonds  issued  in  payment  of  stocks  and 
bonds  of  Amsterdam  Electric  Light,  Heat  and  Power  Company.” 

28  “ The  bonds  of  the  respondent  wTere  sold  for  property  and  cash.” 

29  The  Flatbush  Gas  Company  is  included  with  gas-electrical  companies. 

20  Renewed  lor  two  years  from  Sept.  1909. 

31  $500,060  pledged  and  $365,000  unencumbered. 

32  Land  devoted  to  electrical  operations. 
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TABLE  XLII.  VOTING  POWERS 


Company  * 

Number 

of 

stock- 
holders 
entitled 
to  vote 

Par  value 
of  stock 
conferring 
one  vote 

Number 

of 

votes 

Combined 
strength 
of  5 
largest 
voting 
powers 
exercised 
at  last 
election 

Voting 
powers 
held  by 
any 

corpora- 
tion 
holding 
more 
than  10 
per  cent 

Operating  Lighting  Companies 

GAS  COMPANIES 
Consolidated,  system 

Consolidated  Gas 

Astoria  Light,  H.  &.P 

Central  Union  Gas 

New  Amsterdam  Gas 

N.  Y.  Mutual  Gas  Light 

Northern  Union  Gas 

Standard  Gas  Light 

5,209 
4 10 
8 
30 
313 
7 
140 

$100  00 
100  00 
100  00 
100  00 
100  00 
100  00 
100  00 

998,165 

5,000 

35,000 

211,650 

35.000 

15.000 
92,814 

728,356 
4,995 
34,995 
211,332 
26 , 244 
15,000 
84,732 

1 4,900 
34,965 
152,000 
15,399 
14,995 
72,225 

5,717 

1,392,629 

1,105,654 

294 , 484 

Brooklyn  Union  system 

Brooklyn  Union  Gas 

Jamaica  Gas  Light 

Newtown  Gas 

Richmond  Hill  & Q.  C.  Gas 

Woodhaven  Gas  Light 

1,593 

5 

5 

5 

5 

$100  00 
100  00 
100  00 
25  00 
100  00 

179,970 

2,000 

600 

10,000 

200 

118,585 

2,000 

600 

10,000 

200 

2,000 

600 

10,000 

200 

Total  • ■ . . t , t 

1,613 

192,770 

131,385 

12,800 

Other  Companies. 

Brooklyn  Borough  Gas 

Kings  County  Lighting 

N.  Y.  & Queens  Gas 

N.  Y.  & Richmond  Gas 

Total 

82 
2 3 
19 
90 

$100  00 
100  00 
100  00 
100  00 

5.000 
20,000 

6.000 
15,000 

3,709 

20,000 

4,051 

11,887 

194 

46,000 

39,647 

GAS-ELECTRICAL  COMPANIES 

Bronx  Gas  & Electric 

Flatbush  Gas 

Queens  Bo.  Gas  & Electric 

— 

21 

8 

9 

$100  00 
50  00 
100  00 

4,865 

4,000 

20,000 

4,429 

4,000 

19,897 

4,000 

Total  * 

38 

28,865 

28,326 

4,000 

ELECTRICAL  COMPANIES 

Long  Acre  Elec.  Lt.  & Pr 

New  York  Edison 

United  Elec.  Lt.  & Pr 

Edison  Elec.  Illg 

Bowery  Bay  Elec.  Lt.  & Pr 

N.  Y.  & Queens  Elec.  Lt.  & Pr 

Richmond  Light  & R.  R 

Total 

9 
18 
32 
3 1 
5 

170 

64 

$100  00 
100  00 
100  00 
100  00 
100  00 
100  00 
100  00 

500 

501,534 

53,180 

50.000 
35 

25.000 
28,7175 

490 

501,534 

52,851 

49,990 

35 

13,908 

25,644 

490 
4 382,417 
45,484 
50,000 

299 

658, 966 i 

644 , 452 

478,391 

Subway  and  Non-Operating  Cos. 

Amsterdam  Elec.  Lt.  & Pr 

Ball  Electric  Illg 

Brush  Electric  Illg 

Consol.  Tel.  & Electrical  Sub 

Empire  City  Subway 

Kings  County  Elec.  Lt.  &.  Pr 

Total 

Grand  Total 

67 

18 

11 

16 

7 

618 

$100  00 
100  00 
100  00 
100  00 
100  00 
100  00 

5,000 

1,541 

9,990 

18,750 

45,900 

100,000 

4,875 

1,364 

9,960 

18,749 

45,890 

73,052 

4,878 
2 1,195 
89,990 
18,700 
9 45,870 

677 

181,181 

153,890 

80,733 

8,538 

2,500,411^|; 

2,103,354 

870,408 

Note. — Ownership  of  stock  and  voting  powers  held  and  exercised,  the  first  as  reported  by  the 
company  owning  stock  at  the  time,  the  latter  as  reported  by  the  issuing  company,  are 
not  always  consistently  returned.  Data  of  the  first  kind  are  shown  in  Table  XLIII 
and  of  the  second  kind  in  this  table.  The  column  for  votes  cast  by  or  for  public  service 
corporations  as  given  in  this  table  is  therefore  not  to  be  taken  as  fully  representative 
of  the  extent  of  their  control. 

i As  a matter  of  fact  all  the  stock  is  owned  by  the  Consolidated  Gas  Company  of  New  York, 
but  some  shares  are  placed  in  the  names  of  individuals  for  qualifying  purposes.  2 Trustees 

under  voting  trust  agreement.  3 The  report  states:  “ The  inspectors  of  election  reported  six 

shares  of  stock  present  out  of  ten  outstanding.”  This  is  interpreted  to  refer  to  the  ten  shares  of 
stock  not  held  by  the  controlling  company,  the  Manhattan  Transit  Company,  and  it  is  assumed 
that  the  latter  exercised  in  full  its  voting  powers.  4 The  Consolidated  Gas  Company’s  report 

shows  that  it  owns  the  entire  outstanding  issue  of  the  stock  of  this  company  with  the  exception 
of  100  shares.  6 The  entire  stock  of  this  company  is  owned  by  the  Kings  County  Electric 

Light  and  Power  Company,  but  qualifying  shares  are  held  by  directors.  6 Reported  “ Nob 
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AND  VOTES  CAST,  1910. 


Number 
of  votes 
cast  at 
last 

election 

Voting 

powers 

not 

exercised 
at  last 
election 

OP  VOTES  CAST  THAT  ARE  AC- 
COUNTED FOR  IN  AVAILABLE 
DATA 

Per  cent 
votes 
cast  of 
total 
voting 
powers 

OP  TOTAL  VOTES  CAST  PER  CENT 
AS  ACCOUNTED  FOR  CAST 

Cast  in 
person 
or  on 
behalf 
of  self 

Cast  by 
proxy  or 
as  repre- 
sentative 
of  a 

corpora- 

tion 

Cast  by  or 
on  behalf 
of  a 
public 
service 
corpora- 
tion 

By  5 
largest 
voting 
powers 
exercised 

By  proxy 
or  as 

represent- 
ative of  a 
corpora- 
tion 

By  or  on 
behalf  of 
a public 
service 
corpora- 
tion 

10  730,563 

267 , 602 

6,985 

721,371 

73.19 

99.70 

98.74 

4,998 

2 

95 

4,900 

4,900 

99.96 

99.94 

98.04 

98.04 

34,995 

5 

10 

34,985 

34,965 

99.99 

100  00 

99.97 

99.91 

211,332 

318 

150 

211,182 

152,000 

99.85 

100.00 

99.93 

71.92 

26,244 

8,756 

77 

26,167 

15,399 

74.98 

100 . 00 

99.71 

58.68 

15,000 

2 

14,998 

14,995 

100.00 

100.00 

99.99 

99.98 

84,732 

8,082 

125 

84,607 

72,225 

91.29 

100.00 

99.85 

85.24 

1,107,864 

284 , 765 

7,444 

1,098,210 

294,484 

79.55 

99.80 

99.13 

26.58 

11  121,188 

ec 

<x 

g 

9,961 

108 , 624 

67.34 

97.85 

89.63 

2,000 

5 

1,995 

1,995 

100 . 00 

100.00 

99.75 

99.75 

600 

2 

598 

598 

100.00 

100.00 

99.67 

99.67 

10,000 

10 

9,990 

9,990 

100.00 

100 . 00 

99.90 

99.90 

200 

5 

195 

195 

100.00 

100 . 00 

97.50 

97.50 

133,988 

58,782 

9,983 

121,402 

12,778 

69.51 

98.06 

90.61 

9.54 

3,709 

1,291 

127 

3,582 

74.18 

100 . 00 

96.58 

20 , 000 

20 , 000 

100 . 00 

100.00 

100.00 

12  4 , 194 

1,806 

2,977 

1,074 

69  90 

96  59 

25.61 

11,887 

3,113 

68 

11,819 

79.25 

100.00 

99.43 

39,790 

6,210 

3,172 

36,475 

86.50 

99.64 

91.67 

4,429 

436 

244 

4,185 

91.04 

100 . 00 

94.49 

4,000 

15 

3,985 

3,985 

100.00 

100.00 

99.63 

99.63 

19,897 

i03 

6,971 

12,926 

99.49 

100.00 

64.96 

28,320 

539 

7,230 

21,096 

3,985 

98.13 

100.00 

74.48 

14.07 

3 496 

4 

3 6 

1* * 3 * * &  490 

99.20 

98.79 

98.79 

501,534 

4 56,515 

4 445,019 

4 382,417 

100.00 

100.00 

88.73 

76.25 

33  52,896 

284 

667 

52,184 

45,484 

99.47 

99.91 

98.65 

85.99 

49,990 

10 

3 

49,987 

49,987 

99.98 

100 . 00 

99.99 

99.99 

35 

35 

100.00 

100.00 

13,908 

11,092 

100 

13,808 

55.63 

100.00 

99.28 

25,644 

3,073$ 

1 

25,643 

89.30 

100.00 

100.00 

644,503 

14,463$ 

57,327 

587,131 

477,888 

97.81 

99.99 

91.10 

74.15 

4,875 

125 

2 

4,873 

4,873 

97.50 

100.00 

99.96 

99.96 

1,376 

165 

7 81 

7 1,295 

7 1,295 

89.29 

99.13 

94.11 

94.11 

9,960 

30 

20 

9.940 

9,940 

99.70 

100 . 00 

99.80 

99.80 

18,749 

1 

2 

18,747 

18, 70( 

99.99 

100.00 

99.99 

99.74 

45,890 

10 

15 

45,875 

*45,870 

99.98 

100.00 

99.97 

99.96 

73,052 

26,948 

800 

72,252 

73.05 

100.00 

98.90 

153,902 

27,279 

920 

152,982 

80,678 

84.94 

99.99 

99.40 

52.42 

2,108,373 

392,038$ 

86,076 

2,017,296 

869,813 

84.32 

99.76 

95.68 

41.26 

known;  ” arbitrarily  entered  at  7.  All  but  122  shares  are  owned  by  the  Edison  Electric  Illumi- 

nating Company  of  Brooklyn,  evidently  including  qualifying  shares  of  five  directors.  The  122 

shares  owned  outside  are  not  voted.  7 The  report  states  that  all  votes  were  cast  by  voters 

on  behalf  of  themselves,  but  inasmuch  as  the  United  Electric  Light  and  Power  Company  reports 
that  it  owns  1,295  shares  of  stock  of  this  company,  it  is  assumed  that  the  voting  to  that  extent 
was  on  behalf  of  that  company.  8 This  figure  is  the  amount  of  the  stock  of  the  Consolidated 

Telegraph  and  Electric  Subway  Company  held  by  United  Electric  Light  and  Power  as  shown  in 
the  report  of  the  latter  company.  9 * Including  5,185  votes  cast  on  behalf  of  the  Edison  Light 

& Power  Installation  Company,  not  legally  a public  service  corporation,  but  controlled  by  the  New 

York  Edison  Company.  10  Includes  2,207  votes  cast  by  persons  other  than  those  casting  the 

five  highest  numbers  of  votes.  11  Includes  2,603  votes  cast  by  persons  other  than  those  cast- 

ing the  five  highest  numbers  of  votes.  12  Includes  143  votes  cast  by  persons  other  than  those 

casting  the  five  highest  numbers  of  votes.  13  Includes  45  votes  cast  by  persons  other  than  those 

tasting  the  five  highest  numbers  of  votes. 
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TABLE  XLin.  INTERCORPORATE  HOLDINGS  OF 
(A)  Ownership  by  gas  and  electrical  companies  in  the  First  District, 


Stocks  (par)  1 

Bonds  (par) 

Total  par 
value  of  stocks 
and  bonds 

Book  va’ue 
of  stocks 

Consolidated  Gas  Control 
Consolidated  Gas  owns 
Of  Astoria  Light,  H.  & P 

$500,000  00 

$375,000  00 
275,000  00 

$875,000  00 
275,000  00 

$500,000  00 

Of  Municipal  Lighting 

Of  National  Coke  & Coal 

Of  New  Amsterdam  Gas 

Of  New  York  Edison 

Of  N.  Y.  Mutual  Gas  Light 

100,000  00  | 
50,000  00 
4 21, 146, 067  50 
50,143.400  00 
1,886,200  00 

860  00 

100,000  00 
50,000  00 
21,146,927  50 
50,143,400  00 
1,886,200  00 

26,000  00 
50,000  00 
5 4,814,603  03 
23,305,369  63 
5,703,290  65 

Of  Standard  Gas  Light 

Of  United  Electric 

Of  Westchester  Lighting 

Accounts  receivable  from  associated 

7 8,892,300  00 
85,296,033  74  : 
11 12,500,000  00 

4,818,000  00 
n 7 , 600  00 

8,892,300  00 
10,114,033  74 
12,507,600  00 

14,587,495  23 
93,620,065  16 
13  1,757  50 

Total 

Astoria  Gas  oicns 

Of  Central  Union  Gas 





$100,514,001  24 

$5,476,460  00 

$105,990,461  24 

152,608,586  20 



Of  Consolidated  Gas 

Of  New  Amsterdam  Gas 

Of  Standard  Gas  Light 

Total 

• 

Brush  Electric  Ill’g  owns 
Accounts  receivable  from  associated 
companies 

Central  Union  Gas  owns 
Of  Astoria  Light,  Ht.  & Pr 

Of  Consolidated  Gas 

Of  Northern  Union  Gas 

Of  Standard  Gas  Light 

1760,000  00 



$760,000  00 

$250,000  00 

Of  Westchester  Lighting 

| ::::::::::::: 

Total 

$760,000  00 

$760,000  00 

$250,000  00 

New  Amsterdam  Gas  owns 

Of  Central  Union  Gas 

Of  East  River  Gas 37 

Of  N.  Y.  Carbide  & Acetyline 

OfN.Y.  Edison  . . 

$3,500,000  00 
37  [1,003,000  fOJ 
7,000,000  00 

$357,011  74 

$3,500,000  00 
37  [1,000,000  00] 
7,000,000  00 
357,011  74 
740,000  00 

isN.S  . 
is  N.  S. 
is  N.  S. 

Of  Northern  Union  Gas 

Of  Astoria  Light,  Ht.  & Pr  

740,000  00 

is  N.  S. 

Of  Consolidated  Gas 



Total 

$11,240,000  00 

*357  Oil  74 

$11,597,011  74 

New  York  Edison  owns  21 

Of  Consolidated  Tel.  & Elec.  Sub 

Of  Edison  Lt.  & Pr.  Installation 

Of  Electrical  Testing  Laboratories 

Of  Yonkers  Elec.  Lt.  & Pr 

Accounts  receivable  from  associated 
companies 

’ ' ' ’ 

$1,670,000  00 
1,216,400  00 
38,340  00 
193,500  00 

$13,194,000  00 

i 

200,000  00 

$14,864,000  00 
1,216,400  00 
38,340  00 
390,500  00 

99  $77 , 734  90 
1,216,400  00 
38,340  00 
24 20  00 

Total 

$3,115,240  00 

$13,394,000  00 

$16,509,240  00 

$1,332,494  ?0 

For  footnotes  see  page  426. 
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SECURITIES,  AND  OTHER  INVESTMENTS,  1910. 
of  stocks  and  obligitions  of  controlled  or  associated  companies. 


Book  value 
of  bonds 

Other 
obligations 
reported  as 
investments 

Total  book 
value  of 
intercorporate 
investments 

Current  assets 
composed  of 
intercorporate 
obligations 
(current 
liabilities  of 
associated 
companies) 

Book  value 
of  stocks  and 
obligations 
included  in 
construction 

Total 

valuation  of 
intercorporate 
holdings  in  asso- 
ciated companies 
(sum  of  three 
preceding 
columns) 

$300,000  00 
275,000  00 

$800,000  00 
275,000  00 

1 $10,507,301  79 

$11,307,301  79 
275,000  00 

2 

350,000  00 

76.000  00 

50.000  00 
4,814,608  03 

23,305,369  63 
5,703,290  65 

73,000  00 

149,000  00 
50,000  00 
6,346,029  85 
36,1C5}369  63 
5, 70.}, 290  65 

6 1,531,421  82 
12,800,000  00 

14,587,495  23 
9,452,063  48 
5,707  50 

» 14,587,495  23 
9,877,063  48 
3,695,707  50 

96,649  83 

*4,818,000  00 
1*3,950  00 

10  1,013,998  32 

1425,000  00 
3,690,000  00 

96,649  83 

$5,396,950  00 

$1,063,998  32 

$59,069,534  52 

$29,123,373  44 

$88,192,907  96 

“ $4  00 
15  241,672  88 
1“  10,906  63 
“5,461  47 

$4  00 
241,672  88 
10,903  63 
5,461  47 

$258,044  98 

$258,044  98 

is  $12,163  99 

$12,163  99 

“$1,084  80 
“839  16 
17  36,642  34 
“6,043  52 
471  27 

$1,034  80 
839  16 
286,642  34 
6,043  52 
471  27 

$250,000  00 

$250,000  00 

$45,081  09 

$295,081  09 

$3,500,000  00 
37  [1,000,000  00] 
7,000,000  00 

$3,500,000  00 
37  (1,000,00000] 
7,000,000  00 
357,011  74 
940,000  00 
34,561  50 
64,264  18 

$357,011  74 

$357,011  74 
200,000  00 

I®  $200,000  00 

740,000  00 

“$34,561  50 
20  64,264  18 

$357,011  74 

$200,000  00 

$557,011  74 

$98,825  68 

$11,240,000  00 

$11,895,837  42 

23  $8,969,000  00 

$9,046,734  90 
1,563,573  72 
38,340  00 
340,720  00 

is  $200,000  00 

$5,745,500  00 

$14,992,234  90 
1,563,573  72 
38,340  00 
730,820  00 

117,276  22 

1 $347,173  72 

is  N.  S. 

1 

340,700  00 

390,100  00 

25  117,276  22 

$8,969,000  00 

$687,873  72 

$10,989,368  62 

$317,276  22 

$6,135,600  00 

$17,442,244  84 
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Table  XLIII.  Intercorpora  te  holdings  of 
(A)  Ownership  by  gas  and  electrical  companies  in  the  First  District, 


Stocks  (par) 

Bonds  (par) 

Total  par 
value  cf  stocks 
and  bonds 

Book  value 
of  stocks 

New  York  Mutual  owns 

Northern  Union  Gas  owns 
Of  Consolidated  Gas 

Total 

Standard  Gas  Light  owns 

Total 

United  Electric  Lt.  & Pr.  owns 
Of  Ball  Electrical  Ill’g 

$129,500  00 

999.000  00 

200.000  00 

$129,500  00 

999.000  00 

200.000  00 
5,000  00 

$2  00 
998,262  50 
50,000  00 

Of  Brush  Electrical  Ill’g 

Of  Consol.  Tele.  & Electrical  Sub 

Of  N.  Y.  Gas,  Elec.  Lt.,  Ht.  & Pr 

$5,000  00 

Of  N.  Y.  Edison 

Of  Consolidated  Gas 

Total 

$1,328,500  00 

$5,000  00 

$1,333,500  00 

$1,048,264  50 

Consolidated  Tel.  & Electrical  Sub.  owns 
Of  accounts  receivable  with  associated 
companies 

Brooklyn  Union  Gas  Control 
Brooklyn  Union  Gas  owns 
Of  Equity  Gas 

$250,010  00 
200, COO  00 
200,000  00 
60,000  00 
250,000  00 
20,000  00 

$250,000  00 
35,000  00 

$500,000  00 

235.000  00 

200.000  00 
60,000  00 

250,000  00 
20,000  00 

$318,065  50 
372,771  64 
145,000  00 
60,000  00 
26,758  86 
20,000  00 

Of  Flatbush  Gas 

Of  Jamaica  Gas  Light 

Of  Newtown  Gas 

Of  Richmond  Hill  & Q.  C.  Gas 

Of  Woodhaven  Gas  Light 

Total 

$980,000  00 

$285,000  00 

$1,265,000  00 

$942,596  00 

Richmond  HiU  & Q.  C.  Gas  owns 
Of  Brooklyn  Union  Gas 

Kings  County  Elec.  Lt.  & Pr.  Control 

Kings  County  Elec.  Lt.  & Pr.  owns 

Of  Edison  Elec.  Ill’g  of  Brooklyn 

Of  Kings  County  Elec.  Lt.  & Pr  . . 

$5,000,000  00 

$400,000  00 
as 342,000  00 

$5,400,000  00 
342,000  00 

$5,175,870  00 

Total 

$5,000,000  00 

$742,000  00 

$5,742,000  00 

$5,175,870  00 

Edison  Ill'g  Co.  owns 

Of  Amsterdam  Elec.  Lt.,  Ht.  & Pr 

Of  Kings  County  Elec.  Lt.  & Pr 

$487,800  00 

$300,525  00 

$788,325  00 

» $104,270  00 

Of  State  Elec.  Lt.  & Pr 

11,000  00 
10,000  CO 

205,000  00 

216,000  00 

10,000  00 

125  00 
Nominal 

Of  Edison  Construction 

Total 

$508,800  00 

$505,525  00 

SI, 014, 325  00 

$104,395  00 

For  footnotes  seepage  426. 
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securities,  and  other  investments,  1910 — Continued. 

of  stocks  and  obligations  of  controlled  or  associated  companies,  1910  — Continued. 


Book  value 
of  bonds 

Other 
obligations 
reported  as 
investments 

Total  book 
value  of 
intercorporate 
investments 

I Current  assets 
1 composed  of 
intercorporate 
obligations 
(current 
liabilities  of 
associated 
companies) 

1 

Book  value 
of  stocks  and 
obligations 
included  in 
construction 

Total 

_ valuation  of 
intercorporate 
holdings  in  asso- 
ciated companies 
(sum  of  three 
preceding 
columns) 

26 

« $65,565  17 
28  1,106  58 

$65,565  17 
1,106  58 

$66,671  75 

$66,671  75 

$2,275  60 
H3,762  55 
14  922  59 
279  16 

29 

$2,275  60 
3,762  55 
922  59 
279  16 

$7,239  90 

$7,239  90 

$2  00 
998,262  50 
50,000  00 
4,856  25 

$2  00 
1,198,262  50 
50,000  00 
4,856  25 
74,883  36 

1 $200,000  00 

$4,856  25 

14  74,883  36 

30 

$4,856  25 

$1,053,120  75 

$274,883  36 

$1,328,004  11 

3i  $36,594  34 

$36,594  34 

$250,000  00 
35,000  00 

$568,065  50 
1,525,275  85 
279,716  50 
821,755  76 
26,758  86 
142,002  08 

$568,065  50 
1,525,275  85 
279,716  50 
821,755  76 
, 26,758  86 

142,002  08 

i$l,ii7,504  21 
1 134,718  50 
1 761,755  76 

1 122,002  08 

$285,000  00 

$2,135,978  55 

$3,363,574  55 

$3,363,574  55 

32  $5,418  05 

$5,418  05 

33  $800,000  00 
33  N.  S. 

$5,975,870  00 

34  $10,324,601  40 

$16,300,471  40 

$800,000  00 

$5,975,870  00 

$10,324,601  40 

$16,300,471  40 

» $300,525  00 

« $45,601  88 

$450,396  88 

$4,819  00 
150,967  24 

$455,215  88 
50  967  24 
125  00 

Nominal 

125  00 

$300,525  00 

$45,601  88 

$450,521  88 

$55,786  24 

$506,308  12 
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Table  XLIII.  Intercorporate  holdings  o 
(A)  Ownership  by  gas  and  electrical  companies  in  the  First  District, 


Stocks  (par) 

Bonds  (par) 

Total  par 
value  of  stocks 
and  bonds 

Book  value 
of  stocks 

Richmond  Light  & Railroad  Control 
Richmond  Li.  & R.  R.  owns 
Of  New  Jersey  & Staten  Island  Ferry. . . 

Of  N.  Y.  Inv.  & Improvement 38 

Of  accounts  received  from  associated 
companies 

$100,000  00 
260,000  00 

$75,000  00 

$175,000  00 
260,000  00 

$100,000  00 
260,000  00 

Total 

Grand  Total 

$360,000  00 

$75,000  00 

$435,000  00 

$360,000  00 

$123,806,541  24 

$20,839,996  74  ^ $144, 646, 537  98 

$61,822,206  60 

1 Advances. 

2 The  Central  Union  reports  that  it  owes  $8,189.69  to  this  company. 

3 Working  capital. 

4 Preferred  stock  and  scrip  $8,991,475  and  common  stock  and  scrip  $12,154,592.50. 

6  Book  value  of  stocks  and  bonds  combined. 

6 Of  this  amount  $696,421 . 82  is  reported  as  due  from  the  East  River  Gas  Co.  of  Long  Island  City. 

7 Preferred  stock  $4,096,100  and  common  stock  $4,796,200. 

8 Preferred  stock  and  scrip  $1,041,888.03  and  common  stock  and  scrip  $3,654,145.71. 

9 The  book  value  of  stocks,  bonds  and  other  obligations  is  not  shown  separately.  For  the  pur- 
poses of  this  table  the  bonds  and  other  obligations  are  shown  at  their  face  value,  while  the  balance 
is  assumed  to  be  the  book  value  of  the  stock. 

10  $962,479.67,  notes;  $1,518.65,  interest  on  notes;  and  $50,000,  loans;  shown  in  report  of 
debtor  company  as  $1,012,479.67. 

11  Preferred  stock  $2,500,000  and  common  stock  $10,000,000. 

12  General  mortgage  bonds  $7,500  and  general  mortgage  scrip  $100. 

13  The  book  value  of  stocks  and  bonds  is  not  stated  separately;  here  divided  by  assigning  to  the 
bond  a value  obtained  by  capitalizing  at  5 per  cent  the  income  receivable  from  them,  the  remainder 
being  assigned  to  the  stocks. 

14  Not  shown  in  report  of  debtor  company. 

15  Reported  as  $241,256.09  by  debtor  company. 

16  Details  not  given. 

17  Reported  as  $31,100.89  by  debtor  company. 

18  Included  in  construction  account. 

19  Bills  receivable. 

20  Reported  as  $64,954.82  by  debtor  company. 

21  Excluding  the  holdings  in  three  merged  companies,  as  follows:  New  York  Gas,  Electric  Light, 
Heat  & Power  Co.;  P.  M.  Bond  scrip,  par  value  $3,929.80;  book  value,  $3,629.93;  Mt.  Morris 
Electric  Light  Co.,  1st  mortgage  bonds,  par  and  book  value  $2,000;  Edison  Electric  Ill’s  Co.  of 
New  York,  stock,  par  value  $29,354;  book  value,  $146,492.50. 
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securities,  and  other  investments,  1910  — Continued. 

of  stocks  and  obligations  of  controlled  or  associated  companies  — Concluded. 


Book  a alue 
of  bonds 

Other 
obligations 
reported  as 
investments 

Total  book 
value  of 
intercorporate 
investments 

Current  assets 
composed  of 
intercorporate 
obligations 
(current 
liabilities  of 
associated 
companies) 

Book  value 
of  stocks  and 
obligations 
included  in 
construction 

Total 

valuation  of 
intercorporate 
holdings  in  asso- 
ciated companies 
(sum  of  three 
preceding 
columns) 

$75,000  00 

$175,000  00 
260,000  00 

$175,000  00 
260,000  00 

3,094  05 

“ $3,094  05 

$75,000  00 

$435,000  00 

$3,094  05 

$438,094  05 

$16,188,342  99 

$4,133,452  47 

$82,144,002  06 

$40,629,054  49 

$17,375,600  00 

$140,148,656  55 

22  Represents  book  value  of  $149,500  of  stock;  the  remainder  is  included  in  construction  account 
and  has  no  separate  valuation. 

23  Not  including  book  value  of  $4,225,000  bonds  which  are  included  in  construction  account. 

24  Not  including  book  value  of  $190,100  stocks  included  in  Construction  account. 

26  The  details  of  this  amount  are  not  given  in  the  report.  The  amounts  shown  in  the  reports 
of  affiliated  companies  as  owing  to  this  company  are  as  follows:  United  Electric  Light  & Power 
Co.,  $58,303.85;  Central  Union  Gas,  $106;  Consolidated  Gas,  $1,219.78;  Consolidated  Tele.  & 
Elec.  Subway  Co.,  $247,712.33. 

26  The  Consolidated  reports  that  it  owes  $14,550.73  on  open  account  to  this  company. 

27  Reported  as  $51,486.60  by  debtor  company. 

28  Reported  as  $443.10  by  debtor  company. 

29  The  Consolidated  reports  that  it  owes  $266.72  on  open  account  to  this  company. 

30  The  Consolidated  Gas  reports  that  it  owes  $524.98  on  open  account  to  this  company. 

31  The  details  of  this  amount  are  not  given  in  the  report.  The  amounts  shown  in  the  re oorts  of 
affiliated  companies  as  owing  to  this  company  are  as  follows:  New  York  Edison,  $1,373.20;  Con- 
solidated Gas,  $48.21. 

32  In  the  report  of  the  debtor  company  this  amount  is  included  in  Miscellaneous  accounts  payable. 

33  Book  value  assigned  the  $342,000  and  the  $400,000  items,  combined,  by  arbitrary  division  of 
the  $1,000,000  value  reported  for  these  in  combination  with  the  $200,000  item  in  table  XLIII, 
Section  (B). 

34  $8,710,332.71  bills  receivable  and  $1,614,268.69  accounts  receivable. 

36  Apparently  treasury  bonds  not  elsewhere  reported. 

36  The  book  value  of  stocks  and  bonds  is  not  shown  separately.  For  the  purposes  of  this  table 
the  bonds  are  shown  at  their  par  value,  while  the  balance  is  assumed  to  be  the  book  value  of  the 
stock. 

37  The  stock  of  the  East  River  Gas  Co.  is  entered  in  the  table  as  returned  by  the  New  Amster- 
dam, but  the  amount  is  bracketed  and  not  included  in  the  totals.  All  the  property  is  covered  by 
the  fixed  capital  accounts  of  the  New  Amsterdam. 

38 Whether  controlled  or  not  is  not  definitely  ascertained. 
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Investments  (not  including  real  estate)  other 

TIONS  OF  CONTROLLED  OR  AFFILIATED 


Stocks  (par) 

Bonds  (par) 

Insurance 

participation 

certificates 

Consolidated  Gas  Control 

$299,345  52 
4,816  95 
65,205  48 
40,521  54 
81,750  77 
531.189  80 
65,893  82 
9,039  44 
38,129  89 
47,805  51 

Astoria  Light,  H.  & P 

New  Amsterdam  Gas 

New  York  Edison 

2 $7,540  90 

a $855,500  00 
4 1,000,060  75 

N.  Y.  Mutual  Gas  Light 

Northern  Union  Gas 

Standard  Gas  Light 

United  Electric  Light  & Pr 

5 2,250  00 

Total 

$7,540.90 

$1,857,810  75 

$1,183,698  72 

Brooklyn  Union  Gas  Control 
Brooklyn  Union  Gas 

6 $500,000  00 

Kings  County  Elec.  Lt.  & Pr.  Control 
Edison  Electric  Ill’g 

7 $6,270  00 

s $14,600  00 
*200,000  00 

$179,676  93 

Kings  County  Elec.  Lt.  & Pr 

Total 

$6,270  00 

$214,600  00 

$179,676  93 

Richmond  Lt.  & Railroad  Control 
Richmond  Light  & Railroad 

u $10,000  00 

Other  Companies 

Long  Acre  Elec.  Lt.  & Pr 

72  $500,000  00 

N.  Y.  & Queens  Elec.  Lt.  & Pr 

Total 

$500,000  00 

Grand  total 

$23,810  90 

$3,072,410  75 

$1,363,375  65 

*Real  estate  mortgages. 

2 Stocks  of  Harper  Bros,  par  value,  $1,440.90  (book  value,  $2,718.68) , and  of  Cahill  Music  Patents 
par  value,  $6,100  (Book  value,  $1). 

* Travers  Securities  Company,  $11,000;  Illinois  Central  R.  R.,  $15,000;  N.  Y.  Central  R.  R., 
$20,000,  and  Ogden  Gas,  $40,000,  together  carried  on  the  books  at  $83,824.09;  $769,000  Empire 
City  Subway  Company  bonds  at  par  (including  $250,000  of  the  Consolidated  Telegraph  and 
Electric  Subway  Company  bonds  assumed  by  them),  and  $500  City  of  New  York  bonds  (book 
value,  $456.25). 

* New  York  City  corporate  stock,  $845,500,  and  New  York  City  3’s,  $154,560.75  together  car- 
ried on  the  books  at  $968,257.63. 

6 Westinghouse  Electric  and  Manufacturing  Company. 

6 Corporate  stock,  the  City  of  New  York,  gold  exempt  bonds. 
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(B)  All  investments  of  gas  and  electrical  companies  — Concluded. 


THAN  IN  SECURITIES  AND  OBLIGA- 
CORPORATIONS 

Book  value  of 
real  estate 
held  as  an 
investment 

Total  valuation 
of  investments 
(held  as  such) 
in  associated  com- 
panies (transferred 
Division  A) 

Total  investments 

Total 

Book  value 
of  total 

$299,345  52 
4,816,95 
65,205  48 
40,521  54 
81,750  77 
1,394,230  70 
1,065,954  57 
9,039  44 
38,129  89 
50,055  51 

$299,345  52 
4,816  95 
65,205  48 
40,521  54 
81,750  77 
1,387,189  82 
1,034,151  45 
9,039  44 
38,129  89 
50,285  51 

i $205,000  00 

$59,069,534  52 

$59,573,880  04 
4,816  95 
65,205  48 
290,521  54 
638,762  51 
12,376,558  44 
1,034,151  45 
9,039  44 
38,129  89 
1,103,406  26 

250,000  00 
557,011  74 
10,989,368  62 

1,053,120  75 

$3,049,050  37 

$3,010,436  37 

$205,000  00 

$71,919,035  63 

$75,134,472  00 

$500,000  00 

$512,421  88 

$3,363,574  55 

$3,875,996  43 

$200,546  93 
200,000  00 

$198,526  93 
200,000  00 

$450,521  88 
5,975,870  00 

$649,048  81 
6,175,870  00 

$400,546  93 

$398,526  93 

$6,426,391  88 

$6,824,918  81 

$10,000  00 

$10,000  00 

$435,000  00 

$445,000  00 

$500,000  00 

$500,000  00 

$500,000  00 
7,500  00 

$7,500  00 

$500,000  00 

$500,000  00 

$7,500  00 

$507,500  00 

$4,459,597  30 

$4,431,385  18 

$212,500  00 

$82,144,002  06 

73  $86,787,887  24 

7 Edison  Testing  Laboratories,  $6,270. 

8 Joseph  T.  McFall,  $9,000  (book  value,  $7,000),  Crescent  Athletic  Club,  $5,100  (book  va’ue, 
$5,080),  and  Brooklyn  Engineers’  Club,  $500. 

® New  York  Gas  & Electric  Light,  Heat  & Power. 

10  Assumed  as  a proper  proportion  of  the  $1,000,000  given  as  the  book  value  of  this  item  together 
with  the  $400,000  and  $342,000  items  in  section  (A)  of  this  table. 

11  Stock  of  South  Shore  Amusement  Company. 

12  “ Public  Service  Telephone  Company.  Ad  interim  certificates  entitling  bearer,  upon  receiot 
of  bonds  from  engraver,  to  receive  $503,003  par  value  of  the  5 per  cent  30-year  gold  bonds  of  the 
Public  Service  Telephone  Company.  Date  of  certificate,  September  27,  1909.” 

13  For  an  explanation  of  the  difference  between  this  total  and  the  total  of  corresponding 
columns  of  table  XXXVIII,  1910,  see  footnotes  10  and  14  on  page  383. 
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ABSTRACTS  OF  ANNUAL  RETURNS  OF  CORPORA- 
TIONS FOR  THE  YEARS  ENDED  DECEMBER 
31,  1909  AND  1910 


AMSTERDAM  ELECTRIC  LIGHT,  HEAT  AND  POWER  COMPANY 

Lessor 


Incorporated  April  10,  1897,  under  article  0 of  the  Transportation  Corporations 
Law.  Acquired  franchise  from  the  State  Electric  Light  and  Power  Company 
and  subways  from  the  Municipal  Electric  Light  Company  (subsequently  merged 
into  the  Edison  Electric  Illuminating  Company  of  Brooklyn).  As  purchase  price 
of  the  subways  it  gave  a 6 per  cent  note  of  $20,000  and  subsequently  leased  the 
subways  to  the  Edison  Electric  Illuminating  Company  of  Brooklyn  for  a nominal 
rent  of  $1,200  a year,  the  amount  of  annual  interest  on  the  note,  which  is  held 
by  the  latter  company. 

Stock  control  of  this  company  was  acquired  by  the  Edison  Electric  Illuminating 
Company  of  Brooklyn  in  1899. 


December 
31,  1909 
$226  84 
2 70 
38,417  90 

991,617  63 


BALANCE  SHEET 

Assets  Side 


Cash 

Interest  and  dividends  receivable. 
Fixed  capital  December  31,  1908 

(Lines  and  conduits) 

Corporate  deficit 


DecemPn- 

31,  1910 
$232  54 


38,417  90 
1,008,845  44 


Increase  or 
(D)  decrease 
$5  70 
D2  70 


17,227  81 


$1,030,265  07 


Totals 


$1,047,495  88  $17,230  81 


Liabilij "ss  Side 

$659  98  Taxes  accrued  

182,075  00  Interest  accrued  on  funded  debt.  . $197,075  00 

46,881  97  Owing  to  associated  companies....  50,420  88 

300.000  00  Funded  debt  300,000  00 

500.000  00  Common  stock  500,000  00 

648  12  Reserve  for  unpaid  taxes 


D $659  98 
15,000  00 
3,538  91 


D 648  12 


$1,030,265  07  Totals 


$1,047,495  88  $17,230  81 


Stocks. — Authorized  issue,  common  stock,  5,000  shares  of  $100  par  value  each; 
amount  issued,  5,000  shares  of  a par  value  of  $500,000;  cash  realized,  not  known; 
all  but  $12,200  owned  by  Edison  Electric  Illuminating  Company  of  Brooklyn  ; none 
held  by  or  on  behalf  of  the  respondent ; no  dividends  declared  or  paid  in  1909 

or  1910. 
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Funded  Debt. — Forty-year  first  mortgage  bonds  of  September,  1897  ; 5 per  cent 
payable  March  and  September ; authorized,  $1,000,000 ; issued  and  outstanding, 
December  31,  1910,  $300,000  ; interest  accrued  in  1909,  $15,000  ; in  1910,  $15,000  ; 
amount  paid,  none;  accrued,  but  not  due  at  close  of  year,  $5,000;  matured  and 
unpaid,  December  31,  1910,  $192,075. 

Owing  to  Associated  Companies. — Edison  Electric  Illuminating  Company  of 
Brooklyn : December  31,  1909,  Bills  payable,  due  on  demand,  6 per  cent, 

$45,601.88  ; interest  accrued  during  1909,  $2,788.99  ; paid,  $1,244.94  ; December  31, 
1910,  $45,601.88  ; interest  accrued  during  1910,  $2,736.11  ; paid,  $1,200.  Accounts 
payable,  December  31,  1909,  $1,280.09;  December  31,  1910,  $4,819. 


INCOME  ACCOUNT 

1909 


1910 


refunded  by  city . 


Printing,  stationery,  directors 
fees,  etc 


Gross  income  or  (L)  loss 

Deductions  from  gross  income 


Interest  on  bills  payable. 
Net  corporate  loss 


$17,821  71 


c 

A_ 

~ ^ f 



~ 'V 

o 

o 

<N 

i 

Vf 

00 

$1,200  00 

170 

76 

$1,370 

76 

$1,200 

00 

$237 

50 

$170  50 

1,165 

98 

1,403 

48 

*394  43 

564 

93 

(L)  $32 

72 

$635 

07 

17,788 

99 

17,736 

11 

$15,000 

00 

$15,000  00 

. 2,788 

99 

2,736  11 

$17,101  04 


Corporate  Deficit  Account 

Deficit,  January  1,  1909 $978,389  76 

Loss  for  year  1909  transferred  from  income  account 17,821  71 

Disputed  taxes  unpaid  December  31,  1908,  not  previously  provided 

for  in  tax  liability  account 1,183  52 

Interest  on  above  taxes 232  66 


Total  debits  

Credits  : Overpayment  of  franchise  taxes  for  years  1900 

to  1904  and  interest  thereon  applicable  to 

years  prior  to  1909 $4,241  96 

Allowance  by  city  of  claims  against  franchise 
taxes  for  1905  and  1907,  and  interest, 

treated  on  our  books 1,156  98 

Amount  of  claims  against  franchise  tax  for 

1908,  and  interest 611  08 


$997,627  65 


6,010  02 


Deficit,  December  31,  1909 $991,617  63 

Loss  for  year  1910  transferred  from  inoome  account 17,101  04 

Special  franchise  tax  and  interest  for  years  1908  and  1909,  not 

previously  provided  for  129  77 


Total  debits  $1,008,848  44 

Credits:  Unpresented  check  April  5,  1900,  cancelled 3 00 


Deficit,  December  31,  1910 


$1,008,845  44 


1 T his  amount  excludes  license  fee  $500;  State  tax  on  grosrs  earnioes.  $6. 
These  taxes  were  paid  by  the  Edison  Company  in  December,  1910,  and  billed  to 
this  company  in  January,  1911. 
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Taxes. — Levied  during  1909  : Gross  earnings,  $6  ; special  franchise,  $1,303.35  ; 

license  fee,  $500.  Paid  in  1909  : Gross  earnings,  $6  ; license  fee,  $500. 

Levied  during  1910  : Gross  earnings,  $6  ; special  franchise,  $1, 3 6)1 . 24  ; license 

fee,  $500.  Paid  in  1910  i1  Special  franchise,  year  1910,  $711.6il ; special  franchise, 
year  1908-1909,  including  $73.89  interest,  $777.89. 

Officers. — President,  N.  F.  Brady;  Vice-President  and  General  Manager,  W.  W. 
Freeman ; Secretary,  J.  H.  Evans ; Treasurer,  P.  R.  Atkinson ; General  Auditor, 
R.  D.  Rubright. 

Directors. — N.  F.  Brady,  W.  W.  Freeman,  J.  H.  Evans,  Thomas  E.  Murray, 
W.  F.  Wells. 

Main  Business  Office. — No.  360  Pearl  street,  Brooklyn. 


THE  ASTORIA  LIGHT,  HEAT  AND  POWER  COMPANY 

Incorporated  January  19.  1899,  under  the  Laws  of  the  State  of  New  York. 
The  franchise  was  acquired  through  the  Citizens’  Mutual  Gas  Light  Company  of 
Long  Island  City,  which  company  was  merged  into  The  Astoria  Light,  Heat  and 
Power  Company  on  May  11,  1905.  All  its  securities  are  owned  by  the  Consoli- 
dated Gas  Company  of  New  York,  which  has  advanced  all  funds  for  construction. 

Changes  in  1909-1910. — The  company  is  continually  making  additions,  exten- 
sions, improvements  and  betterments  to  every  portion  of  its  property.  The  financial 
result  of  such  changes  is  shown  in  Table  XXXIX.  The  board  of  directors  was 
increased  from  five  to  six  members,  George  B.  Cortelyou  having  been  elected  a 
director  on  May  27.  1909. 


BALANCE  SHEET 


December 

December 

Increase  » 

or 

31,  1909 

Assets  Side 

31,  1910 

(D)  decrease 

Current  assets  : 

$13,10'8 

76 

Cash 

$75,384  38 

$62,275 

62 

240,703 

61 

Accounts  with  associated 

companies 

258,044  98 

17.341 

37 

28 

88 

Consumers’  accounts  receiv- 

able   

33  44 

4 

56 

87,343 

75 

Other  accounts  receivable.... 

112,538  94 

25,195 

19 

452,804 

41 

Materials  and  supplies 

609,648  08' 

56,843 

67 

11,026,380 

66  • 

“ Fixed  capital.  December  31, 

1908” 

11,015,732  48 

D10, 648 

18 

623,334 

95 

Fixed  capital  installed  since  De- 

cember 31,  1908 

1,460,628  51 

837,293 

56 

46,583 

86 

Insurance  participation  certificates 

65,205  48 

19,62:1 

63 

$12,489,288 

87 

Total 

$13,497,216  29 

$1,007,927 

42 

Liabilities  Side 

$2,500 

00 

Taxes  accrued 

$9,023  47 

$6,523 

47 

3,125 

00 

Interest  accrued  on  funded  debt.  . 

4,687  150 

1,562 

50 

102,303 

35 

Interest  accrued  on  unfunded  debt. 

157,162  48 

54,869 

13 

10,207,301 

79 

Owing  to  associated  companies... 

10,507,301  79 

300,000 

00 

146,020 

31 

Miscellaneous  accounts  payable.  . . 

305,225  33 

159,205 

02 

375,000 

00 

Funded  debt  

375,000  00 

466,156 

29 

Renewal  and  contingency  account. 

668,193  54 

202,037 

25 

45,583 

8i5 

Casualties  and  insurance  reserve. 

65,447  67 

19.863 

72 

500,000 

00 

Stocks  

500,000  00 

641,298 

28 

Corporate  surplus  

905,174  61 

263,876 

33 

$12,489,288 

87 

Total 

$13,497,216  29 

$1,007,927 

42 
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Details  of  Assets  and  Debit  Balances 


Fixed  Capital  December  31,  1908 


Real  estate 

Piers  and  bulkheads  . . 

Plant 

Railroad  equipment. . . 
Tools  and  implements. 
Office  furniture  and  fix- 
tures   

Horses,  wagons  and 

harness  

Boats  and  scows 

Street  mains 

Gas  stoves  on  rentals 
Meters  and  connections 

Services  

Interest  on  construc- 
tion expenses  


Total 


Balance  Withdrawals  or  retirements  Balance 

December  31,  f ^ — ^ December  31, 

1908  1909  1910  1910 

$1,904,607  27  $1,904,607  27 

281,161  32  281,161  32 

7.707,660  70  $1,215  00  7,706,445  70 

73,453  38  73,453  3S 

36,959  72  $7,022  35  5,688  10  24,249  27 

6,342  37  1,205  05  976  08  4,161  24 

5,796  31  1,101  30  892  05  3,-802  96 

21,330  44  2,079  72  1,876  95  17,373  77 

2,680  40  2,680  40 

34  56  34  66 

60  72  60  72 

400  10  400  10 

997,301  79  997  301  79 


$11,037,789  08  $11,408  42  $10,648  18  $11,015,732  48 


Fixed  Capital  Installed  since  December  31,  1908. — See  Table  XXXIX. 

Book  value  December  31, 


Materials 
Gns  coal  

and 

Supplies 

1909 

$376,140  98 

1910 

$416,742  28 
13,282  37 
1,565  36 
3,629  39 
11,972  74 
14,139  78 
10,509  44 
8,651  82 

Coke 

12,282  79 

Lubricants  and  waste. . 

Ammonia 

Purifying  material  . . . . 

Pipe  and  fittings 

Iron  and  steel 

Valves 



2,149  19 
3,072  67 

9.161  34 
8,582  47 

Bolts  and  Tints 

4,061  54 

3,738  10 
25,416  80 

Miscellaneous  materials 

and 

supplies . . . 

18,227  47 

Total 

$452,804  41 

$509,648  08 

Materials  (Gas). — On  hand  December  31,  1909:  Coal,  2,58S,419  hundred  weight; 

iron  oxide,  36,415  bushels.  On  hand  Decemlber  31,  1910  : Coal,  2,906,933  hundred 

weight:  iron  oxide,  69,006  bushels.  For  residuals  on  hand  at  close  of  year,  see 
Table  X. 


Details  of  Liabilities  and  Credit  Balances 


December  31, 

Taxes  accrued:  1909 

Federal,  corporation  (estimated) $2,500  00 

Owing  to  associated  company: 

Consolidated  Gas  Company,  demand  loan  at  6 

per  cent 10,207,301  79 

Consolidated  Gas  Company,  interest  thereon 102,303  35 


December  31, 
1910 

$9,023  47 


10,507,301  79 
157,162  48 
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Funded  Debt. — Fifty-year  first  mortgage  bonds  of  February  1,  1899  ; '5  per  cent 
payable  February  1st  and1  August  1st ; amount  authorized,  $'500,000  ; amount  issued, 
$375,000 ; net  amount  outstanding,  $375,000 ; interest  accrued,  $18,750 ; interest 
paid  in  1909,  $15, 625  ; in  1910,  $17,187.50 ; interest  accrued  but  not  due  December 
31,  1909,  $3,125  ; December  31,  1910,  $4,687.50 ; trustee,  Union  Trust  Company 
of  New  York. 

Stock. — Authorized  issue,  common  stock,  5,000  shares  of  $100  par  value  each  ; 
amount  issued  and  outstanding,  $500,000 ; cash  realized  on  amount  outstanding, 
$500,000  ; no  dividends  declared  or  paid  during  1909  or  19:10. 


Renewal  and  Contingency  Account. 

Balance  December  31,  1908 $266,646  45 

Credits  in  1909  212,414  10 


$479,060  55 

Debits  in  1909  12,904  26 

Tools  and  implements,  $8,236.11  ; horses,  wagons  and  harness, 

$1,386.93  ; office  furniture  and  fixtures,  $1,187.94  ; boats 
and  scows,  $2,003.28'. 

Balance  December  31,  1909  $466,156  29 

Credits  in  1910  215,207  75 


$681,364  04 

Debits  in  1910 13,170  50 

Tools  and  implements,  $8,679.48  ; horses,  wagons  and  harness, 

$1,334.33  ; office  furniture  and  fixtures,  $1,266.07  ; boats 
and  scows,  $1,890.62 

Balance  December  31,  1910 $668,193  54 

Casualties  and  Insurance  Reserve. — Insurance  Participation  Reserve  : Balance 


December  31,  1908,  $28,582.14  ; credits  during  1909,  $17,001.71  ; balance  December 
31,  1909,  $45,583.85  ; credits  during  1910,  $19;621.63  ; balance  December  31,  1910, 
$65,205.48. 

Employees’  Insurance  Reserve. — - Credits  during  1910,  $242.09  ; no  debits. 


INCOME  ACCOUNT 


1909 


Item  Total 

Operating  revenue $3,270,270  63 

Revenue  deductions 2,130,743  18 

Operating  expenses. 1 $2,046,330  88  

Taxes 84,412  30  


1910 


Item  Total 

$3,324,227  67 

2,137,332  46 

$2,030,697  44  

2 106,635  02  


Operating  income.... 
Non-operating  income 
Minor  rents  receiv- 
able   

Interest  on  insurance 
participation  certi- 
ficates, etc 


$1,139,527  45 

2,114  59 

282  00  


1,832  59 


$1,186,895  21 

4,021  66 

282  00  

3,739  66  


Gross  income  appli- 
cable to  corporate 
and  leased  proper- 
ties   $1,141,642  04  $1,190,916  87 


Adjusted.  See  note  3 and  note  4 below. 

2 Exclusive  of  $5,703.15  under  accrual  of  1909  federal  tax  erroneously  charged 
here  by  the  company  and  now  transferred:  to  deductions  from  surplus. 
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Deductions  from  gross 

income 

Interest  accrued  on 

funded  debt 

Interest  on  bills  and 
accounts  owing  to 
Consolidated  Gas 

Company 

Rent  for  use  of  G0- 
inch  main,  New 
Amsterdam  Gas  Co. 

Net  corporate  income. 


1909 

r~ 

Item  Total 

$698,715  11 

$18,750  00  


600.051  80 


3 73,913  31 


$442,926  93 


1910 

K - 

Item  Total 

$708,961  59 

$18,750  00  

615,232  62  

3 74,978  97  

$481,955  28 


Corporate  .Surplus 

Surplus  December  31,  1908  

Balance  transferred  from  1909  income  account 

Miscellaneous  adjustments  applicable  to  former  years 


Appropriation  to  reserves  3  4 $212,414  10 

Scowing  1,732  39 

Surplus  December  31,  1909 641,298  28 


$403,933  35 
442.926  93 
8,584  49 


$865,444  77  $855,444  77 


Surplus  December  31,  1909 

Balance  transferred  from  1910  income  account.  . . . 
Adjustment  of  coal  tar,  ammoniacal  liquor  and 
cyanogen  sludge,  sales  applicable  to  former  years. 
Deductions  from  surplus ; Adjustment  of  taxes  — 


under  accrual  of  1909  Federal  corporation  tax...  $5,703  13 

Appropriation  to  reserves 4 215,207  75 

Surplus  December  31,  1910 905,174  61 


$641,298  28 
481,955  28 

2.S31  95 


$1,126,085  51  $1,126,085  51 


Operating  Revenues 

Quantity  (M.  cu.  ft..)  Amount  of  revenue 


Sales  of  Gas  1909  1910  1909  1910 

Commercial  metered  lighting....  218  210  $174  56  $168  16 

To  Consolidated  Gas  Company..  4,247,387  4,302,909  2,333,331  33  2,321,550  46 


Total  sales  of  gas 4,247,605  4,303,119  $2,333,505  89  $2,321,718  62 


3 The  item  “ Rent  for  use  of  60-inch  main  ” amounting  to  $73,913.31.  in  1909 
and  $74,978.97  in  1910,  has  been  transferred  from  operating  expenses,  where  it 
was  improperly  shown,  to  deductions  from  income. 

4 This  item  is  transferred  from  the  operating  expense  account  General  Amortiza- 
tion where  it  is  improperly  shown  in  the  company’s  report  since  the  correspond- 
ing credit  is  made  to  a “ Renewal  and  Contingency  Account  ” instead  of  the 
prescribed  account  Accrued  Amortization  of  Capital. 
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Quantity  (M.  cu.  ft.)  Amount  of  revenue 


1909 

Miscellaneous  Revenues 

Rent  of  gas  appliances 

Sales  of  residuals  and  by-prod- 
ucts : 

Gas  coke  (short  tons)....  231,612 

Coal  gas  tar  (gallons) 5,633,483 

Ammonia  sulphate  (pounds).  115,600 
Ammoniacal  liquor  (gallons)  .16,652,104 

Carhon  (pounds)  159,950 

Cyanogen  cake  (pounds)  . . . 1,906,685 
Spent  iron  mass  (pounds) . . 3,355,800 

Total  miscellaneous  rev- 
enues   

Total  gas  revenues 


1910 

1909 

1910 

$6 

00 

$6 

00 

222,160 

675,438 

49 

657,293 

53 

5,365,608 

98,564 

10 

133,752 

92 

1,113,799 

2,910 

69 

29,872 

48 

16,195,122 

103,208 

58 

118,067 

89 

254,280 

1,317 

67 

1,907 

10 

2,086,250 

53,639 

31 

59,716 

33 

4,289,600 

1,679 

90 

1,892 

80 

$936,764 

74 

$1,002,509 

05 

$3,270,270 

63 

$3,324,227 

67 

Operating  Expenses 
1909 


Increase 

1910  (D)  decrease 


Works  superintendence 

$31,796 

87 

$32,883 

20 

$1,086 

33 

Boiler-house  labor 

16  900 

80 

16,749 

19 

D 151 

61 

Retort-house  labor  

106,533 

25 

102,653 

02 

D 3,880 

23 

Purifier-house  labor  

13,829 

34 

12,968 

21 

D 861 

13 

Miscellaneous  labor  at  works 

22  129 

88 

23,258 

94 

1,129 

06 

Gas-making  labor  

$190,190 

14 

$187,512 

56 

D $2,677 

58 

Boiler  fuel  

28,710 

39 

30,621 

10 

1,910 

71 

Water 

15,125 

93 

5,110 

01 

D 10,016 

92 

Fuel  under  retorts  

127,694 

81 

142,162 

02 

14.467 

21 

Coal  carbonized  

1,251,306 

88 

1,214,344 

83 

D 36,962 

05 

Coal-gas  enricher  

171,944 

28 

200,046 

02 

28,101 

74 

Electric  power-house  

43,600 

52 

43,370 

45 

D 236 

07 

Purification  supplies 

16,393 

16 

16,500 

66 

2.107 

40 

Miscellaneous  works  expense 

26,017 

78 

23,571 

06 

D 2,946 

72 

Repairs  of  works  and  station  structures 

10,909 

91 

13,360 

94 

2,451 

03 

Repairs  of  furnaces,  boilers  and  acces- 

sories   

5,063 

60 

6,361 

87 

1,298 

27 

Repairs  of  steam  engines 

783 

81 

1051 

67 

D 132 

24 

Repairs  of  benches  and  retorts 

60,232 

32 

49,011 

65 

D 11,220 

67 

Repairs  of  purification  apparatus 

10,741 

80 

17,372 

92 

1,631 

12 

Repairs  of  holders 

3,854 

14 

682 

87 

D 3,271 

27 

Repairs  of  miscellaneous  equipment.  . . 

70,493 

10 

05,992 

13 

D 4,500 

97 

Repairs  of  works  tools 

10,611 

03 

0,813 

35 

D 3,797 

68 

Gas  storage 

469 

87 

350 

26 

D 119 

61 

Total  production  expenses 

$2,049,648 

47 

$2,025,736 

17 

D $23,912 

30 

Salaries  and  expenses  of  general 

officers  

$7,660 

00 

$9,759 

92 

$2,099 

92 

Salaries  and  expenses  of  general 

office  clerks 

7,295 

93 

6,688 

66 

D 607 

28 

General  office  supplies  and  expenses. 

748 

74 

972 

81 

224 

07 

General  law  expenses 

6,000 

00 

5,020 

95 

20 

95 

Miscellaneous  general  expenses 

2,994 

31 

5,766 

87 

2,762 

66 

5 Includes  $784.20  aqua  ammonia. 
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Increase  or 


Insurance  

General  amortization  

1909 

$29,615 

6 

63 

1910 

$30,135 

6 

11 

(D)  decrease 
$519  48 

Accidents  and  damages 

526 

51 

1,851 

76 

1,325 

25 

General  stationery  and  printing 

105 

47 

217 

38 

111 

91 

Residuals  and  by-products  expense.. 

129,258 

64 

135,408 

27 

6,149 

63 

Inventory  adjustments  — balance 

Cr. 

21 

Cr.  1,924 

90 

5,539 

31 

Duplicate  charges  

.  6  7 8 Cr . 179,058  61 

7 Cr.  188J)25 

55 

D 9,866 

94 

Total  general  expenses 

Cr.  $3,317 

59 

$4,961 

i27 

$8,278 

86 

Total  operating  expenses 

$2,046,330 

88 

$2,030,697 

44 

D $15,633 

44 

Increase  or 

Taxes 

1909 

1910 

(D)  decrease 

Assessed  and  charged  to  income 

$84,412 

30 

$112,338 

17 

$27,925 

87 

Real  estate  

65,325 

73 

80,976 

16 

15,650 

43 

Special  franchises  

172 

53 

271 

61 

99 

08 

Gross  earnings,  state 

16,414 

04 

16,363 

78 

D 50 

26 

Federal,  corporation  (estimated)  . 

2,500 

00 

814,726 

62 

12,226 

62 

Paid  during  year 

96,330 

66 

105,814 

70 

9,484 

04 

Real  estate 

65,325 

73 

80,976 

16 

15,650 

43 

Special  franchise 

172 

53 

271 

61 

99 

08 

Gross  earnings,  state 

30,832 

4-0 

16,363 

78 

D 14,468 

62 

Federal,  corporation  

8,203 

15 

8,203 

15 

PHYSICAL  EQUIPMENT 

Coal  Cas  Plant. — ■ Location,  Astoria,  Long  Island  City  ; cubic  feet,  daily  capacity, 
20,000,000  ; number  retorts  available  December  31,  1910,  1,056  ; number  of  benches, 
124.  (Details  in  Table  II.) 

Holders. — One  open  concrete  tank,  Astoria ; capacity,  15,000,000  cubic  feet. 
(Details  in  Table  IV.) 

Mains.—-  Distribution  pipe  lines,  length  in  feet  December  31,  1910,  3,687 ; in- 
crease during  year,  0 ; length  of  portion  of  streets  occupied,  3,687  feet.  (See 
Table  V.) 

Services. — In  use  December  31,  1910,  3;  increase  during  year,  0.  (See  Table  VI.) 

Meters. — Number  in  use  December  31,  1910,  3;  increase  during  year,  0.  (See 
Table  VII.) 

OPERATING  STATISTICS 

Oas  Made  and  Sold  {Cubic  Feet). — On  hand  January  1,  1909,  9,673,000;  made 
in  1909,  4,248,282,000 ; sold  in  1909,  218,200  ; supplied  to  Consolidated  Gas  Com- 
pany, in  1909,  4,247,387,100  ; used  by  respondent  in  1909,  472,700  ; on  hand  Decem- 
ber 31,  1909,  9,877,000. 

On  hand  January  1,  1910,  9,877,000  ; made  in  1910,  4,304,155,000  ; sold  in  1910, 
210,200 ; supplied  to  Consolidated  Gas  Company  in  1910,  4,302,909,200 ; used  by 
respondent  in  1910,  899,600;  on  hand  December  31,  1910,  10,013,000.  (See  Tables 
Xl-XIIIa.) 


6 The  company’s  reports  show  charges  to  General  Amortization  at  the  rate  of  5c. 
per  M.  cu.  ft.  which  were  concurrently  credited  to  the  reserve  “ Renewal  and 
Contingency  Account  ” instead  of  the  prescribed  account  Accrued  Amortization  of 
Capital.  The  charges  are  therefore  transferred  to  the  surplus  account,  Appropria- 
tions to  Reserves. 

7 1909  — Value  of  coke  used,  $171,938.51;  gas  used,  $378.16;  water,  $6,741.94. 
1910  — Coke,  $188,206.87;  gas,  $7,19.68. 

8 “Actual  tax  levied  based  on  1909  report,  $8,203.15  ; estimated  tax  to  be 
levied,  based  on  1910  report,  $9,023.47:  total  1909  and  1910,  $17,226.62;  less 
amount  estimated  in  1909  account,  $2,500  ; amount  applicable  to  our  1910  busi- 
ness, $14,726.62.”  But  see  also  note  2 to  Income  Account. 
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Materials. — Materials  used,  see  Table  IX;  materials  on  hand,  see  Balance  Sheet 
details  above. 

Residuals. — See  Table  X. 

Accidents. — See  Tables  XXV-XXIX. 

Employees. — Salaries  paid  officers,  in  1909,  $'5,999.96  ; in  1910,  $7,399.96  ; num- 
ber of  employees,  week  ended  December  18,  1909,  full  time,  498  ; part  time,  138  ; 
week  ended  December  17,  1910,  full  time,  988  ; part  time,  353  ; total  compensation 
paid  officers  and  employees  in  1909,  $470,244.93 ; in  1910,  $632,109.58.  (See 
Tables  XXX-XXXIV.) 

Officers. — President,  Horace  W.  Fuller ; Vice-President,  Harrison  E.  Gawtry ; 
Secretary,  L.  B.  Gawtry ; Assistant  Secretary,  C.  M.  Carbonell ; Treasurer,  J.  A. 
Bennett ; Assistant  Treasurer,  Benjamin  Whiteley  ; Controller,  R.  A.  Carter  ; General 
Auditor,  F.  L.  Lambrecht. 

Directors. — Horace  W.  Fuller,  William  H.  Bradley,  Harrison  E.  Gawtry,  Lewis 
B.  Gawtry,  Walter  R.  Addicks,  Geo.  B.  Cortelyou. 

Main  Business  Office. — 4 Irving  place,  New  York  City. 


THE  BALL  ELECTRICAL  ILLUMINATING  COMPANY 

Incorporated  March  25,  1886,  under  the  Laws  of  the  state  of  New  York.  It  is 
controlled  by  the  United  Electric  Light  and  Power  Company  through  ownership  of 
a major. ty  of  stock  (the  latter  company  report  that  they  own  1,295  shares). 
This  corporation  has  not  operated  its  plant  since  1888.  and  only  operated  on  a 
small  scale  prior  to  that  time.  It  reports  no  physical  equipment  or  anyf  other  fixed 
capital  except  franchise. 

Stockholders. — dumber,  January  21,  1911,  18;  in  New  York  state,  17,  holding 
1 . 36*6  shares;  total  voting  power  (number  of  shares),  1,541  of  $100  par  value  each. 
Votes  cast  at  general  meeting  of  February  21,  1911,  1,376  ; persons  casting  the  five 
highest  numbers  of  votes  : R.  A.  Carter,  926  ; Lewis  B.  Gawtry,  187  ; L.  C.  Buck- 
ley,  175  ; James  A.  Bennett.  71  ; Benj.  Whiteley,  5. 


BALANCE  SHEET 

Dec.  31,  1909  Assets  Side  Dec.  31,  1910 

Fixed  capital,  December  31,  1908  : 

$249,950  00  Plant,  property,  effects  and  rights $249,950  00 

565  87  Corporate  deficit  565  87 


$250,515  87  Total  $250,515  87 


Liabilities  Side 

$515  87  Accounts  payable  $515  87 

95,900  00  Stock  donated  for  working  capital 95,900  00 

154,100  00  Stocks 154,100  00 


$250,515  87  Total  $250,515  87 


Franchise. — Granted  by  Board  of  Aldermen  of  City  of  New  York  in  1887  ; per- 
petual ; actual  money  cost  unknown  ; included  on  ledger  in  “ plant,  property,  effects 
and  rights.” 

Stocks. — Authorized,  2,500  shares  of  $100  par  value  each  ; par  value  of  amount, 
outstanding,  $154,100 ; the  remainder  is  nominally  issued  and  held  as  treasury 
stock. 

Income  Account. — None. 

Officers. — President,  Robert  A.  Carter;  Secretary  and  Treasurer,  Benj.  Whiteley. 

Directors. — Robert  A.  Carter,  W.  R.  Addicks,  James  A.  Bennett,  Arthur  H. 
Elliott,  Benj.  Whiteley. 

Main  Business  Office. — No.  1170  Broadway,  New  York  City. 
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BOWERY  BAY  ELECTRIC  LIGHT  AND  POWER  COMPANY 

Incorporated  November  24,  1897,  under  article  6 of  the  Transportation  Corpo- 
rations Law.  The  property  which  it  operates  at  North  Beach  is  owned  by  the 
Bowery  Bay  Building  and  Improvement  Company  and  is  leased  from  year  to 
year.  The  company  has  no  franchise  and  operates  its  plant  only  dm*ing  the  sum- 
mer months,  supplying  electric  current  to  the  tenants  at  North  Beach. 

Stockholders. — Number,  May  13,  1910,  5 (all  in  New  York  State),  holding  35 
shares.  Total  voting  power  (number  of  shares),  35,  of  $100  par  value  each;  votes 
cast  at  general  meeting  of  May  13,  1910,  35  ; George  Ehret,  15  ; George  Ehret,  Jr., 
5 ; E.  M.  Burghard,  5 ; John  B.  Hasslocher,  5 ; Russell  R.  Schaller,  5. 

Changes  in  1909-1910. — t No  franchises  or  additional  powers  were  acquired  and 
no  important  changes  took  place  during  the  period. 


BALANCE  SHEET 


December  31,  December  31, 

1909  Assets  Side  1910 

$87  30  Cash $561  21 

7,498  66  Consumers’  accounts  receivable.  8,647  22 

1,991  93  Materials  and  supplies 5,758  34 

Fixed  capital,  December  31, 

1908  : 

1,000  00  Organization 1,000  00 

229  29  General  shop  equipment....  229  29 

6,571  59  Corporate  deficit  9,108  12 


Increase  or 
(D)  decrease 
$473  91 
1,148  56 
3,766  41 


2,536  53 


$17,378  77  Total  . 


$25,304  18  $7,925  41 


Liabilities  Side 


$1,180  56 
1,811  28 
10,886  93 
3,500  00 


Consumers’  deposits  

Miscellaneous  accounts  payable. 

Rents  accrued  

Stocks  — common  


$511  37 
1,483  88 
19,808  93 
3,500  00 


D $669  19 
D 327  40 
8,922  00 


$17,378  77  Total 


$25,304  18  $7,925  41 


& fERIALS  AND  SUrrLIES 

Book  value  December  31, 


Items 


1909 


1910 


Steam  coal 

Carbons  

Incandescent  lamps  . 

Wire  and1  cable 

Lubricants  and  waste 

Merchandise  

Transformers  

Stationery 


$909 

00 

$2,081 

65 

20 

20 

120 

00 

1,770 

30 

40 

60  . 

15 

35 

285 

75 

1,133 

30 

659 

63 

704 

30 

16 

95 

33 

15 

Total 


$1,991  93  $5,758  34 


Consumers’  Deposits. — Balance  December  31,  1908,  $714.72 ; added  in  1909, 
$913.50 ; refunded  in  1909,  $447.66  ; balance  December  31,  1909,  $1,180.56 ; added 
in  1910,  $1,010.29 ; refunded  in  1910,  $1,679.48 ; balance  December  31,  1910, 
$511.37. 

Stocks. — Issued  35  shares  of  $100  par  value  each  ; cash  realized,  $3,500  ; par 
value  of  net  amount  outstanding  December  31,  1910,  $3,500 ; no  dividends  were 
declared  or  paid  during  the  years  1909-1910. 
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INCOME  ACCOUNT  1 

1909  1910 


Item 

Operating  revenues 

Revenue  deductions 

Operating  expenses $19,291  8® 

Taxes 129  13 


Operating  and  gross  income . . 
Deduct  rent  of  plant  from 
Bowery  Bay  Building  and1 
Improvement  Company  . . . 

Net  corporate  loss 


Total  Item  Total 

$25,454  53  $26,542  52 

19,420  96  18,079  05 

$17,949  66  

129  39  


$6,053  57  $8,463  47 

11,000  00  11,000  00 


$4,966  43  $2,536  53 


Corporate  Deficit. — Deficit,  December  31,  1908,  $1,605.16;  deficit  transferred 
from  1909,  income  account,  $4,966.43  ; from  1910.  income  account,  $2,536.53  ; total 
corporate  deficit,  December  31,  1910,  $9,108.12. 

Operating  Revenues 


Quantity  (kw.  hours)  Amount  of  revenue 


t 

_A_. 

\ 

t 

K 

\ 

Sales  of  Electric  Current  1909.  1910. 

1909. 

1910. 

Commercial  flat  rate  lighting 414,676 

436,026 

$23,742  53 

$24,962 

52 

Commercial  flat  rate  power 19,268 

17,782 

1,712  00 

1,580 

00 

Total  electric  revenue 433,944 

463,808 

$26,454  53 

$26,542  62 

Operating 

Expenses 

Increase  or 

1909 

1910 

(D)  decrease 

Station  superintendence  and  care 

$568 

75 

$631  75 

$63 

00 

Boiler  labor 

908 

37 

943  26 

34 

88 

Engine  labor 

2,109 

95 

2,530  53 

420 

58 

Electric  labor 

694 

66 

788  79 

94 

13 

Power  plant  labor 

$4,281 

73 

$4,894  32 

$612 

69 

Fuel  for  steam* 

6,798  68 

5 . 714  45 

D 1,084 

13 

Lubricants  for  power 

306 

72 

366  66 

49 

94 

Production  supplies 

333 

63 

47  48 

D 285 

15 

Station  expense 

309 

23 

341  94 

32 

71 

Repairs  of  power  plant  buildings 

6 90 

6 

90 

Repairs  of  furnaces  and  boilers 

394 

00 

335  39 

D 58 

61 

Repairs  of  steam  accessories 

422 

33 

205  59 

D 216 

74 

Repairs  of  accessory  electric  equipment 

102 

38 

20  16 

D 82 

22 

Repairs  of  miscellaneous  station  equip- 

ment   

34  27 

34 

27 

Total  production  expenses 

$12,947 

60 

$11,957  16 

D $990  44 

Transmission  pole  and  fixture  repairs. . 

$127 

20 

$25  77 

D $101 

43 

Overhead  transmission  system  repairs. 

259 

74 

336  60 

75 

86 

Total  transmission  expenses 

$386  94 

$361  37 

D $25 

57 

1 The  plant  was  in  operation  on  April  11.  18,  25,  May  2.  9.  and  from  May  16  to 
September  12,  and  on  September  19  in  1909,  and  on  April  10,  17,  24,  May  1, 
8 and  from  May  14  to  September  11  and  on  September  18  during  1910. 
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Increase  or 

1909  1910  (D)  decrease 


Electric  distribution  superintendence. . 

$316 

00 

$332 

60 

$17 

50 

Repairs  of  transformers 

626 

69 

207 

85 

D 318 

84 

Total  distribution  expenses 

$841 

69 

$540 

36 

D $301 

34 

Commercial  arc  labor 

$270 

00 

$362 

81 

$92 

81 

Commercial  arc  supplies 

273 

27 

69 

35 

D 213 

92 

Commercial  arc  repairs 

197 

90 

53 

40 

D 144 

50 

Commercial  incandescent  renewals  . . . . 

1,540 

00 

1,689 

70 

49 

70 

Inspection  of  consumers’  premises 

460 

50 

514 

09 

53 

59 

Repairs  of  consumers’  installations... 

216 

69 

216 

69 

Total  utilization  expenses 

$2,741 

67 

$2,796 

04 

$54 

37 

Advertising 

$4 

80 

$4 

00 

D $0 

80 

Salaries  and  expenses  of  general  officers 

$760 

00 

$750 

00 

Salaries  and  expenses  of  general  office 

clerks  

866 

95 

839 

82 

D 16 

13 

General  office  supplies  and  expenses. . . 

81 

62 

29 

36 

D 52 

16 

General  law  expenses 

325 

00 

337 

75 

12 

75 

Miscellaneous  general  expenses 

133 

35 

141 

59 

8 

24 

Insurance  

172 

98 

157 

36 

D 15 

62 

General  stationery  and  printing 

50 

33 

34 

86 

D 16 

47 

Total  general  expenses 

$2,369 

13 

$2,290 

74 

D $78 

39 

Total  operating  expenses 

$19,291 

83 

$17,949 

66 

D $1,3  42 

17 

Taxes. — Assessed  and  charged  to  income,  in  1909  : State  tax  on  gross  earnings, 
$129.13  ; in  1910,  $129.39  ; paid  during  1909,  state  tax  on  gross  earnings,  $262.98  ; 
in  1910,  $129.39. 


PHYSICAL  EQUIPMENT 

Power  Plant  Equipment. — For  number  of  units,  kind  and1  capacity  in  service 
December  31,  1910,  see  Table  XV.  Circuits. — - See  Table  XVI.  Poles,  Line  Trans- 
formers and  Services. — See  Table  XVII.  Meters. — The  company  had  no  meters  in 
use  December  31,  1910. 


OPERATING  STATISTICS 

Electric  Current  Generated  and  Sold  {lew.  hrs.). — Sold  in  1909,  433,944;  sold  in 
1910,  453,808.  Current  not  measured  as  generated.  See  Table  XXIII. 

For  other  operating  statistics,  see  Table  XX,  Connected  load  ; Table  XXI,  Elec- 
tric current  generated  and  fuel  consumed  ; Table  XXII,  Maximum  peak  load. 

Materials. — Anthracite  coal  (cwts.)  : On  hand  January  1,  1909.  13.440;  received 

in  1909.  32.458  ; used  in  1909,  39,514  ; on  hand  December  31,  1909,  6,384  ; received 
in  1910.  38,416  ; used  in  1910,  32,996  ; on  hand  December  31,  1910,  11,805.  For 
book  value  of  materials,  see  Balance  Sheet  details  above. 

Accidents. — There  were  no  accidents  in  1909  or  1910. 


.Returns  of  Gas  and  Electric  Corporations. 


445 


Employees  and  Wages 


Average  number 

employed 2 Compensation 


Executive  and  Supervisory  Staff:2 3 

t K 

1909 

1910 

1909 

1910 

General  officers  

3 

3 

$750 

00 

$750 

00 

Managers  and  superintendents 

1 

1 

630 

00 

665 

00 

Technical  Staff:  3 * 

Attorney  

1 

1 

300 

00 

300 

00 

Clerical  Staff ; 8 

Cashiers  and  bookkeepers  — men 

3 

3 

676 

28 

663 

52 

Clerks  and  other  office  help — -female... 

1 

1 

99 

64 

97 

78 

'Other  salaried  employees  — men 

2 

2 

80 

03 

78 

52 

Wage  Earners:  4 

Inspectors  

1 

1 

460 

50 

514 

09 

Engineers  (stationary)  

2 

2 

923 

83 

961 

99 

Firemen  (boiler)  

3 

3 

908 

37 

943 

25 

Dynamo  and  switchboard  men 

2 

2 

694 

66 

788 

79 

Lamp  trimmers  

1 

1 

270 

00 

362 

81 

Blacksmiths,  machinists  and  other 

mechanics  

1 

1 

440 

25 

553 

12 

Watchmen,  porters,  elevator  men,  etc.  . . . 

1 

1 

253 

75 

299 

25 

Oilers  

2 

3 

7 45 

83 

1,025 

42 

Totals  

24 

25 

$7,233 

14 

$7,993 

54 

Distribution  of  Total  Compensation  Paid  to  Employees. — In  1909:  Production 

expenses,  $4,281.73;  distribution  expenses,  $315;  utilization  expenses,  $730.50  ; 
general  and  miscellaneous  expenses,  $1,906.91;  total,  $7  233.14.  In  1910:  Produc- 

tion expenses,  $4,394.32;  distribution  expenses,  $332.50;  utilization  expenses, 
$876.90  ; general  and  miscellaneous  expenses,  $1,889.82  ; total,  $7,993.54. 

Officers. — President  and  Treasurer,  John  B.  Hasslocher  ; Vice-President,  George 
Ehret,  Jr.;  Secretary  and  General  Manager,  Russell  It.  Schaller;  General  Counsel, 
E.  P.  Foster ; General  Superintendent,  J.  Pfanz. 

Directors. — George  Ehret,  E.  M.  Burghard,  George  Ehret,  Jr.,  John  B.  Hass- 
locher, Russell  R.  Schaller. 

General  Offices. — Corporate  offices,  109  East  14th  street,  New  York  City;  main 
business  office,  North  Beach,  Borough  of  Queens. 


THE  BRONX  GAS  AND  ELECTRIC  COMPANY 

Incorporated  in  1893  under  the  Laws  of  the  state  of  New  York,  chapter  143, 
Laws  of  1886.  Supplies  water  gas  and  electricity  in  that  section  of  the  Borough 
of  The  Bronx  lying  east  of  the  Bronx  river,  formerly  the  old  town  of  Westchester, 
exclusive  of  the  incorporated  village  of  Williamisb  ridge. 

Stockholders. — Number,  October  31,  1910,  21 ; in  New  York  state,  20,  holding 
4,847  shares.  Total  voting  power  (number  of  shares),  4,865,  of  $100  par  value 
each.  On  December  31,  1908,  the  principal  stockholders  were  reported  to  be: 
Estate  of  Chas.  E.  Coddington,  3,394  votes  ; L.  A.  G.  Coddington,  314  ; A.  H.  Morris, 
180  ; H.  C.  Henderson,  151.2  ; A.  M.  Jenks,  127.8  ; Elizabeth  M.  Hayes.  126;  John  F. 
Carroll,  90;  C.  W.  Morse,  90;  W.  H.  Bolton,  72;  Julia  A.  Romaine,  62. 

Votes  cast  at  general  meeting  of  November  26,  1910,  4,429  ; by  stockholders  on 
behalf  of  themselves  ; E.  H.  Rosenquest,  26.2  ; A.  B.  Cruikshank,  45  ; A.  M.  Jenks, 


2 The  average  number  (for  the  period  of  oneration)  is  identical  with  the  total 
number  or  appointments,  except  for  one  additional  oiler  in  1910,  making  four 
for  a brief  period. 

3 General  officers,  technical  and  clerical  staff  give  only  part  time  to  the  affairs  of 
the  Bowery  Bay  Electric  Light  and  Power  Company,  and  returns  of  compensa- 
tion are  for  this  time  only. 

4 The  clerical  staff  is  reported  as  employed  winter  as  well  as  summer;  the  em- 

ployees in  the  mechanical  department  are  employed  only  during  the  summer. 
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127.8 ; Wm.  M.  Rumney,  l'8  ; J.  M.  Butler,  27  ; on  behalf  of  others  : E.  H.  Rosen- 
quest,  477  ; A.  B.  Cruiksliank,  3,708. 

Changes  in  1909-1910. — Physical  changes  in  1909  : Extensions  of  gas  mains  in 

streets  heretofore  not  supplied  with  gas  in  its  district : Four-inch  main,  5,944  ft.  ; 
G-in.  main,  6,498  ft. ; 8-in.  main,  2,064  ft. ; 12-in.  main,  3,148  ; 16-in.  main,  564  ft.  ; 
24-in.  main,  288  ft.  Renewals  and  betterments  of  gas  mains  on  account  of  street 
improvements  — 4,225  ft.  of  8-in.  abandoned  and  replaced  by  12-in.  main  ; 2,504  ft. 
of  4-in.  abandoned  and  replaced  by  6-in.  main  ; 100  ft.  of  6-in.  main  abandoned  and 
replaced  by  8-in.  main  ; 861  ft.  of  16-in.  abandoned.  New  electric  pole  line  exten- 
sions : 100  poles,  equivalent  to  approximately  12,000  ft.  of  street ; wire  strung,  for 
commercial  lighting  and  power,  96,541  ft.  ; for  public  street  lighting,  45,170  f£.  ; 
additional  city  lamps  installed,  198.  All  lines  throughout  streets  in  section  known 
as  Unionport  were  renewed  on  account  of  order  of  City  of  New  York  to  change  the 
system  of  street  lighting  from  arc  to  incandescent  tungsten  lamps.  For  the  pur- 
pose of  increasing  the  capacity  of  the  company’s  plant  to  meet  the  demands  and 
requirements  of  the  territory  served,  the  following  additions  to  and  extensions  of 
the  Central  Electric  station  were  made  : Extended  boiler  room  for  boiler  capacity 
of  approximately  1,600-h.p. ; installed  two  new  B.  & W.  water-tube  boilers  of  a 
total  capacity  of  800-h.p.,  together  with  all  boiler  appurtenances  ; boilers  connected 
to  new  brick  stack  by  steel  flues ; erected  one  radial  brick  Custodis  stack,  7 ft. 
6 in.  in  diameter  by  150  ft.  high,  having  a normal  capacity  of  approximately 
2,000-h.p. ; installed  a complete  railroad  with  coal  cars,  scales,  etc.,  for  handling 
boiler  room  fuel  and  ashes  ; installed  one  Westinghouse  turbo-generator  of  937  kw. 
capacity,  together  with  complete  surface  condensing  equipment  of  sufficient  capac- 
ity ; extended  marble  switchboard  for  additional  generator  panel,  feeder  panel,  and 
series  arc  panel,  with  all  accessories  and  connections  ; installed  two  General  Elec- 
tric feeder  regulators  with  accessories,  capacity  22  kw.  each  ; one  General  Electric 
eeries  tub  transformer,  100-light  capacity  with  accessories. 

Physical  changes  in  1910  : Extended  gas  mains  in  various  streets,  as  follows : 

Four-inch  main,  4,937  ft. ; 6-in.  main,  6,169  ft. ; 8-in.  main,  3,473  ft.  ; 12-in.  main, 
6,206  ft.  ; 16-in.  main,  4,899  ft.  Electric  light  and  power  lines  were  constructed 
for  public  and  commercial  lighting  in  various  streets.  Under  orders  of  the  Depart- 
ment of  Water  Supply,  Gas  and  Electricity,  128  tungsten  80-watt  street  lamps 
were  installed  and  14  arc  lamps  of  400  watts  were  removed.  High  tension  trans- 
mission, 2-phase  line  erected  from  the  company’s  station  to  end  of  Clason  Point  for 
supplying  light  and  power  to  several  amusement  parks  on  Clason  Point.  Extension 
to  gas  plant,  consisting  of  one  complete  generating  set  of  1,250,000  cu.  ft.  capacity 
per  day,  with  all  auxiliary  apparatus  complete,  more  than  doubling  capacity  of 
works. 

Important  financial  changes : An  issue  of  $797,000  first  and  refunding  bonds 

was  authorized  by  the  Public  Service  Commission  ($643,000  on  January  14,  1910, 
and  $154,000  on  December  30,  1910),  for  the  purpose  of  refunding  $500,000  of  old 
first  mortgage  bonds  and  providing  additional  capital  for  the  extension  of  the  com- 
pany’s facilities.  The  amounts  actually  issued  for  refunding  purposes  and  actually 
sold  for  capital  purposes  are  set  forth  in  detail  under  “ Funded  Debt.” 

The  rate  of  gas  to  private  consumers  was  reduced,  according  to  law,  from  $1.15 
per  M.  cu.  ft.  to  $1.10  in  1909,  and  to  $1.05  per  M.  cu.  ft.  in  1910.  The  rate  for 
public  street  lighting  (arc)  was  voluntarily  reduced  in  1909  from  $105  per  lamp 
per  year  to  $102.50,  and  further  reduced  in  1910  to  $100  per  lamp  per  year. 

No  franchises  or  additional  powders  were  acquired. 


BALANCE  SHEET 


December  31, 
1909 


Assets  Side 


December  31, 
1910 


Increase  or 
(D)  decrease 
D $8,343  03 


$73,126  29 

20.878  54 

27.878  66 
6,619  26 

28,894  97 


Cash 

Accounts  with  City  of  New7  York 
Consumers’  accounts  receivable. 

Other  accounts  receivable 

Materials  and  supplies 

“ Fixed  Capital,  December  31, 


$64,783  26 
28,558  88 
30,836  93 
8,759  26 
30,442  75 


7,680  34 
2,958  27 
2,140  00 
1,547  78 


1,019,265  88 


1908  ” 


1,011,593  57 


D 7,672  31 


6S.044  57 


Fixed  capital  installed  since 


December  31,  1908  — Electric 


94,511  39 


20,466  82 
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December  31, 
1909 

$25,589  24 
3,462  25 

Assets  Side — ( Concluded ) 
Fixed  capital  installed  since 
December  31,  1908  — Gas.  . . . 

Prepayments  

Unamortized  debt  discount  and 

December  3J, 

1910 

$76,860  19 
3,620  40 

69,465  96 
13,497  93 

Increase  or 
(D)  decrease 

$51,270  95 
158  15 

69,465  96 
758  54 

12,739 

39 

Suspense  

$1,286,499 

05 

Total  

$1,432,930 

52 

$146,431 

47 

Liabilities  Side 

$25,874 

95 

Taxes  accrued  

$26,139 

98 

$265 

03 

13.025 

00 

Interest  on  funded  debt 

15,825 

00 

2,800 

00 

120 

00 

Interest  on  unfunded  debt 



D 120 

00 

325 

00 

Dividends  declared  

350 

00 

25 

00 

85,000 

00 

Bills  payable  

90,000 

00 

5,000 

00 

26,589 

58 

Consumers’  deposits  — electric 

and  gas  

29,770 

58 

3,181 

00 

25,264 

92 

Miscellaneous  accounts  payable 

20,474 

45 

D 4,790 

47 

10,025 

29 

Other  unfunded  debt 

7,606 

44 

D 2,418 

85 

529,100 

00 

Funded  debt  

638,000 

00 

108,900 

00 

Sinking  fund  reserves 

4,864 

00 

4,864 

00 

3,427 

67 

Accrued  amortization  of  capital 

23,416 

07 

19,988 

40 

11,793 

14 

Reserve  for  extraordinary  ex- 

penses and  contingencies 

8,643 

14 

D 3,150 

00 

420 

00 

Other  optional  reserves 

420 

00 

486,500 

00 

Stock  

486,500 

00 

69,033 

50 

Corporate  surplus  

80,920 

86 

11,887 

36 

$1,286,499 

05 

Total 

$1,432,930 

52 

$146,431 

47 

Details  of  Assets  and  Debit  Balances 

Fixed  Capital,  December  31,  1908, 1 Oas  and  Electric. — Balance  December  31, 
1908,  $1,036,868.30;  withdrawals  or  retirements  in  1909,  $17,602.42;  in  1910, 
$7,672.31  ; balance  December  31,  1910,  $1,011,593.57. 

Description  of  Capital  Withdrawn.- — During  1909 : Steam  and  water  piping, 

$2,300  ; buildings  and  structures,  $3,500  ; oil  filter,  $120  ; electric  meters,  $856.75  ; 
poles  and  fixtures,  $1.830.25 ; mains  abandoned,  $7,845.42 ; services,  $1,150 ; 
total,  $17,602.42.  During  1910  : Sold  one  complete  five-foot  United  Gas  and 

Improvement  Co.  water  gas  set  with  operating  iron  floor  and  beams  including  one 
Sturtevant  blower,  Atlas  engine,  gauge  board,  and  gauges,  original  cost  $5,910.61  ; 
steam  and  water  piping  in  old  gas  works,  $230.56  ; mains  abandoned,  $1,531.14  ; 
total,  $7,672.31. 

Fixed  Capital  Installed  Since  December  31,  1908. — See  Table  XXXIX. 

Book  value,  December  31, 

MATERIALS  AND  SUPPLIES 1  2 , * * 

Electric:  1909  1910 


Steam  coal  

$3,880 

00 

$2,278 

26 

Carbons 

45 

280 

12 

Incandescent  lamps  

98 

747 

18 

Wire  and  cable 

925 

51 

930 

24 

Line  material  

1,756 

84 

2,073 

46 

Poles 

76 

724 

25 

Lubricants  and  waste 

90 

50 

232 

74 

Merchandise  . 

2,270 

39 

2,548 

35 

Miscellaneous 

1,657 

13 

3,284 

65 

1 Not  segregated  by  company. 

2 For  materials  used,  see  Tables  IX  and  XXI;  for  quantities  on  band,  see 
operating  statistics  below. 
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materials  and  supplies  — - ( Concluded ) 

• 

Gas  coal  

Gas  oil  

Main  stock  . 

Fittings  stock  

Service  stock  

Merchandise 


Book  value,  December  31, 


1909 

$4,122  50 
3,576  68 
3,368  31 
4,051  01 
402  91 
784  00 


1910 

$2,914  03 
4,832  34 
3,612  09 
4,640  26 
1,149  01 
695  77 


Total 


$28,894  97 


$30,442  75 


Prepayments. — December  31,  1909,  insurance,  $1,807.31;  other,  $1,654.94. 
December  31,  1910,  insurance,  $1,864.06  ; discount  on  floating  debt,  $1,756.34. 

Suspense. — Expense  of  condemnation  proceedings  re  widening  West  Farms 
road,  White  Plains  avenue  and  Zerega  avenue,  December  31,  1909,  $12,739.39 ; 
December  31,  1910,  $13,497.93. 

Unamortized  Debt  Discount  and  Expense. — Bonds  issued  for  premiums,  expenses 
and  commissions,  $60,800  ; amount  written  off  during  1910,  none  (see  also  'Sinking 
Fund  Reserve)  ; discounts,  commissions  and  expenses  in  connection  with  the 
issuing  of  bonds  for  capital  purposes  and  refunding  in  excess  of  16  per  cent, 
$9,628.85  ; total,  $70,428.85  ; amount  written  off  during  1910,  10  per  cent  of  the 
latter  item,  $962.89 ; balance,  December  31,  1910,  $69,465.96. 


Details  of  Liabilities  and  Credit  Balances 


Taxes  Accrued 

Real  estate  

Special  franchise  

Gross  earnings,  state 

Bills  Payable 

Loans  due  on  demand,  at  6 per  cent 
Loans  due  on  time,  at  6 per  cent.... 


December  31,  December  31, 


1909 

1910 

00 

* 

CO 

tH 

T— 1 

38 

$11,398 

33 

13,302 

28 

13,302 

28 

1,174 

34 

1,439 

37 

10,000 

00 

75,000 

00 

90,000 

00 

Consumers’  Deposits 
Electric  and  Gas  : 1909 

Added  during  year  $10,585  00 
Refunded  during 


year 6,279  15 

Net  increase  ....  4,305  85 

Balance 

Interest  paid  on 
deposits  refunded  388  87 


For  number  of  deposits  see  Table  XL. 


1910 

$10,557  84 

7,376  84 
3,181  00 


489  25 


26,589  58 


29,770  58 


Miscellaneous  Accounts  Payable 

December  31, 


1909 

Due  tradesmen  on  open  accounts $25,264  92 

Other  unfunded  debt : 

Water  accrued  8,064  46 

Assessments  1.025  83 

Miscellaneous 935  00 


December  31, 
1910 

$20,474  45 
6,641  44 


965  00 


Funded  Debt. — Fifty-year  first  mortgage  bonds  of  January  2.  1901,  5 per  cent, 
payable  January  and  July ; authorized  issue.  $500,000 ; issued,  $500,000  for 
<"500  000  r~  ''  • ''■'yy-t  outstanding  December  31,  1909,  $500,000;  interest  accrued 
in  1909,  $25,000 ; interest  paid,  $24,575  ; retired  during  1910,  $380,000 ; net 
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amount  outstanding  December  31,  1910,  $120,000  ; interest  accrued  in  1910,  $17,- 
291.66  ; 3 interest  paid,  $25,225  ; trustees,  New  York  Trust  Company. 

Fifty-year  first  and  refunding  mortgage  bonds  of  July  1,  1910,  5 per  cent, 
payable  January  and  July;  authorized  issue,  $797,000;  issued  $'504,000'  ($380,000 
to  refund  first  mortgage  bonds,  $61,000  for  premiums,  commissions  and  expenses, 
$63,000  sold  for  capital  purposes)  ; amount  held  by  or  on  behalf  of  respondent, 
$1,000  ; cash  realized,  $59,850  ; interest  accrued,  $10,053.36  3 ; interest  paid  none  ; 
trustees,  Knickerbocker  Trust  Company. 

Bond  and  mortgage,  6 per  cent  payable  January  and  July,  dated  September  19, 
1907,  for  one  year,  $15,100;  consideration,  $15,100  cash;  paid  off  in  1910,  with 
accrued  interest  of  $755.  Bond  and  mortgage,  6 per  cent  payable  January  and 
July,  dated  August  14,  1908,  maturing  July  1,  1011,  $15,000 ; consideration, 
$15,000  cash;  interest  accrued  in  1909  and  1910,  $900  (paid). 

Stocks. — Authorized  issue,  common  stock,  5,000  shares  of  the  par  value  of  $100 
each  ; issued,  4,865  shares,  $486,500  for  cash,  property  and  services ; dividends 
declared  in  1909,  5 per  cent,  $24,325,  paid,  $24,300 ; declared  in  1910,  5 per 
cent,  $24,325  ; paid,  $24,300  ; due  and  unpaid  December  31,  1910,  $350. 

Reserves 

Accrued  Amortization  of  Capital 

Credits  in  1909 

(Aggregate  of  monthly  estimations  on  basis  of  .09c  per  kw.  hr. 
generated  less  amount  deducted  for  repairs,  $12,890.26 ; 
aggregate  of  monthly  estimation  on  basis  of  8.1c  per  M. 
cu.  ft.  of  gas  sold,  less  repairs,  $4,781.15  ; transferred  from 
account  “ extraordinary  expense  and  contingency,”  $5,015.09.) 

Debits  in  1909  

(Depreciation,  electric  — electric  signs,  $855.59;  steam  and 
water  piping,  $2,300 ; buildings  and  structures,  $3,500 ; oil 
filters,  $120 ; electric  meters,  $856.75 ; poles  and  fixtures, 

$1,830.25  ; total  electric,  $9,462.59.  Gas  — Mains  abandoned, 

$8,646.24;  services  abandoned,  $1,150.) 


Balance,  December  31,  1909 $3,427  67 

Credits  in  1910 24,869  78 


(Aggregate  of  monthly  estimations  on  basis  of  .05c.  per  kw. 
hr.  generated,  less  repairs,  $1,880|.13  ; aggregate  of  monthly 
estimations  on  basis  of  10c  per  M.  cu.  ft.  gas  sold,  less 
repairs,  $7,989.65  ; transferred  from  yearly  income  account, 
as  recommended  by  the  Commission,  $15,000.) 


Debits  in  1910 

(Sold  one  complete  5 ft.  U.  G.  I.  water  gas  set,  original  cost 
$5,910.61,  less  net  amount  received,  $2,790.93 ; balance 
$3,119.68  ; steam  and  water  piping  in  old  gas  works,  $230.56  ; 
mains  abandoned,  $1,631.14.) 


Balance,  December  31,  1910 $23,416  07 


Extraordinary  Expenses  and  Contingencies. — Balance  December  31,  1908,  $22,- 
607.74 ; debits  in  1909,  $10,714.60  (transfer  to  accrued  amortization  of  capital, 
$5,015.09  ; loss  on  settlement  of  street  lighting  contract  with  City  of  New  York, 
covering  period  March  16,  1904  to  March  15,  1905,  $5,699.51)  ; balance  December 
31,  1909,  $11,793.14;  debits  in  1910,  sundry  expenses,  C.  D.  Barney  & Co.,  $3,150; 
balance  December  31,  1910,  $8,643.14. 

Other  Optional  Reserves. — Cash  temporary  deposit  for  service  run,  balance 
December  31,  1908,  $420  ; no  changes  since. 

3 “ The  total  interest  accrued  on  the  funded  debt  is  correct.  The  shortage  of 
accruing  interest  shown  on  the  first  and  refunding  bonds  is  equalized  by  the 
overstatement  of  interest  accruing  on  the  old  first  mortgage  bonds.” 

Vol.  IV  — 15 


$28,297  45 
4,881  38 


$22,686  50 


19,258  83 
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Sinking  Fund  Reserve. — “ The  company  is  to  provide  for  retirement  of 
bonds  representing  sixteen  per  cent  of  the  bonds  actually  refunded  by  a sinking 
fund  into  which  it  shall  pay  annually  at  least  S per  cent  of  the  amount  of 
bonds  actually  issued  for  premiums,  expenses  and  commissions ; payments  to 
be  made  out  of  income  and  invested  in  company’s  bonds  at  par ; ” credits  during 
1910,  $4,864. 

INCOME  ACCOUNT 

1909  1910 


Item 

Operating  revenues,  electric 

Revenue  deductions,  electric 

Operating  expenses $81,742  17 


Taxes  4,361  0 5 

Uncollectible  bills  217  32 

Operating  income,  electric 

Operating  revenues,  gas 

Revenue  deductions,  gas ....  

Operating  expenses 70,877  18 

Taxes 4,361  06 

Uncollectible  bills  650  25 


Operating  income,  gas 


Total  operating  income 

Non-operating  revenues  : 

Miscellaneous  rent  revenues  525  00 

Interest  revenues 392  53 


Total  Item  Total 

$116,149  12  $130,379  82 

86,320  54  91,934  44 

$85,575  60  

5,786  14  

572  70  

$29,828  58  $38,445  38 


$114,099  24  $127,551  57 

75,888  49  90,313  87 

83,930  33  

5,786  15  

597  39  


$38,210  75  $37,237  70 


$68,039  33  $75,683  08 


300  00 
1,009  71 


Total  non-operating  revenues.  . . . $917  53 
Non-operating  revenue  deduc- 
tions : Rent  expense  and  taxes.  261  45 

Non-operating  income  

Gross  income  applicable  to  cor- 
porate and  leased  properties 

Deductions  from  gross  income 

Interest  on  funded  debt.  . $26,806  00 
Other  interest  deductions.  4,264  58 

Sinking  fund  accruals 

Amortization  of  .debt  dis- 
count and  expense 


$1,309  71 
147  66 


656  08  1,162  05 


$68,695  41  $76,845  13 

31,070  58  40,956  54 

$29,000  02  

6,129  63  

4,864  00  

962  89  


Net  corporate  income 


$37,624  8*3 


$35,888  59 


Corporate  Surplus 

Surplus  December  31,  1908 

Balance  transferred  from  1909  income  account 

Bad  debts  collected  

Other  additions  to  surplus 

(Adjustment  of  inventories,  $4,423.71 ; interest  received  from 
City  of  New  York  in  settlement  of  street  lighting  con- 
tract from  March  16,  1904,  to  March  15,  1905,  $9,328.91 ; 


sale  of  junk,  $132  ; profit  on  bond,  $25.) 

Dividends  (5%  on  $486,500  common  stock) $24,325  00 

Adjustment  of  inventories  (generator  coal,  $29.35  ; 

line  and  fixtures  stock,  $956.01) 985  36 

Surplus  December  31,  1909  69,033  50 


$42,792  97 
37,624  83 
16  44 
13,909  62 


$94,343  86  $94,343  86 
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Surplus,  December  31,  1909 

Balance  transferred  from  1910  income  account 

Bad  debts  collected 

Other  additions  to’  surplus 

(Miscellaneous,  $191.81 ; profit  on  exchange  of  bond,  $95 ; 


adjustment  of  interest,  $8.06.) 

Dividends  (5%  on  $486,500  common  stock) $24,325  00 

Surplus  December  31,  1910 80,920  86 


$105,245  86 


$69,033  50 
35,888  59 
28  90 
294  87 


$105,245  86 


Operating  Revenues 


Quantity  (kw.hours)  Amount  of  revenue 


( 

A 

\ 

, 

K 

— \ 

Sales  of  Electric  Current 

1909 

1910 

1909 

1910 

Municipal  street  lighting  (arc) . . . 

. .1,247,506 

1,203,099 

$80,676 

48 

$75,178 

86 

Municipal  street  lighting  (incandes- 

cent)  

. . 39,445 

116,477 

3,492 

21 

9,902 

52 

Lighting  municipal  buildings 

) 

Municipal  heat  and  power 

| 5,561 

9,564 

556 

01 

956 

40 

Commercial  metered  lighting.  . . . 

. . 238,204 

372,135 

4 24,743 

47 

4 35,790 

94 

Commercial  metered  power 

. . 82,351 

72,176 

5,314 

54 

4,961 

65 

Total  from  sales  of  current. . 

. .1,613,067 

1,773,451 

$114,782 

71 

$126,790 

37 

Miscellaneous  Electric  Revenue 

Rent  of  electric  meters 

$257 

51 

Electric  merchandise  and  jobbing 

revenue. . . 

$1,366 

41 

3,331 

94 

Total  electric  revenues 

$116,149 

12 

$130,379 

82 

Quantity  (M.  cu.ft.) 

Amount  of  revenue 

Sales  of  Gas. 

1909 

1910 

1909 

1910 

\ 

Municipal  heat  and  power 

• l 1,076 

1,207 

$805 

69 

$905 

21 

Lighting  municipal  buildings 

■ i 

Commercial  metered  lighting 

X 

Commercial  heat  and  power 

| 103,310 

120,389 

5113}230 

99 

5126,492 

03 

Total  sales  of  gas 

121,596 

$114,036  68 

$127,397 

24 

Miscellaneous  Gas  Revenues. 

Gas  merchandise  and  jobbing $62  56  $154  33 


Total  gas  revenues 


$114,099  24  $127,551  57 


Operating  Expenses 


Electric : 1909 

Station  superintendence  and  care $1,500  00 

Power  plant  labor 6,565  01 

Fuel  for  power 18,256  60 

Water  for  power  1,337  55 

Lubricants  for  power 618  42 


Increase  or 
1910  (D)  decrease 


$1,500  00 
7,145  98 
18,647  7'5 
1,183  03 
628  45 


$580  97 
391  15 
D 154  52 
10  03 


4 Represent  the  amounts  credited  to  revenue  after  deducting  the  following  dis- 
counts and  other  abatements : Commercial  metered  lighting  and  power  1909, 

$357.81 ; commercial  lighting,  1910,  $519.01. 

6 Represent  the  amounts  credited  to  revenue  after  deducting  the  following  dis- 
counts and  other  abatements : Commercial  metered  lighting,  beat  and  power  1909, 
$409.79;  1910,  $64.33, 
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Electric  : 

Station  supplies  and  expenses 

Repairs  of  power  plant  buildings 

Repairs  of  boiler  apparatus  and  steam  acces- 
sories   

Repairs  of  engines  

Repairs  of  other  steam  engine  equipment. . . . 

Repairs  of  electric  generators 

Repairs  of  accessory  electric  equipment 

Repairs  of  station  tools  and  implements.... 
Repairs  of  miscellaneous  station  equipment.. 


Total  production  expenses 

Electric  distribution  superintendence 

Electric  distribution  office  and  superintend- 
ence   

Distribution  pole  and  fixture  repairs 

Repairs  of  electric  services 

Electric  meter  repairs  

Electric  meter  operation  and  repairs 


Total  distribution  expenses 

Commercial  arc  repairs  

Commercial  incandescent  installation  

Commercial  incandescent  renewals  

Consumers’  installation  expenses  

Municipal  street  arc  operation  

Municipal  street  arc  repairs  

Municipal  street  incandescent  renewals 


Total  utilization  expenses 


Commercial  administration 
Promotion  office  expense.. 


Total  commercial  expenses 


Total  direct  electric  operating  ex- 
penses   


Gas : 

Works  superintendence  

Gas  making  labor  

Boiler  fuel  

Water 

Generator  fuel  

Water  gas  oil  

Purification  supplies  (labor) 

Miscellaneous  works  expense 

Repairs  of  works  and  station  structures 

Repairs  of  miscellaneous  power  plant  equip- 
ment   

Repairs  of  water  gas  sets  and  accessories... 

Repairs  of  holders 

Repairs  of  miscellaneous  equipment  

Repairs  of  works  tools 


Total  production  expenses 


1909 

$3,374  62 

624  40 

802  21 
520  74 
1,075  34 
27  36 
21  20 
379  52 
452  84 


$35,555  81 


$1,550  00 

370  13 
3,721  70 
6 41 


894  42 


$6,542  66 


$511  87 


3,430  62 
3,229  96 
547  01 
543  38 


$8,262 

84 

$3,751 

51 

625 

02 

$4,376 

53 

$54,737 

84 

$1,500 

00 

5,889 

89 

1,484 

00 

106 

45 

9,274 

37 

17,423 

36 

99 

36 

107 

28 

70 

29 

164 

62 

925 

52 

227 

81 

429 

12 

9 

OO 

$37,711  07 


1910 

$2,096  14 


3,812 

32 

403 

40 

1,221 

81 

327 

83 

3 

84 

231 

12 

369 

99 

530 

37 

$38,102 

03 

$1,'500 

00 

983 

46 

3,445 

70 

47 

36 

126 

59 

1,162 

98 

$7,266 

09 

$461 

33 

953 

20 

2,466 

17 

3,037 

81 

1,024 

31 

$7,942 

82 

$4,441 

10 

625 

02 

$5,066 

12 

$58,377 

06 

$1,500 

00 

6,267 

64 

1,748 

93 

109 

35 

10,882 

17 

20,048 

72 

902 

19 

55 

12 

600 

47 

135 

16 

368 

99 

3 

25 

.$42,621  99 


Increase  or 
(D)  decrease 
D $1,278  48 
3,187  92 

D 398  81 

701  07 
D 747  51 
D 23  52 
209  92 
D9  53 
77  53 


$2,546  22 


D $50  00 

613  33 
D 276  00 
40  95 
126  59 
268  56 


$723  43 


$461  33 
D 511  87 
953  20 
D 964  45 
D 192  15 
D 547  01 
480  93 


D $320  02 


$689  59 


$689  59 


$3,639  22 


$377  75 
264  93 
2 90 
1,607  80 
2,625  36 
802  83 
D 52  16 
530  18 

D 164  62 
D 790  36 
D 227  81 
D 60  13 
D5  75 


$4,910  92 
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Increase  or 


Gas  : 

Distribution  superintendence  

Distribution  supplies  and  expenses 

Gas  meter  and  installation  work 

Work  on  consumers’  premises 

Repairs  of  gas  mains  

Repairs  of  gas  services  

Repairs  of  gas  meters  

Repairs  of  distribution  tools  

Repairs  of  gas  appliances  

Total  transmission  and  distribution  ex- 


Promotion  office  expense. 


Total  direct  gas  operating  expenses  $51,981  96 


1909 

1910 

(D)  decrease 

$1,500 

00 

$1,500 

00 

1,297 

56 

1,518 

15 

$220 

59 

3,237 

77 

3,038 

47 

D 199 

30 

1,700 

94 

1,757 

77 

56 

83 

480 

02 

256 

16 

D 223 

86 

580 

05 

1,490 

68 

910 

63 

788 

31 

1,318 

51 

530 

20 

309 

71 

189 

60 

D 120 

11 

682 

29 

682 

29 

$9,894 

36 

$11,751 

63 

$1,857 

27 

$3,751 

51 

$4,441 

11 

$689 

60 

625 

02 

625 

02 

$4,376 

53 

$5,066 

13 

$689 

60 

$51,981 

96 

$59,439 

75 

$7,457 

79 

1909 


1910 


Electric 

Gas 

f 

Electric 

Gas 

* 

Gas  and  Electric : 

operations 

operations 

operations 

operations 

Salaries  and  expenses  of  general 
officers  

$3,624 

96 

$3,624 

96 

$3,624 

96 

$3,624 

96 

Salaries  and  expenses  of  general 
office  clerks  

1,327 

50 

1,327 

50 

1,650 

00 

1,650 

00 

General  office  supplies  and  expenses. 

2,466 

78 

2,466 

.79 

3,464 

77 

3,464 

78 

General  law  expenses 

2,524 

11 

2,524 

11 

270 

73 

270 

74 

Insurance  

1,712 

70 

1,712 

70 

1,208 

10 

1,208 

10 

General  amortization  

12,890 

26 

4,781 

15 

13,380 

13 

11,489 

65 

General  stationery  and  printing.  . . 

395 

21 

395 

20 

357 

35 

357 

35 

Stable  expenses  

2,062 

81 

2,062 

81 

2,766 

50 

2,766 

51 

Inventory  adjustments  — Balance.  . 

476 

00 

Cr.  3J,1 

51 

Total  general  expenses 

$27,004 

33 

$18,895 

22 

$27,198 

54 

$24,490 

58 

Total  operating  expenses.. 

$81,742 

17 

$70,877 

18 

$85,575 

60 

$83,930 

33 

Increase 

or 

Taxes 

1909 

1910 

(D)  decrease 

>ssed  and  charged  to  income 

G$8,863 

06 

6$11,719 

95 

$2,856 

89 

Real  estate  

3,475 

17 

3,672 

21 

197 

04 

Special  franchise  

3. 356 

OS 

5.273 

70 

1,917 

62 

Gross  earnings,  state 

1,174 

34 

1,439 

37 

265 

03 

Personal  

857 

47 

898 

28 

40 

81 

Federal,  corporation  

436 

39 

436 

39 

during  year 

2,538 

79 

11,454 

92 

8,916 

13 

Gross  earnings,  state 

856 

54 

1,174 

34 

317 

80 

Real  estate  

3,672 

21 

3,672 

21 

Special  franchise  

5,273 

70 

5,273 

70 

Personal  

1,682 

25 

898 

28 

D 783 

97 

Federal  corporation  

436 

39 

436 

39 

c Including  non-operating  real  estate  taxes  1909,  $140.95  ; 1910,  $147.66. 
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PHYSICAL  EQUIPMENT  — ELECTRIC 

Power  Plant  Equipment. — Installed  during  1909,  2 water  tube  boilers,  total 
rated  capacity,  800  h.  p.  ; 1 A.  C.  turbo-unit,  rated  capacity,  937  kw. ; 2 G.  E.  type 
feeder  regulators,  rated  capacity,  44  kw.  Installed  during  1910,  2 G.  E.  high- 
tension  station  transformers,  total  rated  capacity,  600  kw.  Withdrawn  during  1909, 
2 water  tube  boilers,  total  rated  capacity,  500  h.p.  ; withdrawn  in  1910,  none. 
For  number  of  units,  kind  and  capacity,  see  Table  XV.  See  also  Changes  in  1909 
and  1910,  above. 

Circuits. — See  Table  XVI. 

Poles,  Line  Transformers  and  Services. — See  Table  XVII. 

Meters. — Number  of  consumers’  meters  in  service  December  31,  1910,  346 ; in- 
crease over  1909,  50.  For  details,  see  Table  XVIII-A  and  B.  For  disposition  of 
meters  owned,  see  Table  XIX. 

PHYSICAL  EQUIPMENT  — GAS 

Water  Gas  Plants. — Location,  Avenue  A,  between  8th  and  9th  streets,  Union- 
port,  two  water-gas  sets,  daily  capacity,  1,850  M.  cu.  ft.  (Details  in  Table  I.) 
Holders,  4 ; total  capacity,  800  M.  cu.  ft.  (Details  in  Table  IV.) 

Mains  ( December  SI,  1910). — Distribution  pipe  length  in  miles,  39.3;  increase 
during  year,  4.4  miles.  (See  Table  V.) 

Services. — Live  service  pipes  in  use  December  31,  1910,  3,050  ; increase  during 
year,  161.  (See  Table  VI.) 

Meters. — Number  of  consumers’  meters  in  service  December  31,  1910,  5,756 ; 
increase  during  year,  501.  (See  Tables  VII  and  VIII.) 

OPERATING  STATISTICS 

Electric  Current  Generated  and  Sold  (kw.  hours). — Generated  in  1909,  2,298,060; 
sold  in  1909,  1,613,067 ; used  by  respondent,  74,720 ; lost  and  unaccounted  for, 
010,273.  Generated  in  1910,  2,498,361  ; sold  in  1910,  1,773,451  ; used  by  respond- 
ent, 10,652;  lost  and  unaccounted  for,  714,258.  (See  Table  XXIII.) 

For  other  operating  statistics,  see  Table  XX,  Connected  load  ; Table  XXI,  Electric 
current  generated  and  fuel  consumed ; Table  XXII,  Maximum  peak  loads ; Table 
XXIV,  Consumption  of  electric  current  by  companies  and  boroughs  ; Table  XXIV-a, 
Consumption  of  electric  current,  public  lighting  (1910). 

Materials  (Electric). — On  hand  January  1,  1909,  898  tons  of  mixed  coal; 
received  in  1909,  7,133  tons  ; transferred  to  Gas  Department  and  unaccounted  else- 
where, 656  tons ; used,  6,479  tons ; added  for  surplus  coal  to  adjust  January  1, 
1910,  inventory,  504  tons;  on  hand  January  1,  1910  (as  reported),  1,411  gross 
tons ; received  in  1910,  7,792  tons ; consumed,  6,787  tons ; used  elsewhere  or  not 
accounted  for.  1,587  tons  ; on  hand  December  31,  1910,  829  tons  ; for  cost  of  mate- 
rials on  hand,  see  Balance  Sheet  details  above. 

Gas  Made  and  Sold  (cu.  ft.). — On  hand  January  1,  1909,  377,000;  made  in 
1909,  118,400,000 ; sold  in  1909,  104,385,800 ; used  by  respondent,  738,900 ; on 
hand  December  31,  1909,  271,000 ; unaccounted  for,  13,381,300 ; made  in  1910, 
142,370,000 ; sold  in  1910,  121,596,200 ; used  by  respondent,  546,200 ; on  hand 
December  31,  1910,  148,000;  unaccounted  for,  20,350,600.  (See  Tables  Xl-XIII-a.) 

Materials  (Gas). — Materials  used,  see  Table  IX;  materials  on  hand  December 
31,  1910:  Generator  fuel,  13,464.38  cwt. ; gas  oil,  139,747  gallons;  for  cost  of 

materials  on  hand,  see  Balance  Sheet  details  above. 

Accidents. — * See  Tables  XXV-XXIX. 

Employees  — Salaries  of  officers  in  1909,  $16,500;  in  1910,  $16,500.  All  other 
employees,  December  18,  1909,  full-time,  53 ; part-time,  19 ; December  17,  1910, 
full-time,  55' ; part-time,  3 ; total  compensation  paid  to  officers  and  employees  in 
1909,  $60,901.96;  in  1910,  $65,442.83.  (For  details  see  Tables  XXX-XXXIV.) 

Officers. — President,  General  Manager,  and  Purchasing  Agent,  E.  H.  Rosenquest ; 
Vice-President,  A.  M.  Jenks ; Secretary,  Treasurer,  and  General  Superintendent, 
J.  M.  Butler  ; General  Auditors,  Jasper  and  Herington. 

Directors. — Eugene  IT.  Rosenquest,  A.  M.  Jenks,  John  M.  Butler,  Wm.  M.  Rum- 
ney,  A.  B.  Cruikshank. 

Main  Business  Office. — Corner  Walker  and  Frisby  avenues,  Westchester,  N.  Y. 
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BROOKLYN  BOROUGH  GAS  COMPANY 

Incorporated  February  21,  1898,  under  the  Transportation  Corporations  Law 
of  the  state  of  New  York  (chapter  566,  Laws  of  1890),  as  amended.  This  com- 
pany supplies  water  gas  in  the  31st  ward  of  Brooklyn. 

Stockholders. — < Number,  March  5,  1910,  82  ; in  New  York  state,  29,  holding  799 
shares.  Total  voting  power  (number  of  shares),  5,000,  of  $100  par  value  each. 
On  December  31,  1908,  the  principal  stockholders  were  reported  to  be  as  follows  : 
Estate  of  Robert  H.  Foerderer,  2,494  ; Levi  Krauskopf,  333  ; Girard  National  Bank, 
301  ; Strong,  Sturgiss  & Co.,  300  ; Simon  B.  Fleisher,  130  ; Ottiuger  & Bros.,  130  ; 
Albert  'Seligman,  130  ; John  Gribbel,  124  ; F.  L.  Seligsberg  & Co.,  100  ; I.  S.  & M.  S. 
Korn,  100. 

Votes  cast  at  general  meeting  of  March  15,  1910,  3,709  ; by  Richard  L.  Austin, 
3,593,  11  on  behalf  of  himself,  and  3,582  on  behalf  of  others  ; by  Albert  Seligman, 
115;  by  Clayton  E.  Platt,  1. 

Changes  in  1909-1910. — • No  new  franchises  or  additional  powers  have  been 
acquired  by  the  company.  In  1909  the  company  laid  6.9  miles  of  distribution 
mains,  and  8.65  miles  in  1910.  The  new  plant  at  West  12th  street  was  completed 
and  put  in  operation  on  March  27,  1909.  In  1910  a new  station  meter  and  house 
and  a 10-ft.  6-in  water  gas  set  were  added.  The  price  of  gas  was  reduced  to 
$1.10  per  M.  cu.  ft.  on  January  1,  1909,  and  to  $1.05  on  January  1,  1910,  in 
conformity  with  law. 

BALANCE  SHEET 


December 

December 

Increase  or 

31,  1909 

Assets  Side 

31,  1910 

(D)  decrease 

$3,075  12 

Cash 

$'8,053  77 

$4,978  65 

18,115  14 

Consumers’  accounts  receivable. 

24.042  84 

5,927 

70 

3,119  21 

Other  accounts  receivable 

3,769  80 

650 

59 

125  00 

Other  current  assets 

D 125 

00 

13,996  11 

Materials  and  supplies 

20,168  18 

6,172 

07 

1,433,257  27 

“ Fixed  Capital,  December  31, 

1908  ” 

1,430,718  77 

D 2,538 

50 

72,706  05 

Fixed  capital  installed  since 

December  31,  1908 

131,257  32 

58,551 

27 

70  35 

Prepayments  (insurance)  

D 70 

35 

42,087  08 

Unamortized  debt  discount  and 

expense  

40,559  96 

D 1,527 

12 

3,878  34 

Suspense 1 

D 3,878 

34 

$1,590,429  67 

Total 

$1,658,570  64 

$68,140  97 

Liabilities  Side 

• 

$1,390  24 

Taxes  accrued  (special  franchise) . . 

$2,842  23 

$1,451 

99 

9,380  17 

Interest  on  funded  debt 

9,362  82 

D17 

35 

2,320  54 

Interest  on  unfunded  debt 

2,421  70 

101 

16 

232,250  00 

Bills  payable  due  on  demand 

269', 250  00 

27,000 

00 

33,073  67 

Consumers’  deposits  

38,972  88 

5,899 

31 

30,578  51 

Miscellaneous  accounts  payable.... 

20,968  20 

D 9,610 

31 

676,000  00 

Funded  debt  

670,050  00 

D5,950 

00 

4,320  41 

Accrued  amortization  of  capital.  . . 

30,684  62 

26,364 

21 

600,000  00 

Stock  

500,000  00 

101,116  23 

Corporate  surplus  

124,018  19 

22,901 

96 

$1,590,429  67 

$1,658,570  64 

$68,140 

97 

1 “ It  was  the  policy  of  the  company  in  former  years  to  charge  up  to  ‘ New 
Business’  all  items  of  expense  in  acquiring  new  business  and  to  credit  this  by 
making  charges  to  manufacturing  in  such  amounts  that  at  the  end  of  five  years 
the  charges  against  new  business  account  for  a given  year  were  entirely  written 
off.”  At  close  of  1908  this  account  had  a balance  of  $7,141.04  : written  off  to 
surplus  during  1909,  $3,262.70  ; during  1910,  all  the  balance,  $3,878.34. 
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Details  of  Assets  and  Debit  Balances 

Fixed  Capital  December  31,  1908. — Balance,  December  31,  1908,  $1,433,257.27  ; 
real  estate,  plant  and  machinery,  $921,330.48;  furniture  and  fixtures,  $1,407.09; 
horses  and  wagons,  $1,372.75  ; tools,  $1,093.47  ; mains,  $139,489.95  ; street  lamps, 
$292.29;  machinery,  $270.26;  meters,  $34,540.64;  services,  $69,390.16;  Twelfth 
street  works. — Real  estate,  $47,583.25 ; general  construction,  $4,884.51 ; bulk- 
head and  dredging,  $3,805.97 ; lift  bridge,  $4,649.59 ; railroad  siding,  $928.83 ; 
boilers,  $7,871.71  ; submarine  mains,  $13,846.82 ; oil  tanks,  $3,570.23 ; grading, 
$1,700.84 ; scrubbers,  $4,011.70 ; purifiers,  $12,826.89 ; turbines,  $3,493.11 ; gen- 
erators, $18,149.09;  station  meter,  $5,101.75;  coal  platform,  $1,090.85;  tar 
separator,  $1,047.41 ; office  building,  $10.93 ; holder,  $89,720.92 ; generator  house, 
$627.01;  valve  house,  $179.68;  steam  connections,  $306.93;  oil  pipes,  $314.67; 
holder  tell-tale,  $76.83 ; coal  hoist,  $281.14 ; works  connections,  $15,277.30 ; gen- 
erator and  boiler  house,  $19, 841.78 ; water  heater  and  pumps,  $1,012.05 ; well, 
$10.33 ; operating  floor,  $1,848.06.  Withdrawals  in  1909',  none ; in  1910,  furni- 
ture and  fixtures,  $1,087.28 ; horses  and  wagons,  $457.75 ; tools,  $993.47 ; total, 
$2,538.50.  Balance,  December  31,  1910,  $1,430,718.77. 

Fixed  Capital  Installed  Since  December  31,  1908. — See  Table  XXXIX. 


Items 

Steam  coal  (pounds) 
Generator  coal  (pounds). 

Gas  oil  (gallons) 

Purifying  material 

Main  stock  

Steel  pipe  stock  

Fittings  stock 

Service  stock  

Gas  lamp  stock 

Appliance  stock 

Merchandise 


Materials  and  Supplies 
Quantities  on  hand 
December  31, 

f A 

1909  1910 

835,500 

2,383,500  1,724,800 

80,692  50,017 


Book  value,  December  31, 


1909  1910 


$1,044 

40 

$6,603 

88 

2,825 

90 

2,267 

94 

1,212 

91 

772 

30 

1,295 

85 

7,502 

81 

493 

14 

1,023 

03 

371 

98 

631 

93 

433 

77 

1,940 

97 

3,857 

27 

232 

51 

1,208 

42 

445 

28 

Total  . . . 


$13,996  11  $20,168  18 


Unamortized  Debt  Discount  and  Expenses. — Bond  discount,  original  amount, 
$47,187.50  ; written  off  prior  to  December  31,  1908,  $3,765.36  ; written  off  in  1909, 
$1,335.06  ; in  1910,  $1,527.12  ; balance  December  31,  1910,  $40,559.96. 


Details  of  Liabilities  and  Credit  Balances 


Bills  Payable 

Loans  on  demand  notes  at  6 per  cent 
Consumers’  Deposits 


1909 

Added  during  year $22,661  71 

Refunded  during  year.  . . . 14,170  09 


December  31,  December  31, 
1909  1910 

2 $232,250  00  $259,250  00 


1910 

$22,529  29 
16,629  98 


Net  increase 8,491  62  5,899  31 

Balance 33,073  57  38,972  88 

Interest  paid  on  deposits 

refunded 739  64  1,160  91 


(For  number  of  deposits  see  Table  XL.) 


Miscellaneous  Accounts  Payable 

Unpaid  accounts  for  materials  purchased,  etc 30,578  51  20,608  20 

Water  accrued  360  00 


2 Issued  in  1902,  one  note,  $4,000:  1905.  two  notes  aggregating  $16,750;  1906, 
three  notes  aggregating  $24,000  ; 1907,  six  notes  aggregating  $67,500  ; 1908,  five 
notes  aggregating  $75,000  ; T909,  two  notes  aggregating  $45,000  ; 1910,  four  notes 
aggregating  $27,000. 
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Funded  Debt. — Forty-year  first  mortgage  bonds  of  March  5,  1898  ; 5 per  cent, 
payable  March  and  September ; amount  authorized,  issued  and  outstanding, 
$500,000  ; cash  realized,  $235,852.50,  and  $240,000  par  value  (also  $500,000  capital 
stock)  issued  for  property ; interest  accrued  in  1909,  $25,000,  in  1910,  $25,000 
(paid)  ; accrued,  but  not  due  at  close  of  year,  $8,333.32. 

Forty-year  general  mortgage  bonds  of  June  1,  1905,  5 per  cent,  payable  June  and 
December  ; amount  authorized,  $1,000,000  ; issued,  $149,000  ; cash  realized,  $125,960  ; 
net  amount  outstanding,  December  3ll,  1910,  $149,000';  “ in  addition  to  the  $500,000 
set  aside  to  redeem  the  first  mortgage  bonds  and  $149,000  which  were  sold  for 
cash,  $246,000  have  been  used  as  collateral  to  cover  the  payments  of  some  of 
the  demand  notes  ” mentioned  above ; interest  accrued  1909,  $7,215.96 ; 1910, 
$7,450  ; interest  paid,  in  1909,  $7,200  ; in  1910,  $7,450  ; interest  accrued,  but  not 
due  at  close  of  year,  $620.82. 

Purchase-money  Mortgages.— § 15,0'30  issued  February  1,  1906  3 ; 6 per  cent  pay- 
able February  and  August ; interest  accrued  and  paid  in  1909  and  1910,  $903 ; 
accrued,  but  not  due  at  close  of  year,  $376.25  ; $5,950  issued  December  11,  1906  ; 
5 per  cent,  June  and  December  ; outstanding  December  31,  1909,  $5,950  (retired  in 
1910)  ; interest  accrued  and  paid  in  1909,  $297.50  ; in  1910,  $74.38  ; $6,000  issued 
December  11,  1906  3 ; 5 per  cent  in  1909.  5%  per  cent  in  1910,  June  and  December; 
interest  accrued  and  paid  in  1909,  $300  ; in  1910,  $330  ; accrued  but  not  due  at 
close  of  year,  $27.50. 

Stocks. — Common,  authorized  5,000  shares  of  $100  par  value  each  ; all  issued  for 
property  purchased ; cash  realized,  none.  Net  amount  outstanding,  $500,000 ; no 
dividends  declared  or  paid  in  1909  or  1910. 

Accrued  Amortization  of  Capital — - Credits  for  year  1909  (on  the  basis  of  six 
cents  per  thousand  cubic  feet  of  gas  sold,  less  cost  of  all  repairs,  except  of  tools), 
$4,320.41  ; credits  (on  above  basis)  for  1910,  $7,032.73  ; transferred  from  surplus 
“ amortization  elsewhere  unprovided  for,”  $19,331.48  i total  credits,  $30,684.62. 


Operating  revenue 

Revenue  deductions 

Operating  expenses . . 

Taxes 

Uncollectible  bills  . . 


INCOME  ACCOUNT 

1909 


Item  Total 

$195,067  32 

115,091  29 

$103,997  37  

9,671  20  

1,422  72  


1910 


Item . Total 

$224,931  57 

125,272  41 

$111,782  44  

12,389  83  

1,100  14  


Operating  income  $79,976  03  $99,659  16 

Non-operating  income 512  82  604  46 

Misc.  rents  (net)...  4 421  71  604  46  

Misc.  non-operating 

revenues 91  11  


Gross  income  applicable 
to  corporate  and  leased 

properties 

Deductions  from  gross 

income 

Interest  accrued  on 


funded  debt  33,716  46 

Interest  on  bills  pay- 
able   13,805  48 

Interest  on  consum- 
ers’ deposits  ....  739  64 

Other  interest  153  10 

Amortization  of  debt 

discount 1,335  06 


$80,488  85  $100,263  62 

49,749  74  51,728  56 

33,757  38  

15,119  11  

1,160  91  

164  04  

1,527  12  


Net  corporate  income 


$30,739  11 


$48,535  06 


Originally  issued  for  three  years,  but  renewed  to  run  indefinitely. 
Rent  revenues,  $619.22,  less  rent  expense,  $197.51. 


458  Public  Service  Commission  — First  District. 


Corporate  Surplus 

$73,796  93 

30,739  11 

318  80 

$3,262  70  

475  91  

101,116  23  


$104,854  84  $104,854  84 


Surplus  December  31,  1909 

Balance  transferred  from  1910  income  account 

Bad  debts  collected 

Deductions  from  surplus : Withdrawals  from 

fixed  capital  prior  to  December  31,  1908, 

$2,538.50  (Tools,  993.47 ; stable  equipment, 

$457.75  ; office  equipment,  $1,087.28)  ; merchan- 
dise credit  in  1909,  $1.70;  amortization  elsewhere 
unprovided  for  — amount  set  aside  by  board  of 
directors  as  an  additional  reserve  to  accrued 
amortization,  $19,331.48  ; cost  of  “ new  business  ” 

written  off,  $3,878.34  5 $25,750  02 

Surplus  December  31,  1910 124,018  19 


$149,768  21  $149,768  21 


$101,116  23 
48,535  06 
116  92 


Surplus  December  31,  1908 

Balance  transferred  from  1909  income  account 

Bad  debts  collected 

“New  business”  written  off5 

Other  deductions  from  surplus 

Surplus  December  31,  1909 


Operating  Revenues 
Quantity 


(M.  cu. 

ft.) 

Amount  of 

revenue 

1909 

1910 

1909 

1910 

Sales  of  Gas 

Municipal  street  lighting 

5,719 

7,515 

$4,274  85 

$5,635 

70 

Lighting  municipal  buildings.  . . 

2,131 

1,762 

1,598  36 

1,297 

70 

Municipal  heat  and  power 

394 

548 

295  97 

414 

20 

Prepaid  gas  

30,407 

42,112 

33,280  14 

43,970 

83 

Commercial  metered  lighting.  . . 

139,195 

161,880 

149,977  15 

166,438 

98 

Total  sales  of  gas 

177,846 

213,817 

$189,426  47 

$217,757 

41 

Miscellaneous  Revenues 
Rent  of  gas  appliances 

$1,113  81 

$1,040 

97 

Gas  merchandise  and  jobbing  revenue.  . . . 

3,959  74 

3,268 

18 

Sale  of  residuals  and  byproducts 

' 

119  80 

83 

75 

Other  miscellaneous  gas  revenue 

447  50 

2,781 

26 

Total  miscellaneous  revenues 

$5,640  85 

$7,174 

16 

Total  gas  revenues 

$195,067  32 

$224,931 

57 

5 See  note  1,  Balance  Sheet. 
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Operating  Expenses 


Gas  making  labor 

Poiler  fuel  

Water 

Generator  fuel 

Water  gas  oil 

Purification  supplies 

Miscellaneous  works  expense 

Repairs  of  works  and  station 

structures 

Repairs  of  power  plant  equipment.  . 

Repairs  of  gas  apparatus 

Repairs  of  works  tools 

Gas  storage  

Residuals  produced  

Total  production  expenses 


Increase  or 


1909 

1910 

(D)  decrease 

$5,989 

53 

• $6,551 

34 

$561 

81 

3,011 

86 

2,966 

84 

D 45 

02 

1,111 

60 

360 

00 

D 751 

60 

21,418 

01 

20,576 

79 

D 841 

22 

28,027 

74 

29,970 

76 

1,943 

02 

54 

20 

73 

60 

19 

40 

579 

27 

459 

99 

D 119 

28 

243 

53 

211 

81 

D 31 

72 

1,473 

71 

1,147 

81 

D 325 

90 

1,237 

97 

1,104 

80 

D 133 

17 

43 

11 

21 

28 

D 21 

83 

632 

37 

715 

51 

83 

14 

Cr.  210 

00 

210 

00 

$63,612 

90 

$64,160 

53 

$547 

63 

Distribution  superintendence  

$1,353 

20 

$1,698 

49 

$345 

29 

Distribution  supplies  and  expenses.. 

54 

33 

53 

58 

DO 

75 

Gas  meter  and  installation  work.  . . . 

5,243 

64 

4,696 

55 

D 547 

09 

Work  on  consumers’  premises 

2,745 

04 

3,217 

08 

472 

04 

Repairs  of  gas  mains 

975 

69 

626 

75 

D 348 

94 

Repairs  of  gas  services 

599 

24 

611 

09 

11 

85 

Repairs  of  gas  meters 

1,862 

26 

2,152 

68 

290 

42 

Repairs  of  distribution  tools 

224 

11 

142 

18 

D 81 

93 

Total  distribution  expenses 

$13,057 

51 

$13,198 

40 

$140 

89 

Commercial  administration  

$11,492 

14 

$15,298 

70 

$3,806 

56 

Promotion  office  expense 

28 

95 

388 

64 

359 

69 

Advertising 

143 

50 

206 

50 

63 

00 

Canvassing  and  soliciting 

824 

00 

999 

54 

175 

54 

Total  commercial  expenses .... 

$12,488 

59 

$16,893 

38 

$4,404 

79 

Salaries  and  expenses  of  general 

officers  

$7,553  67 

$6,934  62 

D $619  05 

General  office  supplies  and  expenses. 

309  10 

73  94 

D 235  16 

General  law  expenses 

250  00 

440  00 

190  00 

Miscellaneous  general  expenses 

348  20 

1,232  31 

884  11 

Insurance  

151  65 

124  35 

D 27  30 

General  amortization  

4,320  41 

7,032  73 

2,712  32 

Accidents  and  damages 

160  58 

D 160  58 

Store  expenses  

455  59 

765  10 

309  51 

Stable  expenses  

1,289  17 

1,268  34 

D 20  83 

Discount  on  materials  and  supplies. 

Cr.  31,1  26 

D 341  26 

Total  general  expenses 

$14,838  37 

$17,530  13 

$2,691  76 

Total  operating  expenses. . . 

$103,997  37 

$111,782  44 

$7,785  07 
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Taxes 

Assessed  and  charged  to  income .... 

Gross  earnings,  state 

Special  franchise  

Personal  

Federal  corporation  

Paid  during  year 

Gross  earnings,  state  

Special  franchise  

Land  and  improvements 

Personal 

Federal  corporation  


Increase  or 


1909 

1910 

(D)  decrease 

$9,671 

20 

$12,389 

83 

$2,718 

63 

1,028 

51 

1,166 

31 

137 

80 

5,734 

74 

6,896 

96 

1,162 

22 

156 

40 

326 

69 

170 

29 

462 

03 

462 

03 

8,280 

96 

10,937 

84 

2,656 

88 

1,028 

51 

1,166 

31 

137 

80 

4,344 

50 

5,444 

97 

1,100 

47 

2,751 

55 

3,537 

84 

786 

29 

156 

40 

326 

69 

170 

29 

462 

03 

462 

03 

PHYSICAL  EQUIPMENT 

Works  and  Holders. — Three  water  gas  sets,  located  at  West  5th  street,  having 
a total  24-hour  capacity  of  1,050  M.  cu.  ft.  (not  in  operation  in  1910)  ; two  sets 
at  West  12th  street,  having  a total  24-hour  capacity  of  3,600  M.  cu.  ft..  (Details 
in  Table  I.)  Holders,  4;  capacity,  1,095  M.  cu.  ft.  (Details  in  Table  IV.) 

Mains. — No  transmission  pipe  line.  Distribution  pipe  line,  length  in  miles, 
December  31,  1910,  83.96  °;  increase  during  year,  8.7  miles.  (See  Table  V.) 

Services.—  Live  service  pipes  in  use  December  31,  1910,  7,089  ; increase  during 
year,  815.  (See  Table  VI.) 

Meters. — Number  of  consumers’  meters  in  service  December  31,  1910,  6,073; 
increase  during  year,  910.  (See  Table  VII.) 


OPERATING  STATISTICS 

Gas  Made  and  Sold  (cu.  ft.). — On  hand  January  1,  1909,  550,000;  made  in 

1909,  202,906,000 ; sold  in  1909,  177,846,000 ; used  by  respondent,  701,800 ; on 
hand  December  31,  1909,  412,000  ; unaccounted  for,  24,496,200. 

On  hand  January  1,  1910,  412,000 ; made  in  1910,  241,930,600 ; sold  in  1910, 
213,817,000  ; used  by  respondent,  977,200 ; on  hand  December  31,  1910,  550,000 ; 
unaccounted  for,  26,998,400.  (See  Tables  Xl-XIII-a.) 

Materials. — Materials  used,  see  Table  IX  ; materials  on  hand,  see  Balance  Sheet 
details  above. 

Residuals. — See  Table  X. 

Accidents. — - See  Tables  XXV-XXIX. 

Employees. — • Salaries  of  general  officers,  1909,  $7,550  ; in  1910,  $6,724.95  ; all 
other  employees,  December  18,  1909,  full-time,  50 ; part-time,  30 ; December  17, 

1910,  full-time,  59  ; part-time,  32  ; total  compensation  paid  officers  and  employees, 
in  1909,  $50,811.01  ; in  1910,  $56,403.91.  (For  details,  see  Tables  XXX-XXXIV.) 

Officers. — President,  Richard  L.  Austin  ; Vice-President,  John  Gribbel ; Secretary 
and  Treasurer,  Clayton  E.  Platt ; General  Manager,  G.  H.  Woodall. 

Directors. — Richard  L.  Austin,  Clayton  E.  Platt,  Abe  Stein,  John  Gribbel,  Albert 
Seligman. 

Main  Business  Office. — Coney  Island  Bank  Building,  Surf  avenue,  Coney  Island, 
New  York. 


6 In  addition,  the  company  operates  4.06  miles  of  main  owned  by  Sea  Gate 
Company. 
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THE  BROOKLYN  UNION  GAS  COMPANY 

(Including  Equity  Gas  Company) 

This  company  was  incorporated  under  the  Transportation  Corporations  Daw  of 
the  State  of  New  York  September  7,  189*5.  It  supplies  Wards  1 to  28  inclusive, 
and  Ward  32,  Borough  of  Brooklyn,  City  of  New  York,  with  water  gas. 

This  company  has  the  sole  control  through  ownership  of  stock  of  the  following 
companies,  viz.  : Equity  Gas  Company,  The  Flat-bush  Gas  Company,  The  Jamaica 
Gas  Light  Company,  The  Newtown  Gas  Company,  Richmond  Hill  and  Queens 
County  Gas  Light  Company,  and  The  Woodhaven  Gas  Light  Company.  The  Com- 
pany owns  all  of  the  capital  stock  of  the  Equity  Gas  Company  and  holds  pos- 
session, as  tenant  at  will,  of  the  gas  works  situated  at  Maspeth  and  Porter 
avenues.  The  other  companies  act  as  distributing  branch  offices  for  the  controll- 
ing company,  which  manufactures  all  gas  supplied  by  them  to  the  public. 

Stockholders. — Number,  December  17,  1910,  1,593 ; in  New  York  state,  1,275, 
holding  160,249  shares.  Total  voting  power  (number  of  shares),  179,970,  of  $100 
par  value  each  ; principal  stockholders,  December  31,  1908  : H.  H.  Rogers,  10,022 
votes ; Wm.  Rockefeller,  8,100 ; David  G.  Legget,  6,440  ; Van  Emburgh  & Atter- 
bury,  5,825  ; Whitehouse  & Co.,  5,460  ; James  Jourdan,  4,040 ; John  D.  Archbold, 
2.250  ; J.  S.  Bache  & Co.,  1,700 ; Leila  Howard  Codman,  1,651 ; James  L.  Breese, 

I, 500. 

Votes  cast  at  general  meeting  of  November  15,  1910,  121,188  ; by  stockholders, 
on  behalf  of  themselves : David  G.  Legget,  6,490 ; W.  A.  Scheftel,  2,000  ; W.  C. 
Courtney,  971  ; William  E.  Ward,  500 ; on  behalf  of  others : David  G.  Legget, 
108,008;  Charles  T.  Young,  616. 

Changes  in  1909-1910. — No  additional  powers  or  franchises  were  acquired.  (See 
description  of  important  physical  changes  during  the  period  under  Physical  Equip- 
ment.) 

In  March,  April,  May  and  June,  1909,  25,130  shares  of  capital  stock  were  issued 
in  exchange  for  $2,513,000  par  value  of  the  company’s  6 per  cent  convertible 
debentures,  in  accordance  with  terms  of  debentures  ; the  amount  originally  received 
from  the  sale  of  the  debentures  was  $2,513,000. 

In  February,  1909,  the  company  sold  $467,000  par  value  of  Brooklyn  Union  Gas 
Company’s  consolidated  mortgage  bonds  held  as  an  investment,  and  in  April,  1909, 
bought  $500,000  par  value  New  York  City  corporate  stock. 

On  January  1,  1909,  the  price  of  gas  to  the  Flatbush  Gas  Company  was  reduced 
from  60  cents  to  50  cents  per  M.  cu.  ft.  ; and  on  September  1,  1909,  a similar 
reduction  was  made  to  the  other  subsidiary  companies. 

No  successor  was  elected  to  fill  vacancy  in  office  of  president,  caused  by  decease 
of  General  James  Jourdan  on  November  1,  1910 ; William  G.  Rockefeller  was 
elected  vice-president  on  January  6,  1910,  vice  Henry  H.  Rogers,  deceased  ; James 

II.  Jourdan,  chief  engineer,  elected  as  additional  vice-president  November  17,  1910  ; 
on  October  20,  1910,  the  following  changes  were  made : A.  F.  Staniford,  former 
assistant  treasurer  and  auditor,  elected  as  additional  vice-president ; Franklin  P». 
Jourdan,  former  assistant  secretary  and  purchasing  agent,  elected  secretary,  vice 
Walter  K.  Rossiter,  deceased ; J.  II.  Benedict,  former  second  assistant  treasurer, 
elected  assistant  treasurer,  vice  A.  F.  Staniford ; James  Gilmer  elected  auditor, 
vice  A.  F.  Staniford ; Frederick  R.  Wogan  elected  assistant  secretary,  vice  F.  B. 
Jourdan  ; T.  P.  Payne,  Jr.,  elected  second  assistant  treasurer,  vice  J.  II.  Benedict. 


BALANCE  SHEET 


December  31,  December  31, 

1909  Assets  Side  1910 

$2,280,836  03  Cash $3,194,981  57 

100,760  14  Accounts  with  City  of  New 

York 66,505  97 

541,977  44  Consumers’  accounts  receivable.  616,640  06 

39,621  45  Other  accounts  receivable 92,255  30 

Interest  and  dividends  receiv- 

4,033  32  able  4,033  32 

641,799  78  Materials  and  supplies 711,972  82 


Increase  or 
(D)  decrease 
$914,145  54 

D 34,254  17 
74,662  62 
52,633  85 


70,173  04 
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December  31, 

December  31, 

Increase  or 

1909 

Assets  Side — ( Concluded ) 

1910 

(D)  decrease 

1 $3,231,784 

04 

Free  investments  

$3,875,996 

43 

$644,212 

39 

36,017,365 

22 

Fixed  Capital,  December  31, 

1908  

35,660,105 

19 

D 357,260 

03 

724,938 

54 

Fixed  capital  installed  since 

December  31,  1908 

1,420,823 

77 

695,885 

23 

21,499 

00 

Special  deposits  

32,436 

00 

10,937 

00 

53,077 

36 

Prepayments  (insurance) 

47,790 

83 

D 5,286 

53 

647,040 

00 

Other  suspense 

658,811 

41 

11,771 

41 

$44,304,732 

32 

Total 

$46,382,352 

67 

$2,077,620 

35 

Liabilities  Side 

$1,165,111 

12 

Taxes  accrued  

$1,474,901 

88 

$309,790 

76 

148,978 

33 

Interest  on  funded  debt 

158,418 

33 

9,440 

00 

213,372 

86 

Interest  on  unfunded  debt 

211,155 

73 

D 2,217 

13 

241 

50 

Dividends  declared  

270,381 

00 

270,139 

50 

1,049,527 

17 

Consumers’  deposits  

996,194 

06 

D 53,333 

11 

307,420 

82 

Miscellaneous  accounts  payable. 

466,247 

84 

158,827 

02 

32,442 

70 

Other  unfunded  debt 

51,385 

69 

18,942 

99 

15,003,000 

00 

Funded  debt  

15,003,000 

00 

2, 259, 980 

03 

Reserve  for  replacements  and 

renewals 

1,945,284 

'55 

D 314,695 

48 

1.160,196 

95 

Accrued  amortization  of  capital. 

2,368,623 

37 

1,208,426 

42 

17,997,000 

00 

Stocks  

17,997,000 

00 

4,967,460 

84 

Corporate  surplus  

5,439,760 

22 

472,299 

38 

$44,304,732 

32 

Total 

$46,382,352 

67 

$2,077,620 

35 

Contingent  Liabilities. — This  company  has  endorsed  notes  made  by  The  Flatbush 
Oas  Company  to  the  amount  of  $500,000. 


Details  of  Assets  and  Debit  Balances 


Fixed  Capital  December  8L  1908 


Balance 

Withdrawals  or  retirements 

Balance 

December 

, 

— x 

December 

Item 

31.  1908 

1909 

• 1910 

31,  1910 

Real  estate . . . 

$5,085,595 

23 

$5,085,595 

23 

Plants  and  patents. . . 

15,592,253 

18 

$77,637  91 

$297,693 

34 

15,216,921 

93 

Street  mains 

8,290,703 

21 

22,774  71 

11,876 

26 

8,256,052 

24 

Services  

1,248,169 

27 

5,645  00 

8,451 

00 

1,234,073 

27 

Meters  

2,307,925 

49 

29,037  93 

35,614 

43 

2,243,273 

13 

Meter  cocks  and  con- 

nections   

388,820 

00 

388,820 

00 

Tools  and  implements. 

76,868 

85 

76,868 

85 

Office  furniture  and 

fixtures  

61,864 

38 

10 

00 

61,854 

38 

Franchises  and  rights. 

3,050,000 

00 

3,050,000 

00 

Horses,  wagons  and 

harness 

52,461 

16 

2,200  00 

3,615 

00 

46,646 

16 

Totals  

$36,154,660 

77 

$137,295  55 

$357,260 

03 

$35,660,105 

19 

1 Includes  $1,491,766.16,  accounts  with  associated  companies,  shown  as  current 
assets  in  1909,  but  transferred  to  investments  in  1910. 
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Description  of  Capital  Withdrawn. — During  1909 : Williamsburgh  works,  two 
63-ft.  Connersville  blowers  and  two  13  x 12  engines,  $5,900 ; buildings,  generator 
house,  $6,000  ; buildings,  engine  room,  $7,000  ; connections,  oil,  gas,  water,  drains, 
etc.,  $10,000  ; engineering  and  miscellaneous  expenses,  $10,959.25.  Other  withdrawals 
from  plant  and  patents,  less  than  $5,000  ; total,  $37,778.66.  Street  mains  taken 
up,  18,301  ft.  ; services  cut  off,  503  ; meters  condemned,  5,605  (for  sizes  of  meters, 
see  Table  VII)  ; horses,  9.  During  1910  : Nassau  works,  old  coal  hoist,  trestle, 
engine,  etc.,  $31,250.10  ; Metropolitan  works  : Seven  benches  of  six  through  retorts 
and  hydraulic  main,  $50,394.77 ; one  Mayer  generator,  $11,272.40 ; two  Hazelton 
boilers,  $13,261.65  ; four  purifier  boxes,  crane,  etc.,  $22,545.23  ; retort  and  exhauster 
house  roof,  dividing  wall,  etc.  (including  charging  floor),  $11,935.50.  Other  with- 
drawals from  plant  and  patents,  less  than  $10,000 ; total  $157,033.69.  Street 
mains  taken  up,  10,729  ft. ; services  cut  off,  2,176  ; meters  condemned,  4,630  (for 
sizes,  see  Table  VII)  ; horses,  3;  wagons,  2. 

Fixed  Capital  Installed  since  December  SI,  1908. — See  Table  XXXIX.  Description 
of  important  physical  changes  is  given  under  Physical  Equipment. 


Miscellaneous  Investments 


name  of  issuing  com-  Par  value  of 
pany  and  security  amount  held 
Equity  Gas  Co.  : 

5 per  cent  debenture 

bonds,  due  January 
1,  1916 

Flatbush  Gas  Co. : 

6 per  cent  2d  mort- 

gage bonds,  due 
March  1,  1914 

Flatbush  Gas  Co.,  stock.  . 

The  Jamaica  Gas  Light 

Co.,  stock  

The  Newtown  Gas  Co., 

stock  

Richmond  Hill  & Queens 
County  Gas  Light  Co., 

stock  . 

The  Woodhaven  Gas  Light 

Co.,  stock  

The  Equity  Gas  Co., 

stock  

Corporate  stock,  City  of 
New  York,  gold  exempt 
4 per  cent  bonds 

Advances  : 

The  Newtown  Gas  Co. 

Richmond  Hill  and 
Queens  County  Gas 

Light  Co 

The  Jamaica  Gas 

Light  Co 

The  Woodhaven  Gas 

Light  Co 

The  Flatbush  Gas  Co.. 


Actual  money 
cost  to 
company 


Amount  at 

which  carried  Income 
on  company’s  accrued  to 
books  Dec.  31,  respondent 
1910  during  1910 


134,716  50  134,716  50 


122,002  08 
1,117,504  21 


122,002  08 
1,117,504  21 


$250,000 

00 

$250,000 

00 

$250,000 

00  . 

35,000 

00 

35,000 

00 

35,000 

00 

$2,100 

00 

200,000 

00 

372,771 

64 

372,771 

64  . 

200,000 

00 

145,000 

00 

145,000 

00  . 

60,000 

00 

60,000 

00 

60,000 

00  . 

250,000 

00 

26,758 

86 

26,758 

86  . 

20,000 

00 

20,000 

00 

20,000 

00  . 

250,000 

00 

318,065 

50 

318,065 

50  . 

500,000 

00 

512,421 

88 

512,421 

88 

20,000 

00 

761,755 

76 

761,755 

76 

24,172 

87 

87  83 

5,618  55 

5,136  17 
39,878  70 


$3,875,996  43  $3,875,996  43  $96,994  12 


Totals 
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Materials  and  Supplies 


Quantities  on  hand 
December  31, 

1909 

Boiler  fuel,  anthracite 

( cwt. ) 89,172.83 

Generator  fuel,  anthracite 

(cwt.) 1,352,493.86 

Gas  oil  (gals.) 2,443,928 

Purifying  material  — iron 

oxide  (bu.)  7,765 

Shavings  (bales)  632 

Main  stock  

Gas  lamp  stock 

Appliance  stock  

Materials  and  supplies  of  all  kinds,  used  in  construc- 
tion work,  setting  meters,  etc 


1910 

68,198.36 

1,359,162.11 

2,176,813 

I 

16,354  L 
994  J 


Book  value  December  31, 


1909 

_ _ 

1910 

$291,927 

64 

$288,149 

74 

81,637 

59 

72,707 

22 

1,292 

92 

2,688 

81 

93,123 

64 

140,728 

16 

29,610 

90 

31,751 

13 

15,003 

64 

15,427 

73 

129,203 

45 

160,520 

03 

$641,799 

78 

$711,972 

82 

Special  Deposits. — December  31,  1909:  Coupon,  $20,070;  dividend,  $241.50; 

deposit  with  bid,  contracts  for  municipal  lighting,  $1,187.50.  December  31,  1910  : 
Coupon,  $29,510  ; dividend,  $426  ; deposit  with  bid,  contracts  for  municipal  light- 
ing, $2,500. 

Other  Suspense. — December  31,  1909 : Gas  sold  from  December  11,  1909,  to 

December  31,  1909,  bills  not  yet  rendered,  $628,180.66 ; gas  on  hand  at  the 
various  works  January  1,  1910,  7 A.  m.,  $18,859.34 ; total,  $647,040.  December 
31,  1910 : Gas  sold  from  December  12,  1910,  to  December  31,  1910,  bills  not 

yet  rendered,  $632,208.11 ; gas  on  hand  at  the  various  works  January  1,  1911,  7 
a.  m.  $20,828.16 ; bill  for  consumers’  ledgers,  index  books,  etc.,  not  to  be  put  in 
use  until  April,  1911,  $5,775.14;  total,  $658,811.41. 


Details  of  Liabilities  and  Credit  Balances 


Taxes  Accrued: 

Special  franchise 

Federal  

Gross  earnings,  state 

Consumers’  Deposits:  1909  1910 

Added  during  the 

year $401,159  00  $379,062  00 

Refunded  during  year  308,274  07  432,395  11 

Net  increase 92,884  93  (D)53,333  11 

Balance  

Interest  accrued  dur- 
ing year  59,975  56  61,179  77 

Interest  paid  on  de- 
posits refunded  ..  28,498  26  63,396  90 

Miscellaneous  Accounts  Payable: 

For  materials,  supplies,  etc 

Other  Unfunded  Debt: 

Wages  accrued  

Water  accrued  


December 
31,  1909 
$1,099,431  65 
15,000  00 
50,679  47 


1,049,527  17 


307,420  82 

26.555  92 
5,886  78 


December 
31,  1910 
$1,398,905  00 
19,000  00 
56,996  88 


996,194  06 


2 466,247  84 

45,855  47 
5,530  22 


2 Includes  $5,418.05  owing  to  Richmond  Hill  and  Queens  County  Gas  Light  Com- 
pany on  Dec.  31,  1910. 
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Funded  Debt. — The  Brooklyn  Union  Gas  Company  50-year  first  consolidated 
mortgage  bonds,  5 per  cent,  payable  May  and  November,  dated  September  16, 
1895,  authorized  $15,000,000  ; issued  $14,698,000  for  property;  net  amount  out- 
standing, $14,698,000 ; interest  accrued  and  paid  in  1909,  $731,285.53 ; accrued 
but  not  yet  due,  $122,458  33 ; matured  and  unpaid,  $19,575  ; interest  accrued  in 
1910,  $734,900 ; paid  in  1910,  $725,500 ; accrued  but  not  yet  due,  $122,458.32 ; 
matured  and  unpaid,  $28,075  ; trustee,  Guaranty  Trust  Company  of  New  York. 

The  Brooklyn  Union  Gas  Company  5-year  convertible  debentures,  6 per  cent, 
payable  March  and  September,  dated  March  1,  1904 ; authorized  and  issued, 
$3,000,000  for  $3,000,000  cash  ; retired,  $2,997,000 ; outstanding  $3,000 ; interest 
accrued  in  1909,  $25,160;  paid  in  1909,  $75,480;  matured  and  unpaid,  $495; 
interest  accrued  in  1910,  none ; paid  in  1910,  $60  ; matured  and  unpaid,  $435. 

Union  Gas  Light  Company  30-year  consolidated  mortgage  bonds,  5 per  cent, 
payable  January  and  July,  dated  January  1,  1890 ; authorized  and  issued,  $500,- 
000 ; retired,  $462,000 ; outstanding,  $38,000 ; interest  accrued  and  paid  in  1909, 
$1,900 ; accrued  but  not  yet  due,  $950 ; accrued  and  paid  in  1910,  $1,900 ; ac- 
crued but  not  yet  due,  $950.01 ; trustee,  Central  Trust  Company  of  New 
York. 

Citizens’  Gas  Light  Company  50-year  consolidated  mortgage  bonds,  5 per  cent, 
payable  February  and  August,  dated  February  1,  1890 ; authorized  and  issued, 
$750,000  ; retired,  $486,000  ; outstanding,  $264,000  ; interest  accrued  and  paid  in 
1909,  $13,200 ; accrued  but  not  yet  due,  $5,500 ; accrued  in  1910,  $13,200 ; paid 
in  1910,  $13,100';  accrued  but  not  yet  due,  $5,500;  matured  and  unpaid,  $100; 
trustee,  Central  Trust  Company  of  New  York. 

Stocks. — Authorized  issue,  200,000  shares  common  stock  of  a par  value  of  $20,- 
000,000 ; issued,  $17,997,000 ; $15,000,000  issued  for  property ; $2,997,000  in 

exchange  for  like  amount  of  6 per  cent  convertible  debentures,  from  which  the 
company  realized  the  sum  of  $2,997,000 ; there  is  still  outstanding  $3,000  par 
value  of  debentures  ; net  amount  outstanding,  $17,997,000  ; dividends  declared  and 
paid  during  1909,  $1,004,430  (3  per  cent  on  $16,484,000,  $464,520,  paid  April  1, 
1909  ; 3 per  cenit  on  $17,997,000,  $539,910,  paid  October  1,  1909 ; dividends  de- 
clared during  1910',  $1,349,775  ; paid  during  1910,  $1, 079.635. 50.3 

Depreciation  and  Contingency  Reserve. — Credit  balance  January  1,  1909, 
$2,382,928.61  ; debits  for  fixed  capital,  December  31,  1908,  withdrawn  or  retired 
during  1909,  $122,948.58 ; balance  December  31,  1909,  $2,259,980.03 ; debits  for 
fixed  capital,  December  31,  1908,  withdrawn  or  retired  during  1910,  $314,695.48  ; 
credit  balance  December  31,  1910,  $1,945,284.55. 

Accrued  Amortization  of  Capital. — - Credits  for  year  1909  (on  the  basis  of 
fifteen  cents  per  M.  cu.  ft.  of  gas  sold,  less  actual  cost  of  work  repairs,  street 
repairs  amd  distribution  repairs)  $1,160,196.95 ; credits  for  year  1910,  $1,232,- 
548.79 ; total  credits,  $2,392,745.74 ; debits,  fixed  capital  withdrawn  or  retired 
during  1910,  $24,122.37 ; credit  balance  December  31,  1910,  $2,368,623.37. 


Operating  revenue  . . 
Revenue  deductions. 
Operating  ex- 
penses . . ... 

Taxes 

Uncollectible  bills 


INCOME  ACCOUNT 

1909  4 


t 

Item 


Total 

$8,383,346  88 
6,149,887  59 


$5,669,457  22 
446,731  49 
33,698  88 


1910 


Item  Total 

$9,052,704  33 

6,611,150  23 

$6,092,482  2S  

482,724  44  

36,943  51  


3 “ Seven  and  one-half  ner  cent  was  declared  but  only  6 per  cent  was  paid.  This 
was  owing  to  change  made  in  paying  dividends  quarterly  instead  of  semi-annually. 
Dividend  No.  39  was  declared  in  1910  but  not  payable  until  1911.” 

4 There  has  been  excluded  from  operating  revenue  and  transferred  to  additions 
to  surplus,  an  item  of  $126,802.11,  “ gas  sales  adjustment,  for  estimated  quantity 
of  gas  sold  but  not  billed  for  from  average  index  date,  viz.,  December  11,  1909 
to  December  31,  1909,  in  excess  of  corresponding  item  of  previous  year.” 
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1909 


Operating  income . . . 

Non-operating  income 
Miscellaneous 
rents  receiv- 
able   

Rental  for  dock 
privileges  . . 
Interest  on  bank 
balances  . . . 
Interest  on  ad- 
vances to  as- 
sociated com- 
panies   

Interest  on  other 
investments  . 

Gross  income  appli- 
cable to  corporate 
and  leased  proper- 
ties   

Deductions  from 
gross  income. 
Interest  accrued 
on  funded 


Item 


Total 

$2,233,459  29 
129,296  53 


Item 


1910 

Total 

. $2,441,554  10 

162,939  40 


1,440  28 
8,669  35 
41,580  89 

61,575  23 
16,030  78 


1,292  49 
8,615  00 
56,037  79 

74,894  12 

22,100  00 


$2,362,755  82 
849,558  75 


$2,604,493  50 
826,172  39 


debt 

772,545  53  

Interest  accrued 

on  consumers’ 

deposits  .... 

59,975  56  

61,179  77 

Other  interest 

deductions  . . 

15,911  25  

621  77 

Miscellaneous 

rent  deduc- 

tions   

5 1,126  41  

14,370  85 

Net  corporate  income  $1,513,197  07  $1,778,321  11 


Corporate  Surplus 

Surplus  December  31,  1908 $3,520,104  95 

Balance  transferred  from  1909  income  account 1,513,197  07 

Bad  debts  collected  16  25 

Gas  sales  adjustment  account G 126,802  11 

Credit  received  from  Standard  Oil  Company  to  make 
the  price  of  28°  and  29°  gas  oil  .03  per  gallon  in- 
stead of  .0429  as  billed  and  paid  for  from  March 

11,  1908,  to  December  31,  1908 $445,279  63 

Credit  received  from  Standard  Oil  Company  to  make 
the  price  of  34°  gas  oil  .03375  per  gallon  instead  of 
.04875  as  billed  and  paid  for 3,395  28 

Total $448,674  91 


5 Represents  rental  on  land  leased  from  the  Jamaica  Gas  Light  Company ; in 
1909  rent  of  stores  and  basements.  $11,873.50.  was  erroneously  Included  in 
operating  expenses,  instead  of  being  shown  as  an  income  deduction. 

0 Transferred  from  operating  revepue  ; see  footnote  4 to  Income  Account. 
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Less  quantity  of  28°  gas  oil  on  Land  December  31, 

1908,  reduced  to  .03  per  gallon  instead  of  .0429  as 
inventoried ; this  entry  was  made  in  order  to 
charge  cost  of  production  in  1909  with  gas  oil 
at  the  reduced  price,  viz.,  .03  per  gallon $35,799  35 


Cash  received  from  Standard  Oil  Company  in  consequence  of  Stand- 
ard Oil  Company’s  having  delivered  a lower  grade  of  oil  during 

1904  than  that  called  for  in  contract 

Profit  on  The  Brooklyn  Union  Gas  Company  consolidated  mortgage 

'bonds  sold  to  the  National  City  Bank 

Cash  received  from  the  City  of  New  York  for  interest  on  deferred 

payments  of  public  lighting  prior  to  1909 

Value  of  materials  and  supplies  recovered  in  removing  meters,  etc., 
the  above  material  having  been  charged  to  an  operating  account. 
Materials  and  supplies  on  hand  December  31,  1908,  but  not  in- 
cluded in  inventory  of  that  date.  This  difference  was  disclosed 


when  inventory  was  taken  September  30,  1909 

Credit  received  from  the  state  of  New  York  for 
revision  of  gross  earnings  tax  from  1899  to  1906 

inclusive $94,728  89 

Less  the  following  deductions : Amount  paid  for 

legal  services  in  connection  with  the  above,  $37,- 
624.52;  interest  paid  the  state  $1,256.54;  total..  38,881  06 


Sale  of  scrap  iron  

Adjustment  of  sundry  consumers’  ledger 

Expenses  elsewhere  unprovided  for $1,832  09 

Dividends  declared  on  common  stock  : 

3 per  cent  on  $15,484,000,  payable  April  1,  1909.  464,520  00 

3 per  cent  on  $17,997,000,  payable  October  1, 

1909  539,910  00 

Bad  debts  written  off 3,850  41 

Adjustment  of  sundry  debtors’  accounts  prior  to 

year  1909  17,345  71 

Adjustment  of  unearned  insurance  premium  in  force 

January  1,  1909 10,392  60 

Surplus  December  31,  1909 4,967,460  84 


$412,875  56 

289,281  46 
29,506  75 
9,535  64 
33,022  20 

12,668  07 


55,847  83 
2,452  75 
1 01 


$6,005,311  65  $6,005,311  65 


Surplus  December  31,  1909 

Balance  transferred  from  1910  income  account 

Bad  debts  collected 

Materials  recovered  by  removing  meters,  etc.,  from  consumers’ 

premises i 

Sale  of  scrap  iron,  etc 

Gas  sales  adjustment  account 

Expenses  elsewhere  unprovided  for $1,421  96 

Dividends  declared  on  $17,997,000  common  stock : 

3 per  cent,  payable  April  1,  1910,  $539,910;  1% 
per  cent,  payable  July  1,  1910,  $269,955;  1%  per 
cent,  payable  October  1,  1910,  $269,955;  1 y2  per 


cent,  payable  January  3,  1911,  $269,955 1,349,775  00 

Bad  debts  written  off 2,015  64 

Amount  underestimated  for  federal  tax,  1909 1,349  99 

Adjustments  of  materials  and  supplies 1,041  20 

Deductions  from  sundry  debtors’  accounts 1,859  01 

Counterfeit  money  . . . 23  00 

Surplus  December  31,  1910 5,439,760  22 


$4,967,460  84 
1,778,321  11 
16  70 

42,092  46 
3,358  -64 
5,996  27 


$6,797,246  02  $6,797,246  02 
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Operating  Revenues 


Quantity  (M.  cu.  ft.)  Amount  of  revenue 


Sales  of  Gas 

1909 

1910 

1909 

1910 

' 

Municipal  street  lighting 

172, 3S0 

3 74,027 

$129,270 

36 

$130,520 

47 

Lighting  municipal  buildings. . 

71,989 

68,855 

53,992 

23 

51,642 

01 

Prepaid  gas  

415,855 

434,198 

332,684 

36 

347,358 

86 

Commercial  metered  lighting.  . 

8,908,892 

9,647,916 

7,124,789 

S3 

7,714,986 

80 

Other  gas  corporations  : 

Newtown  Gas  Company.  . 

495,610 

566.203 

7 278,060 

74 

283,101 

42 

Flatbush  Gas  Company . . . 
Jamaica  Gas  Light  Com- 

494,966 

602,883 

247,483 

06 

301,441 

52 

panv  

Woodhaven  Gas  Light  Com- 

109,606 

123,041 

7 61,638 

69 

61,520 

38 

pany  

128,472 

156,679 

7 72,080 

60 

78,339 

29 

Richmond  Hill  & Queens 

Co.  Gas  Light  Company. 

105,665 

116,180 

7 59,484 

00 

58,090 

19 

Total  sales  of  gas 

10,903,435 

11,889,982 

$8,359,483 

87 

$9,027,000 

94 

Miscellaneous  Revenues 

Rent  of  gas  appliances 



$5,749 

46 

$2,268 

50 

Gas  merchandise  and  jobbing.  . 

16,126 

46 

21,898 

89 

Sale  of  residuals  and  byproducts 

1,987 

09 

1,536 

00 

Total  miscellaneous  revenues 

$23,863 

01 

$25,703 

39 

Total  gas  revenues . . . , 

$8,383,346 

88 

$9,052,704 

33 

Operating  Expenses 


Increase  or 


Works  superintendence 

Boiler  house  labor 

Retort  house  labor  * . 

1909 

$57,013  79 
68.075  62 
1.773  52 
140,928  42 
22,065  52 
31,510  76 

1910 

$56,680  65 
65,564  76 

(D)  decrease 
D $333  14 
D 2,510  86 
D 1,776  62 
7,981  04 
1,394  45 
D 3,295  91 

Generator  house  labor 

Purifier  house  labor 

Miscellaneous  works  expense . . . 

148.909  46 
23,459  97 
28,214  85 

Gas  making  labor 

$332,282  63 

$340,076  82 

$7,794 

19 

Boiler  fuel  

104,101  09 

92,739  98 

D 11.361 

11 

Water 

30,252  20 

28,699  07 

D 1,553 

13 

Generator  fuel  

778,125  12 

776,260  41 

D 1,864 

71 

Water  gas  oil 

1,527,812  72 

1,629,575  85 

101,763 

13 

Purification  supplies  

IS, 993  16 

20,023  48 

1,030 

32 

Miscellaneous  works  expense . . . 

31,510  76 

28,214  '85 

D 3,296 

91 

Repairs  of  works  and  station 

structures 

37,402  63 

55,719  33 

18,316 

70 

Repairs  of  furnaces,  boilers  and 

accessories 

20,355  36 

26.567  47 

6.211 

61 

Repairs  of  steam  engines 

2,833  54 

2,283  49 

D 550 

05 

Repairs  of  gas  engines 

181  67 

207  62 

25 

95 

Repairs  of  miscellaneous  power 

plant  equipment 

3,314  82 

3,170  48 

D 144 

34 

Repairs  of  benches  and  retorts. 

2,397  37 

D 2,397 

37 

7 « prices  from  January  1 to  August  31,  60c  per  M. ; from  September  1 to  De- 
cember 31,  50c  per  M. 
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Increase  or 


1909 

1910 

(D)  decrease 

Repairs  of  water  gas  sets  and 

accessories  

$38,568  99 

$48,489  35 

$9,920  36 

Repairs  of  purification  ap- 

paratus  

6,916  10 

3,587  58 

D 3,328  52 

Repairs  of  holders 

14,265  59 

14,243  28 

D 22  31 

Repairs  of  miscellaneous  equip- 

ment 

15,073  21 

12,806  48 

D 2,271  73 

Repairs  of  works  tools 

4,200  72 

4.173  67 

I)  27  05 

Gas  storage  

68,065  21 

78,741  07 

10,675  86 

Total  production  expenses. 

$3,036,658  39 

$3,165,580  28 

$128,921  89 

Transmission  pumping 

$58,685  34 

$59,136  35 

$451  01 

Distribution  superintendence  . . 

92,536  83 

131,838  98 

39,302  15 

Distribution  supplies  and  ex- 

penses  

13,658  03 

19,241  97 

5,583  94 

Gas  meter  and  installation  work 

196,254  87 

203,401  88 

7,147  01 

Work  on  consumers’  premises.  . 

54,102  52 

68,648  43 

14,545  91 

Repairs  of  gas  mains  

133,830  15 

199,300  09 

65,469  94 

Repairs  of  gas  services  

30,667  45 

42,190  74 

11,523  29 

Repairs  of  gas  meters  

161,343  31 

133,029  37 

D 28,313  94 

Repairs  of  distribution  tools  . . 

3,961  91 

5,179  60 

1,217  69 

Repairs  of  gas  appliances 

66  32 

D 66  32 

Total  transmission  and  dis- 

tribution  expenses  

$745,106  73 

$861,967  41 

$116,860  68 

Street  lamp  repairs 

Cr.  $2,109  17 

Cr.  $1,009  10 

$1,100  07 

Commercial  administration  .... 

$399,126  69 

$417,750  09 

$18,623  40 

Promotion  office  expense 

13,008  90 

14,290  93 

1,282  03 

Advertising 

15  00 

15  00 

Canvassing  and  soliciting 

4,277  33 

10,310  09 

6,032  76 

Total  commercial  expense.  . . . 

$416,412  92 

$442,366  11 

$25,953  19 

Salaries  and  expenses  of  general 

officers  

$63,480  76 

$75,174  35 

$11,693  59 

Salaries  and  expenses  of  general 

office  clerks 

28,215  29 

33,830  05 

5,614  76 

General  office  supplies  and  ex- 

penses   

11,621  77 

13,994  51 

2,372  74 

General  law  expenses 

8,287  71 

19,258  81 

10,971  10 

Miscellaneous  general  expenses. 

45,472  76 

56,921  73 

11,448  97 

Insurance  

67,615  90 

89,980  87 

22,364  97 

Relief  department  and  pensions 

12,000  01 

13,420  00 

1,419  99 

General  amortization  

1,160,196  95 

1,232,548  79 

72,351  84 

Accidents  and  damages 

3,384  47 

2,867  95 

D 516  52 

Law  expenses  in  connection  with 

damages 

5,5 

D 55 

General  stationery  and  printing 

6,785  24 

7,109  30 

324  06 

Store  expenses  

10,505  74 

14,570  48 

4,064  74 

Stable  expenses  

57,358  58 

65,324  79 

7,966  21 

Inventory  adjustments — Balance 

Cr.  555  02 

555  02 

Discount  on  materials  and 

supplies 

Cr.  982  36 

Cr.  1,424  05 

D 441  69 

Total  general  expenses 

$1,473,388  35 

$1,623,577  58 

$150,189  23 

Total  operating  expenses .... 

$5,669,457  22 

$6,092,482  28 

$423,025  06 
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Increase  or 


Taxes 

1909 

1910 

(D)  decrease 

Assessed  and  charged  to  income 

$446,731 

49 

$482,724  44 

$35,992  95 

Real  estate  

97,790 

62 

107,254  21 

9,463  59 

Special  franchise  

283,261 

40 

299,473  35 

16,211  95 

Gross  earnings,  state 

50,679 

47 

56,996  88 

6,317  41 

Federal  

15,000 

00 

19,000  00 

4,000  00 

Paid  during  year 

143,483 

13 

174,283  67 

30,800  54 

Real  estate  

97,790 

62 

107,254  21 

9,463  59 

Gross  earnings 

45,692 

51 

50,679  47 

4,986  96 

Federal  

16,349  99 

16,349  99 

PHYSICAL  EQUIPMENT 

Works  and  Holders. — Water-gas  sets  32  ; total  maximum  rated  capacity,  56,100 
M.  cu.  ft.  ; decrease  during  year,  5 sets  at  Metropolitan  Works,  with  a total  max- 
imum rated  capacity  of  3,500  M.  cu.  ft.  (Details  in  Table  I).  Holders,  29; 
capacity  31,723  M.  cu.  ft.  (details  in  Table  IV). 

Auxiliary  Works  Apparatus. — - See  Table  III. 

Mains  (December  31,  1910). — Transmission  pipe  line,  length  in  feet,  268,518'; 
net  increase  during  year,  22,383  8 ; distribution  pipe  line,  length  in  feet,  4,530,796  ; 
net  increase  during  year,  81,120.  (See  Table  V.) 

Services. — Live  service  pipes  in  use  December  31,  1910,  130,045  ; net  increase 
during  year,  2,538.  (See  Table  VI.) 

Meters. — Number  of  consumers’  meters  in  service  December  31,  1910,  332,213  ; 
net  increase  during  year,  16,252.  (See  Tables  VII  and  VIII.) 

Improvements  during  1909  and  1910. — “ Physical  changes  during  the  year  1909 
included  the  removal  of  a Sturtevant  pressure  blower  and  a horizontal  Armington 
& Sims  engine  at  the  Third  Avenue  station,  and  the  installation  of  a new  exhauster 
and  direct-connected  engine,  together  with  the  enlargement  of  the  building  and  the 
necessary  changes  to  the  piping  and  connections  in  order  to  obtain  increased 
capacity. 

“At  the  Scholes  Street  station  an  exhauster  was  replaced  by  one  of  larger 
capacity,  and  the  piping  and  connections  were  changed  and  enlarged  to  make  them 
available  for  the  work  required  at  this  Station. 

“ No  changes  of  moment  were  made  at  the  Citizens,  Fulton,  Equity  or  Metro- 
politan Works. 

“At  the  Nassau  Works  a new  concrete  bulkhead  was  built,  and  a steel  ash 
pocket  was  erected  thereon.  The  work  on  the  installation  of  a new  ash  conveyor 
was  partially  completed.  A coal  screening  pocket  was  erected. 

“ Important  additions  at  the  Williamsburgh  Works  in  connection  with  the  new 
plant  were  completed.  This  included  the  work  on  the  eight  (8)  new  Williamson 
generators,  and  the  steam  and  gas  piping  in  connection  therewith.  The  end  of 
the  generator  house  over  the  U.  G.  I.  machines  was  rebuilt  to  conform  with  the  rest 
of  the  building,  which  was  reconstructed  last  year.  The  new  exhauster  room  and 
purifying  house  were  completed;  as  well  as  four  (4)  new  purifiers,  and  the  new 
apparatus  in  the  exhauster  room.  Two  (2)  more  boilers  were  installed.  A new 
pump  house  was  built,  and  all  the  various  tar,  water  and  oil  pumps  and  con- 
nections were  installed  therein.  A new  system  of  tanks  for  the  storage  and 
separation  of  tar  was  completed,  and  the  yard  space  throughout  the  works  was 
graded  and  paved.” 

“ Physical  changes  during  the  year  1910  included  the  following : The  partial 

completion  of  an  extension  to  the  exhauster  room  at  the  Third  avenue  station  to 
permit  the  installation  of  an  additional  engine  and  exhauster.  The  meter  and 
engine  room  at  Skillman  Street  station  was  remodeled  for  use  as  an  office. 


8 Includes  2,697  feet  of  mains  converted  fram  distribution  to  transmission  dur- 
ing year. 
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“At  the  Citizens  Works  the  construction  in  connection  with  the  oil  storage 
system  of  several  concrete  tanks,  one  of  them  over  500,000  gallons  capacity,  was 
completed. 

“ Two  boilers,  together  with  the  necessary  steam  piping  and  connections,  were 
installed  at  the  Fulton  Works. 

“At  the  Nassau  Works  the  suction  ash  conveyor  was  finished  ; concrete  tanks 
were  erected,  and  an  addition  was  made  to  the  office  building. 

“At  the  Williamsburgh  Works  the  construction  in  connection  with  the  new  plant 
was  completed.  The  storage  capacity  of  the  coal  shed  was  largely  increased. 

“At  the  Metropolitan  Works  a large  part  of  the  old  apparatus  was  dismantled, 
as  well  as  some  of  the  buildings.  This  included  seven  benches,  five  generators, 
meters,  engines,  exhausters,  condensers,  boilers,  pumps,  etc.  A new  plant,  includ- 
ing apparatus,  biiildings,  etc.,  is  now  in  process  of  construction. 

“ There  were  no  important  changes  at  the  Equity  Works.  A new  storage  shed 
was  built  at  Marshall  and  Little  streets.” 

OPERATING  STATISTICS 

Qas  Made  and  Sold  ( cu . ft.). — On  hand  December  12,  1908,  22,110,000;  made 
during  period  December  13,  1908  to  December  10,  1909,  11,576,032,000  ; supplied 
to  other  companies  during  above  period,  1,334,319,629  ; sold  during  above  period, 
9.569,115,631 ; used  by  respondent  during  above  period,  52,227,040 ; on  hand 
December  11,  1909,  25,989,000  ; unaccounted  for,  616,490,700. 

On  hand  December  11,  1909,  25,989,000  ; made  during  period  December  12,  1909, 
to  December  11,  1910,  12,784,880,000  ; supplied  to  other  companies  during  above 
period,  1,564,985,601 ; sold  during  above  period,  10,324,996,620  ; used  by  respondent 
during  above  period,  57,393,050 ; on  hand  December  12,  1910,  27,664,000 ; un- 
accounted for,  835,829,729.  (See  Tables  Xl-XIIIa.) 

Materials. — Materials  used,  see  Table  IX  ; materials  on  hand,  see  Balance  Sheet 
details  above. 

Accidents. — See  Tables  XXV-XXIX 

Employees. — Salaries  of  general  officers  in  1909,  $35,600  ; in  1910,  $45,891.65. 
All  other  employees,  December  18,  1909,  full-time,  1,834;  part-time,  334;  Decem- 
ber 17,  1910,  full-time,  2,165  ; part-time,  346  ; salaries  and  wages  paid  to  employees 
in  1909,  $1,734,945.11  (including  $11,718.41  charged  to  subsidiary  companies)  ; in 
1910,  $1,956,533.35  (including  $12,471.29  charged  to  subsidiary  companies).  (For 
details  see  Tables  XXX-XXXIV). 

Officers. — President,  vacant ; vice-presidents,  Wm.  G.  Rockefeller,  James  H. 
Jourdan,  A.  F.  Stamford ; secretary,  F.  B.  Jourdan ; assistant  secretary, 
F.  R.  Wogan ; treasurer,  E.  R.  Chapman ; assistant  treasurer,  J.  H.  Benedict ; 
second  assistant  treasurer,  T.  P.  Payne,  Jr,;  general  auditor,  James  Gilmer; 
general  counsel,  Dykeman,  Oeland  and  Kuhn  ; chief  engineer,  James  H.  Jourdan  ; 
general  purchasing  agent,  George  W.  Gatehouse. 

Directors. — H.  W.  Cannon,  E.  R.  Chapman,  James  H.  Jourdan,  David  G.  Legget, 
William  Rockefeller,  H.  H.  Rogers  and  W.  G.  Rockefeller. 

Main  Business  Office. — 180  Remsen  'Street,  Brooklyn,  N.  Y. 

THE  BRUSH  ELECTRIC  ILLUMINATING  COMPANY  OF  NEW  YORK 

Lessor. 

This  company  was  incorporated  February.  1881,  pursuant  to  chapter  512  of  the 
General  Statutes  of  the  State  of  New  York  for  the  year  1879,  and  obtained  its 
franchise  from  the  City  of  New  York  on  May  3.  1881. 

Sole  control  of  this  company  was  acquired  by  The  United  Electric  Light  and 
Power  Company  through  ownership  of  its  entire  capital  stock. 

The  company  is  not  operating.  It  has  disposed  of  all  its  property  ; it  has  no 
generating  or  substations,  no  boilers,  engines,  storage  batteries,  no  overhead  or 
underground  tube  system,  no  transformers,  meters,  lamps  ; in  general  no  machinery 
or  apparatus  of  any  kind. 

The  United  Electric  Light  and  Power  Company,  as  renorted  on  December  31. 
1908,  exercised  voting  right  to  9,940  shares  of  capital  stock  out  of  a total  issue  of 
9,990,  pledged  with  the  Union  Trust  Company  of  New  York,  trustee  under  the 
mortgage  of  United  Electric  Light  and  Power  Company,  dated  June  15,  1894. 

Changes  in  1909-1910. — There  were  no  important  changes.  No  additional  fran- 
chises or  rights  were  acquired. 
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BALANCE  SHEET 


Increase  or 


Dec.  31,  1909 

Assets  Side 

Dec.  31,  1910. 

(D)  decrease 

$4,781 

27 

Cash 

$13,605  14 

$8,823 

87 

7,942 

63 

Accounts  with  associated  com- 

panics 

12,163  99 

4,221 

36 

171,501 

72 

Accounts  with  City  of  New  York 

33,525  53 

D 137,976 

19 

3,402 

70 

Other  accounts  receivable 

152  70 

D 3,250 

00 

1,312,649 

10 

Fixed  capital,  Dec.  31,  1908.. 

1,312,649  10 

15 

00 

Fixed  capital  installed  since 

Dec.  31,  1908 

5,755  29 

5,740 

29 

Prepayments  (legal  expenses)  . . 

1,138  61  . 

1,138 

61 

9,642 

85 

Suspense  

7,894  03 

D 1,748 

82 

4,566 

54 

Insurance  participation  certifi- 

cates   

4,816  95 

250 

41 

184,060 

05 

Corporate  deficit  

155,940  38 

D 2S.119 

67 

$1,698,561 

86 

Total 

$1,547,641  72 

D $150,920 

14 

Liabilities  Side 

$34,992 

26 

Taxes  accrued  

$5,409  99 

D $20,582 

27 

346,085 

96 

Bills  and  accounts  owing  to 

associated  companies 

200,000  00 

D 146,085 

96 

130 

00 

Oonsnmprs’  dpposits  

130  00 

752 

32 

Miscellaneous  accounts  payable. 

250  00 

D 502 

32 

275,000 

00 

Funded  debt  .... 

275,000  00 

38,034 

78 

Renewal  and  contingency  re- 

reserve   

63,034  78 

25,000 

00 

4,566 

54 

Casualties  and  insurance  re- 

serve   

4,816  95 

250 

41 

999,000 

00 

'Storks  . 

999,000  00 

$1,698,561 

86 

Total 

$1,547,641  72 

D $150,920 

14 

Contingent  Assets. — Guarantee  of  bonds,  $275,000  by  The  United  Electric  Light 
and  Power  Company. 

Details  of  Assets  and  Debit  Balances 

Fixed  Capital  December  31,  1908 


Balance 
December  31, 


1908. 

Patents  and  charters....  $537,776  50 

General  construction....  242,144  18 

Machinery  and  fixtures.  . 238,517  60 

Real  estate  and  buildings  153,057  07 

Horses  and  wagons 832  39 

Office  furniture 5,920  62 

City  pole  lines 149,400  74 


$1,327,649  10 


rithdrawals  or  retirements  Balance 


( * — ^ December  31, 

1909.  1910.  1910 

$537,776  60 

242,144  18 

238,517  60 

$15,000  00  138,057  07 

832  39 

5,920  62 

149,400  74 


$15,000  00  $1,312,649  10 


Description  of  Capital  Retired. — Building  at  204  Elizabeth  street  destroyed  by 
fire. 

Suspense. — December  31,  1909  : Balance  account  surrender  of  lease  at  204-210 

Elizabeth  street  (one-seventh  of  original  amount,  viz.  $1,607.15,  was  charged 
direct  to  corporate  surplus  or  deficit  account  for  the  year),  $9,642.85  ; December  31, 
1910,  balance  account  of  surrender  of  lease  at  204-210  Elizabeth  street  (Dr.), 
$8,035.70 ; payment  of  rent  for  January,  1911,  by  tenant  at  204-210  Elizabeth 
street  (Cr.),  $141.67. 
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Details  of  Liabilities  and  Credit  Balances 

Taxes  Accrued. — December  31,  1909,  special  franchise  taxes,  1903—1909  inclusive, 
$32,178.24  ; interest  thereon,  $2,814.02  ; December  31,  1910,  special  franchise,  year 
1910,  $'5,273.70 ; interest  thereon,  $91.03 ; gross  earnings,  state,  for  months  of 
November  and  December,  1910,  $45.26. 

Bills  and  Accounts  Owing  to  Associated  Companies. — December  31,  1909 : 

Demand  loan  from  Consolidated  Gas  Company  at  0 per  cent,  $66,085.96  (interest 
payable  semi-annually;  interest  accrued  and  paid  in  1909,  $3,965.16)  ; various  loans 
at  6 per  cent  from  The  United  Electric  Light  and  Power  Company,  $280,000 
(interest  accrued  and  paid  in  1909,  $16,800). 

December  31,  1910  : Loans  from  The  United  Electric  Light  and  Power  Com- 

pany, $200,000  (repaid  during  1910,  $80,000)  ; interest  accrued  and  paid  in  1910, 
$13,600 ; interest  accrued  and  paid  on  demand  loan  from  Consolidated  Gas  Com- 
pany for  $'66,085.96  (repaid  in  1910),  $3,465.41. 

Funded  Debt. — First  mortgage  bonds  were  authorized  to  the  amount  of  $300,000, 
$275,000  of  which  were  issued  for  property  and  cash  on  July  1,  1883,  to  mature 
July  1,  1899,  at  5 per  cent,  payable  January  and  July.  All  these  bonds  have  been 
acquired  by  the  Consolidated  Gas  Company  of  New  York ; interest  accrued  and 
paid : In  1909,  $13,750 ; in  1910,  $13,750.  Trustee,  Central  Trust  Company  of 
New  York. 

Stocks. — The  authorized  capital  stock  consists  of  10,000  shares  of  common  of 
par  value  of  $100  each,  of  which  9,990  were  issued  in  1881  for  property  and  cash. 
All  outstanding  stock  is  held  by  The  United  Electric  Light  and  Power  Company, 
Dividends  declared  or  paid,  none. 

Reserves. — Renewal  and  contingency  (established  January  1,  1908)  : Balance 
December  31,  1908,  $25,000;  credit  in  1909,  $25,000;  debit  in  1909  (difference 
between  book  value  of  building  204  Elizabeth  street,  which  was  destroyed  by  fire, 
and  amount  of  insurance  received),  $11,965.22;  balance  December  31,  1909, 
$38,034.78;  credit  in  1910,  $25,000;  'balance  December  31,  1910,  $63,034.78. 

Insurance  participation  reserve  (established  May  1,  1904)  : Balance  December 

31,  1908,  $4,146.50  ; credits  in  1909,  $420.04  ; in  1910,  $250,41  ; balance  December 
31,  1910,  $4,816.95  ; interest  earned  in  1909,  $124.40  ; in  1910,  $137. 

INCOME  ACCOUNT 


Non-operating  revenues 

Rent  (“  Service  of  consum- 
ers ” to  New  York  Edison 

Company)  

Miscellaneous  rent  revenues 
Interest  revenues  (insur- 
ance participation  certifi- 
cates).   

Non-operating  revenue  deduc- 
tions 1 

Salaries  of  general  officers. . 

Insurance  

General  law  expenses 

Miscellaneous  non-oper- 
ating expenses  

Non-operating  taxes  


Non-operating  income 

Deductions  from  income 

Interest  on  funded  debt.  . . 

Interest  on  loans  from  as- 
sociated companies  ....  20,765  16  17,065  41 


Net  corporate  income $5,322  40  $8,101  80 


1909 


Item  Total 

$54,776  20 


$47,656  00 
6,995  SO 


124  40  

14,938  64 

1,000  00  

347  74  

2,400  00  

1,890  35  

9,300  55  


$39,837  56 

34,515  16 

13,750  00  


1910 


Item  Total 

$54,075  54 


$47,656  00 
6,282  54 


137  00  

15,158  33 

1,000  00  

309  05  

2,400  00  

2,620  10  

8,829  18  


$38,917  21 
30,815  41 


Adjusted.  See  note  2 below. 
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Corporate  Deficit  Account 

Deficit  December  31,  1908 $162,775  30  

Balance  transferred  from  1909  income  account $5,322  40 

Appropriations  to  reserves  (renewal  and  contingency)2 3.  . 25,000  00  

Other  deductions  from  surplus  (account  surrender  of 

lease) 1,607  15  

Deficit  December  31,  1909 184,060  05 


$189,382  45  $189,382  45 


Deficit  December  31,  1909 $184,060  05 

Balance  transferred  from  1910  income  account 

Addition  to  surplus  (“Amount  received  on  account,  from 
the  City  of  New  York,  in  settlement  of  interest  to  April 


19,  1910,  on  city  lighting  bills  to  January  31*,  1910) 

Appropriations  to  reserves  (renewal  and  contingency)2.  . 25,000  00 

Other  deductions  from  surplus  (account  surrender  of 

lease) 1,607  15 

Deficit  December  31,  1910 


$8,101  80 


46,625  02 


155,940  38 


$210,667  20  $210,667  20 


Miscellaneous  Rent  Revenues. — Four  story  and  basement  building,  204-210 
Elizabeth  street : During  1909,  from  United  Electric  Light  and  Power  Company, 
$2,375 ; other  rentals,  $4,620.80.  During  1910,  from  United  Electric  Light  and 
Power  Company,  $3,000  ; other  rentals,  $3,282.54. 


Taxes 

Assessed  and  charged  to  income 

Special  franchise 

Real  estate 

Gross  earnings 

Paid  during  year  

Real  estate  

Gross  earnings 

Special  franchise  (including  interest)  . 


Increase  or 


1909 

1910 

(D)  decrease 

$7,739 

28 

3$8.094 

16 

$354 

88 

5.034 

12 

5,273 

70 

239 

58 

2,433 

15 

2,548 

95 

115 

80 

272 

01 

271 

51 

D 

50 

2,705 

16 

38,411 

45 

35,706 

29 

2,433 

15 

2,548 

95 

115 

80 

272 

01 

271 

51 

D 

50 

35,090 

99 

35,590 

99 

Employees  and  Salaries. — Number  of  officers  for  the  year  ended  December  31, 
1909,  3 ; year  ended  December  31,  1910,  3 ; total  amount  of  salaries  paid  in  1909, 
$1,000;  in  1910,  $1,000. 

Officers. — President,  George  H.  Church  ; Secretary,  Frank  W.  Smith  ; Treasurer, 
Benjamin  Whiteley. 

Directors. — George  H.  Church,  Benjamin  Whiteley,  Arthur  Starke,  Ernest  C. 
Bogert,  Charles  F.  Bradbury,  George  E.  Gregory  and  Walter  B.  Matteson. 

Main  Business  Office. — 1170  Broadway,  New  York  City,  N.  Y. 


2 This  item  is  transferred  from  Non-operating  revenue  deductions  where  it  is 
improperly  shown  in  the  company's  report  since  the  credit  is  made  to  a “ Renewal 
and  Contingency  Account  ’’  instead  of  the  prescribed  account  Accrued  Amortization 
of  Capital. 

3 Charged  to  1910  income  as  follows  : Total  taxes  levied,  $8,094.16  : to  provide 

for  year  1910,  gross  earnings,  months  of  November  and  December,  $45.26;  special 
franchise,  interest  to  December  31,  1910,  $91.03  ; adjustment  of  special  franchise 
taxes,  $598.73. 
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CENTRAL  UNION  GAS  COMPANY 

Incorporated  July  13,  1897.  under  the  Transportation  Corporations  Law  of  the 
State  of  New  York.  It  supplies  coal  gas  and  water  gas  in  the  23d  ward  of  The 
Bronx.  The  entire  capital  stock  of  this  company  except  35  shares,  to  qualify  seven 
directors,  is  owned  by  the  New  Amsterdam  Gas  Company,  a subsidiary  company  of 
the  Consolidated  Gas  Company  of  New  York. 

The  company  owns  7.600  shares  out  of  a total  of  15,000  shares  of  capital  stock 
of  the  Northern  Union  Gas  Co.  (See  Investments.) 

Stockholders. — Number  January  6,  1911\  8 (as  above)  ; total  voting  power, 
35,0'00  ; votes  cast  at  general  meeting  of  January  16,  1911  : 34,970  by  G.  W.  Doane, 
34,965  as  proxy  ; 25  by  C.  G.  Francklyn,  20  as  proxy. 

Changes  in  1909-1910. — No  additional  powers  or  franchises  were  acquired.  The 
capital  accounts  were  charged  with  over  one-half  million  dollars,  as  shown  in 
detail  in  Table  XXXIX.  Purchase  money  mortgages  aggregating  $55,000  maturing 
in  November  and  December,  1910,  were  renewed  for  a period  of  three  years.  Fran- 
chise taxes  for  the  years  1901  to  1909  inclusive  were  adjusted  with  the  City  of 
New  York  for  $237,911,  $54,225.55  being  interest.  This  tax  and  interest  thereon 
had1  been  carried  in  the  tax  liability  account  at  $307', 834.51.  On  November  16, 
1909,  Louis  H.  Werner  was  elected  secretary,  and  Philip  J.  Schneider  treasurer, 
to  succeed  W.  C.  Phelps,  secretary  and  treasurer,  resigned. 


BALANCE  SHEET 


Dec.  31,  1909  Assets  Side  Dec.  31,  1910 

$113,963  17  Cash $355,401  75 

129,582  37  Accounts  with  associated  com- 
panies   1 45,081  09 

197,981  83  Accounts  with  City  of  New 

York 45,065  29 

53,422  19  Consumers’  accounts  receivable.  74,636  30 

63,172  89  Other  accounts  receivable 44,217  39 

94,654  44  Materials  and  supplies 89,652  00 

282,367  86  Investments,  free  290,521  54 

9,089,460  76  Fixed  capital,  December  31, 

1908  2 9,050,646  55 

203,076  65  Fixed  capital  installed  since 

December  31,  1908  2 590,431  42 

7,559  63  Prepayments  (insurance)  2,045  57 

400  00  Other  suspense  


Increase  or 
(D)  decrease 
$241,438  58 

D 84,501  28 

D 152,916  54 
21,214  11 
D 18,955  50 
D 5,002  44 
8,153  68 

D 38,814  21 

387,354  77 
D 5,514  06 
D 400  00 


$10,235,641  79 


Total 


$10,587,698  90  $352,057  11 


Liabilities  Side 


$304,281  57 
75,092  24 

299  53 
35,112  95 
213,075  26 
121,880  31 
1,275  60 
3,555,000  00 


Taxes  accrued  

Interest  accrued  on  unpaid 

taxes  

Interest  on  funded  debt 

Owing  to  associated  companies!. 

Consumers’  deposits  

Miscellaneous  accounts  payable. 

Other  unfunded  debt 

Funded  debt  


$110,794  55] 

[ 

13,387  34  J 
299  53 
11,015  39 
227,683  52 
150,082  39 


3,555,000  00 


D $255,191  92 


D 24,097  56 
14,608  26 
28,202  08 
D 1,275  60 


1 Astoria  Light,  Heat  and  Power  Company,  $1,084.80  ; Consolidated  Gas  Company, 
$839.16  ; Northern  Union  Gas  Company,  $36,642.34  ; Westchester  Lighting  Company, 
$471.27  ; Standard  Gas  Light  Company,  $6,043.52 

2 The  figures  for  both  1909  and  1910  are  corrected.  Credits  applicable  to  the 
account  Fixed  Capital  December  31,  1908,  were  erroneously  credited  to>  the 
account  Fixed  Capital  installed  since  December  31,  1908,  and  were  corrected  by 
an  entry  on  the  company’s  books  in  February,  1911. 
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Dec.  31,  1909 
$699,273  53 

32,367  86 

11,558  15 
3,500,000  00 
1,686,424  79 


Liabilities  Side — ( Concluded ) 
Renewal  and  contingency  ac- 
count   

Casualties  and  insurance  re- 
serve   

General  suspense  

Stocks  

Corporate  surplus  


Dec.  31,  1910 

$826,683  25 

44,637  68 
11,408  10 
3,500,000  00 
2,136,707  15 


Increase  or 
(D)  decrease 

$127,409  72 

12,269  82 
D 150  05 

450,282  36 


$10,235,641  79 


Total 


$10,587,698  90  $352,057  11 


Details  of  Assets  and  Debit  Balances 

Fixed  Capital  December  31,  1908 

Withdrawals  or 


Balance 

retirements 

Balance 

December  31, 

t 

A ^ 

December  31, 

1908 

1909 

1910 

1910 

Real  estate,  property 

rights,  franchise  and 

good  will 

$6,477,320  37 

$6,477,320 

37 

Buildings 

393,178  93 

$359  00 

392,819 

93 

Apparatus 

1,194,611  61 

1,555  00 

$16,145  00 

1,176,911 

61 

Street  mains  

533,049  14 

1,153  70 

6,258  42 

525,637 

02 

Services  

102,385  93 

1,391  39 

1,861  21 

99,133 

33 

Meters 

312,285  42 

600  25 

574  62 

311,110 

55 

Cocks  and  connections.  . . . 

39,965  84 

3,896  67 

3,516  75 

32,552 

42 

Furniture  and  fixtures.  . . 

6,746  65 

2,428  79 

1,554  43 

2,763 

43 

Tools  and  implements.  . . . 

7,796  62 

1,481  36 

1,199  90 

5,115 

36 

Horses,  wagons  and  har- 

ness   

9,513  71 

1,940  91 

1,438  83 

6,133 

97 

Automobiles  and  acces- 

sories   

8,631  13 

2,416  71 

2,237  20 

3,977 

22 

Gas  stoves  on  rental 

26,171  84 

4,972  65 

4,027  85 

17,171 

34 

3 $9,111,657  19 

$22,196  43 

$38,814  21 

$9,050,646 

55 

Description  of  Capital  Withdrawn. — During  1909 : Two  frame  pump  houses 

demolished,  $359 ; Buckeye  engine  and  equipment,  $700 ; furniture  and  fixtures, 
$2.428.79 ; stable  equipment,  $1,940.91  ; automobile  accessories,  $2,416.71 ; mains, 
$1,153.70 ; services,  $1,391.39 ; meters,  $600.25 ; cocks  and  connections,  $3,896.67 ; 
gas  appliances  set,  on  rental,  $4,972.65  ; tools  and  implements,  $1,481.36 ; minor 
withdrawals  applicable  to  plant,  $855.  During  1910 : Furniture  and  fixtures, 

$1,554.43 ; stable  equipment,  $1,438.83 ; automobile  accessories,  $2,237.20 ; three 
Bredel  washers,  $14,345  ; exhauster,  $1,000  ; tar  separating  system,  $700  ; pumping 
system,  $100  ; trunk  lines  and  mains,  $6,258.42  ; gas  services,  $1,861.21 ; gas  meters, 
$4,091.37 ; gas  engines  and  appliances,  $4,027.85 ; gas  tools  and  implements, 
$1,199.90. 

Fixed  Capital  Installed  Since  December  si,  1908 • — See  Table  XXXIX. 

Investments. — Capital  stock,  Northern  Union  Gas  Company,  of  par  value, 
$760,000  ; carried  on  respondent's  books  at  $250,000  ; no  income  accrued  in  either 
1909  or  1910.  Insurance  participation  certificates  : Par  value,  December  31,  1909, 
$32,367.86 ; December  31,  1910,  $40,521.54  ; income  accrued  in  1909,  $733.41 ; in 
1910,  $971.03. 


3 There  has  been  excluded  from  this  amount  an  item  representing  “ Gas  stoves 
on  loan.”  $6,061.72.  which  was  “ through  an  oversight  written  into  ‘ Fixed  Capital 
at  December  31.  1908  ’ account,  but  corrected  in  the  year  1909.” 


Returns  of  Gas  and  Electric  Corporations.  477 


Materials  and  Supplies 4 

Item 

Steam  coal  

Gas  coal  

Coke 

Gas  oil  

Purifying  material 

Main  stock  

Fittings,  service  and  gas  lamp  stock 

Appliance  stock  

Materials  and  supplies  at  stations 


Book  value,  December  31, 


r 

1909 

1910 

", 

$24,i51 

05 

$17,982 

40 

13,657 

89 

11,698 

86 

4,240 

66 

2,983 

72 

8,238 

57 

5,723 

06 

2,147 

38 

879 

11 

15,414 

77 

21,116 

97 

6,848 

17 

7,200 

14 

8,287 

01 

7,709 

11 

11,668 

94 

14,358 

63 

$94,654 

44 

$89,652 

00, 

Details  of  Liabilities  and  Credit  Balances 

December  31,  1909  December  31,  1910 


Tax  Interest 

Taxes  Accrued: 

Franchise $241,371  37  $66,463  14 

Mains,  pipes  and  con- 
nections   60,210  20  8,629  10 

Federal  income 2,700  00  


Tax 

$30,763  25 

76,031  30 
4,000  00 


Interest 
$358  90 
13,028  44 


* 

Owing  to  Associated  Companies : December 

31,  1909 

Consolidated  Gas  Co.,  open  account $33,505  07 

Northern  Union  Gas  Co.,  open  account 1,549  55 

New  York  Edison  Co.,  open  account * 58  33 

Standard  Gas  Light  Co.,  open  account 

Westchester  Lighting  Co.,  open  account 


December 
31,  1910 
$8,189  69 
443  10 
106  00 
2,275  60 
1 00 


Consumers’  Deposits:  1909 

Added  during  the 

year $89,026  45 

Refunded  during  year.  65,789  33 

Net  increase 23,237  12 

Balance 

Interest  accrued  dur- 
ing year  5,410  87 

Interest  paid  on  de- 
posits refunded...  5,410  87 


(For  number  of  deposits  see  Table  XL.) 


1910 


$86,653  94  

72,045  68  

14,608  26  

$213,075  26  $227,683  52 

8,293  67  

6,540  71  


Miscellaneous  Accounts  Payable. — ->  Included  herein  are  amounts  due  for  20c. 
rebates  on  gas  bills,  December  31,  1909,  $33,810.77  ; December  31,  1910,  $29,101.66. 

Funded  Debt. — Thirty-year  first  mortgage  bonds,  due  August  16,  1927,  5 per 
cent  payable  January  and  July ; authorized  and  issued  $3,500,000  ; $250,000  were 
sold  for  cash  at  $108  ; the  balance  issued  for  plant  and  property  and  securities  of 
ether  companies ; amount  outstanding  December  31,  1910,  $3,500,000 ; interest 
accrued  and  paid,  $175,000  ; trustee,  Central  Trust  Co.,  54  Wall  street,  New  York 
City. 


4 For  materials  used,  see  Table  IX ; for  quantities  on  hand,  see  Operating  Statis- 
tics below. 
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Purchase-money  mortgages  : Bond  and  mortgage  of  $20,000,  issued  May  28,  1901, 
due  December  1,  1910,  and  extended  to  December  1,  1913,  5 per  cent  payable 
June  and  December.  Interest  accrued  and  paid,  $1,000;  accrued,  but  not  yet  due, 
$91.34.  Bond  and  mortgage  of  $35,000,  issued  May  18,  1904,  due  November  18, 
1910,  and  extended  to  November  18,  1913,  5 per  cent  payable  May  and  November. 
Interest  accrued  and  paid,  $1,750;  accrued,  but  not  yet  due,  $208.19.  In  Septem- 
ber, 1910,  the  respondent  assumed  purchase-money  mortgages  aggregating  $9,500 
on  purchase  of  additional  real  property.  These  mortgages  were  liquidated  in 
October,  1910.  Interest  accrued  and  paid,  $22.62. 

Stocks. — Common : Authorized,  issued  and  outstanding,  35,000  shares  of  the 

par  value  of  $100  ; all  issued  for  plant  and  property  ; no  dividends  declared  or  paid 
during  1909  or  1910. 

General  Suspense. — Composed  of  contingent  profit  on  3,  5 and  6-year  install- 
ment stove  contracts,  December  31,  1909,  $11,558.15  ; December  31,  1910,  $8,255.83, 
and  deferred  bills,  December  31,  1910,  $3,152.27. 


Renewal  and  Contingency  Account 


Balance  December  31,  1908  $555,700  32 

Credits  in  1909  (10c.  per  M.  cu.  ft.  of  gas  sold)5 178,442  47 


$734,142  79 

Debits  in  1909  34,869  26 

(Withdrawals  of  capital : General  equipment,  $7,686.82  ; works 

and  station  structures,  $359 ; furnaces,  boilers  and  acces- 
sories, $475;  steam  engines,  $700;  accessory  equipment  at 
works,  $380  ; trunk  lines  and  mains,  $1,153.70  ; gas  services, 

$1,391.39  ; gas  meters,  $4,808.77  ; gas  engines  and  appliances, 

$14,724.25 ; gas  tools  and  implements,  $2,083.12 ; deprecia- 
tion on  gas  stoves  on  loan  and  carried  in  material  and 
supplies  account,  $1,240.51 ; less  horse  sold  and  included  in 
withdrawals,  $133.30.) 


Balance  December  31,  1909 $699,273  53 

Credits  in  1910  (10c.  per  M.  cu.  ft.  of  gas  sold)5 200,784  15 


$900,057  68 

Debits  in  1910  73,374  43 


(General  equipment,  $7,527.90  ; purification  apparatus,  $14,345  ; 
accessory  equipment  at  works,  $1,800 ; trunk  lines  and 
mains,  $9,244.78 ; gas  services,  $1,861.21 ; gas  meters, 
$5,175.92  ; gas  engines  and  appliances,  $32,423.38 ; gas  tools 
and  implements,  $2,908.51 ; material  and  supplies,  $678.58 ; 
less  material  recovered,  $2,595.85.) 


Balance  December  31,  1910 $826,683  25 


Casualties  and  Insurance  Reserve. — Insurance  Participation  Reserve : Balance 

December  31,  1908,  $24,447.06 ; credits  in  1909,  $7,920.80 ; balance  December  31, 
1909,  $32,367.86 ; credits  in  1910,  $8,153.68 ; balance  December  31,  1910, 

$40,521.54.  Casualties  Reserve  : Credits  during  1910,  $4,116.14  ; no  debits. 


5 According  to  a rule  adopted  by  the  directors  of  this  company,  operating  ex- 
penses were  to  be  charged,  for  general  amortization,  at  the  rate  of  18.17c.  per 
M.  cu.  ft.  of  gas  sold  ; luc.  to  be  credited  to  Renewal  and  Contingency  account  and 
8.17c.  to  Accrued  Amortization  of  Capital.  In  1909,  actual  repairs  exceeded  the 
estimated  allowance  by  $2,474.35  and  adjustment  was  made  bringing  into  operating 
expenses  the  actual  cost  of  repairs.  In  1910,  the  repairs  did  not  equal  the  estimated 
allowance  by  $22,285.18,  and  adjustment  was  made  leaving  in  operating  expenses 
only  the  actual  cost  of  repairs.  In  February,  1911,  the  accounts  were  adjusted, 
setting  up  the  difference  between  actual  cost  of  repairs  and  the  8.17c.  repair 
charge  in  the  account,  Accrued  Amortization  of  Capital. 


Returns  of  Gas  and  Electric  Corporations.  479 


Operating  revenue 

Revenue  deductions  .... 
Operating  expenses0. 
Uncollectible  bills.  . . 
Taxes 

Operating  income 

Non-operating  revenues : 
Interest  on  overdue 
bills,  bank  depos- 
its and  invest- 
ments   

Rent  of  mains  and 
other  minor  rents. 

Gross  income  applicable 
to.  corporate  and  leased 
properties 

Deductions  from  gross  in- 
come   

Interest  accrued  on 

funded  debt  

Interest  on  loans . . 
Interest  on  consum- 
ers’ deposits 

Interest  on  unpaid 

taxes 

Rent  deductions  — 
Mains 8 

Net  corporate  income 


INCOME  ACCOUNT 

1909 

Item  Total 

$1,626,670  76 

9610,829  64 

$885,927  62  

9,331  16  

70,571  16  

$660,841  12 


8,867  50 


$669,708  62 

212,413  24 

$177,750  00  

6,078  99  

5,410  87  

18,683  94  

4,489  44  

$457,295  38 


1910 

t K -> 

Item  Total 

$1,837,790  56 

1,072,142  09 

$980,714  08  . . ‘ 

10,323  64  

61,104  47  

$765,648  47 

9,672  67 

813  35 


$776,134  49 

200,409  34 

$177,772  62 

8,293  67  

9,853  61  

4,489  44  

$575,725  15 


Corporate  Surplus  or  Deficit  Account 


Surplus  December  31,  1908 

Balance  transferred  from  1909  income  account 

Uncollectible  bills  applicable  to  former  years 

Adjustment  of  1908  material  and  supplies  inventory 

Miscellaneous  adjustments  applicable  to  former  years 


Appropriations  to  reserves 6  7 8 $178,442  47 

Surplus  December  31,  1909 1,686,424  79 


$1,387,149  33 
457,295  38 
11,406  68 
7,340  36 
1,675  51 


$1,864,867  26  $1,864,867  26 


6 The  company’s  report  shows  charges  to  General  Amortization  at  the  rate  of 
10c.  per  M.  cu.  ft.,  which  were  concurrently  credited  to  the  reserve  Renewal  and 
Contingency  Account  instead  of  to  the  prescribed  account  Accrued  Amortization 
of  Capital.  The  charge  is  therefore  transferred  to  the  surplus  account  Appropria- 
tions to  Reserves. 

7 This  item  is  transferred  from  the  operating  expense  account  General  Amortiza- 
tion, where  it  is  improperly  shown  in  the  company’s  report,  since  the  corresponding 
credit  is  made  to  a “ Renewal  and  Contingency  Account  ” instead  of  the  prescribed 
account,  Accrued  Amortization  of  Capital. 

8 Consolidated  Gas  Company,  mains  in  the  23d  ward,  Borough  of  The  Bronx. 
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Surplus  December  31,  1909 

Balance  transferred  from  1910  income  account 

Adjustment  of  special  franchise  taxes  and  interest  applicable  to  the 

years  1901-9  inclusive 

Miscellaneous  adjustments  applicable  to  former  years 


Appropriations  to  reserves  7 $200,784  15 

Surplus  December  31,  1910 2,136,707  15 


$1,686,424  79 
575,725  15 

75,018  88 
322  48 


r , 

$2,337,491  30 

$2,337,491 

30 

Operating 

Revenues 

Quantity  (M, 

. cu.  ft.) 

Amount  of  Revenue 

1909 

1910 

1909 

1910 

\ 

Sales  ol  Gas: 

Municipal  street  lighting. 
Lighting  municipal  build- 

32,407.8 

33,716.0 

$24,305  87 

$25,226 

27 

ings  

9,350.6 

9,269.2 

7,012  94 

6,951 

87 

Prepaid  gas  

Commercial  metered  light- 

224,565.2 

291,018.8 

179,652  11 

232,814 

99 

ing  

1,482,079.6 

1,628,937.5 

1,185,282  69 

1,302,993 

39 

Standard  Gas  Light  Co.. 
Commissions  on  gas, 

36,021.6 

44,900.0 

18,010  80 

22,450 

00 

Northern  Union  Co.a.  . 

21,802  10 

24,569 

95 

Total  sales  of  gas.  . 

1,784,424.8 

2,007,841.5 

$1,436,066  51 

$1,615,006 

47 

Miscellaneous  Revenues: 

Rent  of  gas  appliances  

Gas  merchandise  and  jobbing  revenue 
Sale  of  residuals  and  by-products  . . . 


$24,264  25  $51,239  75 

3,302  32  3,302  32 

163,037  68  168,242  02 


Total  miscellaneous  revenues 


$190,604  25  $222,784  09 


Total  gas  revenues 


$1,626,670  76  $1,837,790  56 


Operating  Expenses 

Increase  or 

1909 

1910 

(D)  Decrease 

Works  superintendence  

$11,763  74 

$12,181 

29 

$417  55 

Boiler  house  labor  

14,197  21 

14,333 

79 

136  58 

Retort  house  labor 

24,389  96 

24,547 

79 

157  83 

Generator-house  labor  

15,186  13 

14,808 

40 

D 377  73 

Purifier-house  labor  

3,897  97 

3,599 

46 

D 298  51 

Miscellaneous  labor  at  works. . 

15,523 

11 

5,957  46 

Gas  making  labor  

$79,000  66 

$84,993 

84 

$5,993  18 

Boiler  fuel  

52,418  80 

62,085 

93 

9,667  13 

Water 

9,707  31 

9,643 

90 

D 63  41 

7 This  item  is  transferred  from  the  operating  expense  account  General  Amortiza- 
tion. where  it  is  improperly  shown  in  the  company’s  report,  since  the  corresponding 
credit  is  made  to  a “ Renewal  and  Contingency  Account  ” instead  of  the  prescribed 
account.  Accrued  Amortization  of  Capital. 

u Gas  made  for  Northern  Union  Gas  Co.  1909  1910 


Cu.  ft.  delivered 

Total  price 

Credited  to  production  expenses 
Credited  to  operating  revenues. 


859.84i5.700 
$239,823  15 
218,021  05 
21,802  10 


1.009.648.800 
$270,269  59 
245.699  64 
24,569  95 
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Increase  or 


1909 

1910 

(D)  decrease 

Fuel  under  retorts  

$16,980  52 

$24,410  00 

$7,429 

48 

Coal  carbonized  

252,861  05 

237,099  02 

D 15,762 

03 

Generator  fuel  

109,489  65 

142,497  54 

33,007 

89 

Water  gas  oil  

296,236  10 

342,103  04 

45,866 

94 

Purification  supplies  

4,573  51 

8,236  90 

3,663 

39 

Miscellaneous  works  expense  

8,581  99 

9,136  43 

554 

44 

Repairs  of  works  and  station  struc- 

tures  

20,505  97 

21,351  53 

84u 

56 

Repairs  of  furnace^,  boilers  and  acces- 

sories 

7,263  12 

5,456  76 

D 1,806 

36 

Repairs  of  steam  engines 

2,386  12 

999  06 

D 1,387 

06 

Repairs  of  miscellaneous  power-plant 

equipment 

1,481  87 

2,820  99 

1.339 

12 

Repairs  of  benches  and  retorts  

31,855  41 

9,634  98 

D 22,220 

43 

Repairs  of  water  gas  sets  and  acces- 

sories  

11,316  19 

9,175  02 

D 2,140 

17 

Repairs  of  purification  apparatus 

6, 355  41 

4,766  87 

D 1,598 

54 

Repairs  of  holders  

1,816  69 

2,478  78 

662 

09 

Repairs  of  miscellaneous  equipment.  . . 

15,725  38 

24,532  S3 

8,807 

15 

Repairs  of  works’  tools 

2,902  00 

2,930  26 

28 

26 

Gas  storage  

8,631  84 

9,162  37 

520 

53 

Cost  of  manufacture 

$940,088  69 

$1,013,496  75 

$73,407 

16 

Deduct : Manufactured  for  other  com- 

panies  under  agency  agreement 

218,021  05 

246,699  64 

27,678 

59 

Add  : Gas  purchased  

1 45 

6 70 

4 

25 

Total  production  expenses 

$722,068  99 

$767,801  81 

$45,732 

82 

Distribution  superintendence 

$9,600  39 

$12,661  39 

$3,061 

00 

Distribution  supplies  and1  expenses. . . . 

7,346  48 

8,193  42 

846 

94 

Gas  meter  and  installation  work 

24,581  01 

36,215  89 

11,634 

88 

Work  on  consumers’  premises 

12,132  21 

19,921  87 

7,789 

66 

Repairs  of  gas  mains 

8,777  14 

9,991  06 

1,213 

92 

Repairs  of  gas  services 

6,454  40 

10,749  28 

4,294 

88 

Repairs  of  gas  meters 

23,715  29 

27,746  13 

4,030 

84 

Repairs  of  distribution  tools 

1,715  89 

1,065  41 

D 650 

48 

Repairs  of  gas  appliances 

4,019  98 

5,514  78 

1,494 

80 

Total  transmission  and  distribu* 

tion  expenses  

$98,342  79 

$132,059  23 

$33,716 

44 

Street  lamp  operating 

Cr.  $1,018  19 

Cr.  $i,m  79 

D $170 

60 

Street  lamp  repairs 

191  86 

1,186  40 

994 

54 

Total  municipal  street  lighting  ex- 

penses   

Cr.  $826  33 

Cr.  $2  39 

$823 

94 

Commercial  administration  

$85,167  91 

$89,900  77 

$4,732 

86 

Promotion  office  expense 

8,612  96 

9,691  08 

6,178 

12 

Advertising 

469  69 

1,000  72 

541 

03 

Canvassing  and  soliciting 

3,404  78 

4,869  67 

1,464 

89 

Total  commercial  expenses 

$92,545  34 

$105,462  24 

$12,916  90 

Salaries  and  expenses  of  general  officers 

$13,467  38 

$14,762  68 

$1,296 

20 

Salaries  and  expenses  of  general  office 

clerks  

16,238  26 

10,728  62 

D 5,509 

73 

General  office  supplies  and  expenses.  . . 

2,908  77 

5.499  18 

2,590 

41 

General  law  expenses 

4,295  06 

8,645  90 

4,350 

84 

Vol.  IY  — 1 G 
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Increase  or 

1909 

1910  (D)  decrease 

Insurance  

$19,018  80 

$20,175  81 

$1,157 

01 

Relief  department  and  pensions 

1,208  28 

1,559  33 

351 

05 

General  amortization  

10 

10 

Accidents  and  damages 

37  34 

136  60 

99 

26 

General  stationery  and  printing 

1,075  34 

1,631  02 

555 

68 

Stable  expenses  

5,243  02 

6,461  61 

1,218 

59 

Residuals  and  byproducts  expense.... 

31,055  98 

27,308  73 

D 3,747 

25 

Inventory  adjustments  — balance  .... 

Cr.  2,576  02 

Cr.  3,800  17 

D 1,224 

15 

Discount  on  materials  and  supplies  — 

Cr 

Cr.  2,468  02 

Cr.  4,373  85 

D 1,905 

83 

fCoke  and  breeze. 

Cr.  72,491  91 

Cr.  74,492  25 

D 2,000 

34 

Duplicate  charges  . . \ Oil  tar.  . 

Cr.  38,703  74 

Cr.  34,124  06 

4,579 

68 

(.Miscellaneous  . . . 

Cr.  jt,5i2  00 

Cr.  4,725  76 

D 213 

76 

Total  general  expenses... 

10  Cr.  $26,203  47  10  Cr.  $24,606  81 

$1,596 

66 

Total  operating  expenses . . 

10 

$885,927  32 

10  1 

$980,714  08 

$94,786 

76 

Apportionment  of  Production  Expenses  Bettceen  Coal 

Gas  and  Water  Gas 

Coal  Gas 

Water 

Gas 

( 

1909 

1910 

1909 

1910 

Works  superintendence  

$3,848 

78  $2,853 

64 

$7,914  96 

$9,327 

65 

Boiler  house  labor 

5,161 

33  3,853 

25 

9,035  88 

10,480 

54 

Retort  house  and  generator 

house  labor  

24,389 

96  24,547 

79 

15,186  13 

14,808 

40 

Purifier  house  labor 

2,437 

41  2,153 

51 

1,460  56 

1,445 

95 

Miscellaneous  labor  at  works. 

4,091 

93  6,937 

07 

5,473  72 

9,586 

04 

Works  superintendence  and 

labor  

$39,929 

41  $39,345 

26 

$39,071  25 

$45,648 

58 

Boiler  fuel 

19,364 

68  17,099 

38 

33,054  12 

44,986 

55 

Water 

3,929 

14  3,941 

90 

5,778  17 

5,702 

00 

Fuels,  enricher,  etc 

269,841 

57  261,509 

02 

405,725  75 

484,600 

58 

Purification  supplies 

3,000 

62  3,856 

18 

1,572  89 

4,380 

72 

Miscellaneous  works  expense. 

3,325 

61  2,874 

59 

5,256  38 

6,261 

84 

Repairs  of  works  and  station 

structures 

12,668 

26  11,610 

77 

7,837  71 

9,740 

76 

Repairs  of  power  plant  equip- 

ment   

4,731 

45  2,675 

88 

6,399  66 

6,600 

93 

Repairs  of  gas  apparatus . . . 

47,959 

03  29,848 

67 

19,109  05 

20,729 

51 

Repairs  of  works  tools 

1,978 

87  1,815 

38 

923  13 

1.114 

88 

Gas  storage 

3,268 

14  2,484 

44 

5,363  70 

6,667 

93 

Totals 

$409,996 

78  $377,061 

47 

$530,091  81 

$636,434 

28 

Increase  or 

Taxes 

Assessed  and  charged  to  income.. 

Gross  earnings,  state 

Special  franchise  

Mains,  pipes  and  connections 

Real  estate  

Federal  corporation  

Personal  tax  


10  See  note  (7)  Corporate  Surplus  account. 

11  “ The  greater  part  of  the  labor  and  material  is  charged  as  actually  used  ; other- 
wise on  the  percentage  of  gas  made.” 


1909 

570,571  16 
'6,550  59 
26,848  64 
15,102  36 
19,369  57 
2,700  00 


1910 


(D)  decrease 


$S1,104  47  , $10,533  31 


7,905  15 
30,763  25 
15,821  10 
21,880  51 
4,294  99 
439  47 


1,354  56 
3,914  61 
718  74 
2,510  94 
1,594  99 
439  47 
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Paid  during  year 

Gross  earnings,  state 

Real  estate 

Special  franchise  . . . 
Federal  corporation 
Personal  tax  


Increase  or 

1909  1910  (©)  decrease 


$25,920  16  12$216,905  57  $190,985  41 
6,550  59  7,905  15  1,354  56 


19,369  57 


21,880  51 
12  183,685  45 
2,994  99 
439  47 


2,510  94 
183,685  45 
2,994  99 
439  47 


Miscellaneous  rent  revenues. — Mains  in  the  23d  ward,  borough  of  The  Broax,  to 
Standard  Gas  Light  Company,  year  1910,  $626.96;  minor  rents,-  $186.39. 

PHYSICAL  EQUIPMENT 

Works  and  Holders. — Water  gas  sets,  5 ; total  maximum  rated  capacity,  8,000  M. 
cu.  ft.  (details  in  Table  I.)  Coal  gas  works:  Twenty  benches  of  171  retorts;  total, 
daily  capacity,  3,500  M.  cu.  ft.  (details  in  Table  II.)  Holders  5 ; capacity  8,581  M_ 
cu.  ft.  (details  in  Table  IV.) 

Mains  {December  31,  1910. — Transmission  pipe  lines  (feet)  12,984;  increase- 
during  year,  ,191.  Distribution  pipe  lines  (feet)  770,600;  net  increase  during 
year,  26,23S.13  (See  Table  V.) 

Service s. — Live  service  pipes  in  use  December  31,  1910,  14,265;  net  increase" 
during  year,  608.  (See  Table  VI.) 

Meters. — Number  of  consumers’  meters  in  service  December  31,  1910,  75,420, 
(See  Tables  VII  and  VIII.) 


OPERATING  STATISTICS 

Jas  Bought  and  Sold  (M.  cu.  ft.) — On  hand  January  1,  1909,  6,168;  made  dur- 
ing year,  2,748,140  (853,835  coal,  1,894,305  water)  ; bought,  2.9;  supplied  to 
other  companies,  36,021.6 ; supplied  other  companies  under  agency  agreement, 
859,845.7 ; sold,  as  recorded,  1,748,403.2 : used  by  respondent,  5,713.9 ; on  hand 
December  31,  1909,  6,762  ; unaccounted  for  (indicated,  not  actual)  97,564.5. 

On  hand  January  1,  1910,  6,762;  made  in  1910,  3,139,439  (869,775  coal,  2,269,- 
664  w’ater)  ; bought,  11.4  ; supplied  to  other  companies,  44,900  ; supplied  to  other 
companies  under  agency  agreement,  1,009,648.8 ; sold,  as  recorded,  1,962,941.5 ; 
used  by  respondent,  5,907.2  ; on  hand  December  31,  1910,  6,627  ; unaccounted  for, 
116,187.9.  (See  Tables  Xl-XIIIa.) 

Materials. — Materials  used,  see  Table  IX ; materials  on  hand  December  31, 
1909 ; Boiler  fuel,  2,235.9  short  tons  of  coke ; generator  fuel  5,310.8  long  tons 
of  anthracite;  gas  oil,  244,743  gallons;  coal  carbonized,  4,117.5  long  tons;  iron 
oxide,  12,481  bushels.  On  hand  December  31,  1910  : Boiler  fuel,  949.3  short  tons 
of  coke  ; generator  fuel,  3,988.8  long  tons  of  anthracite ; gas  oil,  169,909  gallons ; 
coal  carbonized,  3,538  long  tons ; shavings,  795  bales ; iron  oxide,  4,950  bushels. 
For  cost  of  materials  on  hand  see  balance  sheet  details  above. 

Residuals. — See  Table  X. 

Accidents. — See  Tables  XXV-XXIX. 

Employees. — General  officers  in  1909,  5 ; in  1910,  5 ; salaries  paid  in  1909, 
$14,687.36  ; in  1910,  $14,250.  All  other  employees,  December  18,  1909,  full-time, 
435 ; part-time,  76 ; December  17,  1910,  full-time,  490 ; part-time,  65.  Salaries 
and  wages  in  1909,  $374,677.42;  1910,  $420,218.97.  (For  details,  see  Tables 
XXX-XXXIV.) 

Officers. — President,  Charles  G.  Francklyn ; First  Vice-President,  William  H. 
Bradley ; Secretary,  L.  H.  Werner ; Assistant  Secretary,  A.  H.  Hall ; Treasurer, 
P.  J.  iSchneider. 

Directors. — Geo.  B.  Cortelyou,  Harrison  E.  Gawtry,  J.  W.  Sterling,  James  Jour- 
dan  (deceased),  H.  B.  Hollins,  G.  W.  Doane,  C.  G.  Francklyn. 

Main  Business  Office. — 350  Alexander  avenue,  The  Bronx,  New  York  City. 


12  In  addition.  $54,225.55  was  paid  as  interest  on  franchise  taxes. 

13  In  1910  adjustment  was  made  decreasing  distribution  mains  by  23,001  feet  on 
account  of  mains  abandoned  and  withdrawn  from  financial  accounts  in  previous- 
years,  but  not  withdrawn  on  physical  records. 
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CONSOLIDATED  GAS  COMPANY  OF  NEW  YORK 

This  company  was  organized  on  November  10,  1884,  through  the  consolidation 
of  the  following  companies  : Manhattan  Gas  Light  Company,  New  York  Gas  Light 

Company,  Metropolitan  Gas  Light  Company,  Municipal  Gas  Light  Company,  Knicker- 
bocker Gas  Light  Company  and  Harlem  Gas  Light  Company.  It  supplies  coal  gas 
and  water  gas  in  the  Borough  of  Manhattan.  The  company  controls  through  title 
to  all  or  a majority  of  the  stock  : The  Astoria  Light,  Heat  and  Power  Company, 

The  New  Amsterdam  Gas  Company,  The  New  York  Mutual  Gas  Light  Company,  The 
New  York  Edison  Company,  The  Standard  Gas  Light  Company  of  the  City  of  New 
York,  The  United  Electric  Light  and  Power  Company,  and  The  Westchester  Light- 
ing Company.  It  also  controls  through  stock  ownership,  the  Municipal  Lighting 
Company,  and  the  National  Coke  and  Coal  Company.  (S^e  Investments.) 

Stockholders. — Number  February  15,  1911,  5,209 ; in  New  York  state,  4,175, 
holding  908,388  shares;  total  voting  power  (number  of  shares),  998,165  of  $100 
par  value  each  ; principal  stockholders  December  31,  1908,  Mutual  Life  Insurance 
Company,  15,000  votes ; Wm.  C.  Rockwell,  13,400 ; Anthony  N.  Brady,  9,666 ; 
Henry  J.  Cammann,  9,500;  J.  M.  Amory  & Son,  7,800;  Pearl  & Company,  7,100; 
Edey,  Brown  & Sanderson,  6,700  ; David  G.  Leggett,  6,267  ; Hugh  J.  Grant,  6,065  ; 
Home  Insurance  Company,  6,000. 

Votes  cast  at  general  meeting  of  January  24,  1910,  730,563 ; five  highest  votes 
cast:  Harrison  E.  Gawtry  716,271  (400  on  behalf  of  himself  and  715,87.1  on  behalf 
of  others)  ; John  G.  Johnson,  5,500  ; J.  R.  Steers  and  F.  S.  Phraner,  on  behalf  of 
others,  5,500  ; C.  De  Rahm,  Jr.,  710  ; David  R.  Daly,  375. 

Changes  in  1909-1910. — No  additional  powers  or  franchises  were  acquired.  No 
extensions  of  system  have  been  made  except  as  are  reflected  in  the  various  state- 
ments and  tables  dealing  with  the  fixed  capital  accounts.  The  important  financial 
changes  are  as  follows  : Of  $403,100  debentures  outstanding  December  31,  1908,  $329,- 
500  were  retired  during  1909  and  $32,500  during  1910,  by  the  issues  of  capital  stock 
for  a like  amount.  During  1910  the  investment  account  was  increased  by  the 
acquisition  of  51,024  shares  of  New  York  Edison  Company’s  stock  at  a cost  of 
$5,102,400  and  by  a real  estate  bond  and  mortgage  amounting  to  $205,000,  which 
was  accepted  by  the  company  in  part  payment  of  real  estate  sold.  Of  the  $10,- 
009,000  collateral  trust  one-year  notes  outstanding  December  31,  1906,  $5,000,000 
were  cancelled  in  1909  and  the  balance,  viz.,  $5,000,000,  were  renewed  upon 
maturity.  Franchise  taxes  in  dispute  for  the  years  1901-1909  inclusive,  for  which 
the  company  had  set  aside  in  its  tax  liability  account  the  sum  of  $3,572,713.01, 
were  settled  on  April  19,  1910,  with  the  City  of  New  York  for  $2,456,178.54, 
$535,283.08  of  which  was  for  interest  and  penalties  thereon. 

On  March  26.  1909,  George  B.  Cortelyou  was  elected  trustee  and  president,  and 
on  May  26,  1910,  H.  M.  Brundage  was  appointed  assistant  secretary.  ♦ 


Dec.  31,  1909 

$1,856,877 

60 

29,928,723 

61 

106,886 

14 

3,025,997 

92 

783,115 

90 

936,406 

80 

1,714,279 

36 

871,318 

93 

54.215,024 

41 

48,092,090 

09 

855,984 

51 

1,236 

68 

47,518 

85 

$142,435,459 

80 

BALANCE  SHEET 

Assets  Side 

Cash  

Bills  receivable  from  associated 
companies  — due  on  demand . . . 
Accounts  with  associated  com- 
panies   

Accounts  with  City  of  New  York 
Consumers’  accounts  receivable.. 

Other  accounts  receivable 

Interest  and  dividends  receivable. 

Materials  and  supplies 

Free  investments  

Fixed  Capital,  December  31,  1908. 
Fixed  Capital  installed  since 

December  31,  1908 

Prepayments  (insurance)  

Unamortized  debt  discount  and 

expense  

Suspense  


Increase  or 
Dec.  31,  1910  (D)  decrease 


$1,1  So , o3o 

38 

D $671,342 

22 

29,026,723 

61 

D 902,000 

00 

96,649 

83 

D 10,236 

31 

425.336 

59 

D 2,600,661 

33 

746,536 

86 

D 36,579 

04 

519,738 

72 

D 416,667 

08 

1,755,404 

11 

41,124 

75 

965,275 

50 

113,956 

57 

59,573,880 

04 

5,358,855 

63 

46,655,814 

84 

D 1,436,275 

25 

3,880,704 

18 

8,024,719 

67 

D 1,236 

68 

34,225 

75 

34,225 

75 

42,661 

67 

D 4,857 

18 

Total 


$144,928,487  08  $2,493,027  28 
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$4,647,488  00 
13,-587  17 
78,333  35 
314,798  16 

2,500,000  00 
5,000,000  00 

1,096,776  67 
1,800,250  13 
1,334,600  00 

13,951,396  99 

5,4-61,632  20 

519,280  06 

99,784,000  00 
5,933,317  07 


$142,435,459  80 


Liabilities  Side 


Taxes  accrued  

Interest  on  funded  debt 

Interest  on  unfunded  debt 

Bills  and  accounts  owing  to  asso- 
ciated companies 

Bills  payable  — due  on  demand.  . . 
Bills  payable  — time  (collateral 

trust  notes)  

Consumers’  deposits  

Miscellaneous  accounts  payable... 

Funded  debt  

Reserves : 

Premiums  on  stocks  and  other 

permanent  reserves 

Renewal  and  contingency  ac- 
count   

Casualties  and  insurance  re- 
serve   

Stocks  

Corporate  surplus  

Total  


$1,715,492 

57 

D$2,931,995 

43 

13,587 

17 

97,916 

66 

19,683 

30 

379,583 

37 

64,785 

21 

2,500,000 

00 

5,000,000 

00 

1,100,761 

03 

3,984 

36 

1,311,805 

65 

D 488,444 

48 

1,302,100 

00 

D 32,500 

00 

13,951,396 

99 

6,509,534 

13 

1,047,901 

93 

571,642 

79 

52,362 

73 

99,816,500 

00 

32,500 

00 

10,658,166 

73 

4,724,849 

66 

$144,928,487 

08 

$2,493,027 

28 

Contingent  Liabilities. — “ The  following  bonds  are  guaranteed  by  this  company 
both  as  to  principal  and  interest : Westchester  Lighting  Company,  first  mortgage 

5’s,  due  1950 ; authorized  issue,  $10,000,000 ; outstanding,  $5,916,000 ; New  York 
and  Westchester  Lighting  Company,  general  mortgage  % per  cent  to  4 per  cent, 
due  2004 ; authorized  and  outstanding,  $10,000,000 ; New  York  and  Westchester 
Lighting  Company,  debentures  5 per  cent,  dfie  1964  ; authorized  and  outstanding, 
$2,600,000  ; New  York  Suburban  Gas  Company,  first  mortgage  5’s,  due  1949  ; out- 
standing, $343,000 ; Hudson  River  Gas  and  Electric  Company,,  first  mortgage  5’s, 
due  1929  ; outstanding,  $250,000 ; White  Plains  Lighting  Company,  first  mortgage 
5’s,  due  1938  ; outstanding,  $335,000.” 

Details  of  Assets  and  Debit  Balances 


Fixed  Capital  December  SI,  1908 


Balance 

Withdrawals  or  retirements 

Balance 

December  31, 

t — A~ 

— ^ 

December  31, 

Item 

1908 

1909 

1910 

1910 

Real  estate  . . 

$11,058,621 

05 

$743,032 

74 

$10,315,588 

31 

Plant 

16,225,486 

44 

$80,135  63 

509,723 

36 

15,635,627  55 

Street  mains . 

7,793,637 

16 

29,601  97 

18,438 

41 

7,745,596 

78 

Services  . . . . 

1,275,733 

41 

36,375  00 

36,634 

00 

1,202,824 

41 

Franchises 

and 

rights  

7,781,000 

00 

7,781,000 

00 

Meters  

3,371,328 

12 

12,605  15 

13,838 

10 

3,344,884 

87 

Cocks  and  connec- 

tions  

285,843 

63 

28, '584  36 

26,082 

78 

232,176 

49 

Tools  and  imple- 

ments  

80,309 

22 

16,061  84 

12,207 

00 

52,040 

38 

Office  furniture  and 

fixtures  . . . 

38,990 

05 

7,798  02 

5,926 

48 

25,265 

55 

Horses,  wagons  and 

harness  . . . 

22,342 

99 

4,468  60 

3,396 

14 

14,478 

25 

Scows  

16,027 

20 

16,027 

20 

Automobiles 

and 

accessories 

20,351 

32 

4,070  26 

3,093 

40 

13,187 

66 

Gas  stoves  rented. 

427,650 

27 

85,530  04 

65,002 

84 

277,117 

39 

Total  . . . 

$48,397,320 

86 

$306,230  77 

$1,436,276 

25 

$46,665,814 

84 

Fixed  Capital  Installed  since  December  SI,  1908  — See  Table  XXXIX. 
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Investments 


Name  of  Issuing  Company  and 
Security  or  of  Other  Thing  in 
Which  Investment  is  Made 


Funded  Debt  and  Stocks  of  Other  Cor- 
porations 

The  Astoria  Light,  Heat  and  Power 
Co.: 

50-year  first  mortgage  bonds  due 
1949  ; 5 per  cent,  payable  Feb- 
ruary and  August 

Capital  stock 

The  Brush  Electric  Illuminating  Co.: 
15-year  first  mortgage  bonds  due 
1899;  5 per  cent,  payable  Jan- 
uary and  July 

National  Coke  and  Coal  Co.: 

Capital  stock 

New  Amsterdam  Gas  Co.: 

Preferred  stock 

Common  stock 

Preferred  scrip 

Common  scrip 

Bond  scrip 

New  York  Edison  Co.: 

Capital  stock 

The  New  York  Mutual  Gas  Lt.  Co.: 

Capital  stock 

The  Standard  Gas  Light  Co.  of  the 
City  of  New  York: 

Preferred  stock 

Common  stock 

The  United  Electric  Light  and  Power 
Co.: 

Preferred  stock 

Preferred  scrip 

Common  stock 

Common  scrip 

30-year  first  mortgage  bonds  due 
1924;  5 per  cent,  payable  Jan- 
uary and  July 

Notes 

Interest  on  notes 

Loans 

Westchester  Lighting  Co.: 

Preferred  stock 

Common  stock 

100-year  general  mtge  bonds, 
due  2004;  \ to  4 per  cent,  pay- 
able January  and  July 

General  mortgage  bond  scrip . . . 
"Municipal  I ighting  Co.: 

Capital  stock 

Working  capital 

Other  Investments 

Real  estate  bonds  and  mortgages . . . 
Insurance  participation  certificates. . 


Total 


Par  value  of 
amount  held. 

Date  of 

Amount  at 
which  carried 
on  bocks 
Dec.  31,  19101 

Income  Accrued  During  — 

acquisi- 

tion. 

1909 

1910 

$375,000  00 
500,000  00 

[ None 
j acquired 
1 since 

! $300,000  00 
j 500,000  00 1 

$18,750  00 

$18,750  00 

[ 1899 

275,000  00 

1904 

275,000  00 

13,750  00 

13,750  00 

50,000  00 

8,991,300  00 
12,154,200  00 
175  00 

1901 

50,000  00 

2,500  00 

1 

! Various 
| dates. 

4,814,608  03 

392  50 
860  00 

50,143,400  00 

/ 1904  and 
\ 1910 

} 23,305,389  63 

2,702,460  00 

2,896,500  00 

1,886,200  00 

1905 

5,703,290  65 

113,172  00 

132,034  00 

4,096,100  00 
4,796,200  00 

1,641,800  00 
88  03 
3,654,000  0C 
145  71 

J 1905 

14,587,495  23 

245,766  00 

245,766  00 
85,924  00 

1 

\ 1905 

J 

f 

4,818,000  00 
962,479  67 
1,518  65 
50,000  00 

1904 

1 

) 1903 

J 

9,452,063  48 

240,900  00 

240,900  00 

2,500,000  00 
10,000,000  00 

\ 1904 

/ 

1 

] 

\ 5,707  50 

7,500  00!  1905 

100  00  1904 

1 

] 

96  25 

192  50 

inn  nnn  nnn  

r non  on'  3.000  00 

50^000  00 

205,000  00 
299,345  5^ 

l 1905 

\ 50 j 000  00 

205,000  00 
299,345  52 

' 

J 

21910 

1,219  22 

5,944  95 

7,436  70 

$107,558,805  08 

$59,573,880  04 

$3,346,339  20 

$3,652,472  42 

1 “ The  book  value  as  shown  ($59,573,880.04)  is  the  ‘ cash  ’ cost  of  the  securities 
listed,  with  the  following  exceptions  : 

Securities  of  the  New  Amsterdam  Gas  Company  : 

Par  value  of  securities  issued  therefor $3,773,600  00 

Cash 1,041,00s  03 

Book  value $4,814.608  03 


Securities  of  the  New  York  Edison  Company  : 

Par  value  of  securities  issued  therefor 

Proportionate  part  of  undistributed  surplus  earnings  of  the 
Edison  Electric  Illuminating  Company  and  the  New  York 
Gas  & Electric  Light,  Heat  & Power  Company,  which,  at 
the  formation  of  the  New  York  Edison  Company  in  May. 
1901.  was  represented  in  the  securities  of  that  company 
received  by  this  company  in  lieu  of  the  securities  thereto- 
fore held 

Cash 

Cash  for  those  acquired  in  1910 

Book  value  


$15,517,200  00 


2,684,519  63 
1.250  00 
5,102,400  00 

$23,305,369  63 


2 Accepted  in  part  payment  of  real  estate  sold. 
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Book  value  December  31, 


Materials  and  Supplies 

1909 

1910 

Steam  coal  

00 

$3,281 

66 

Fuel  oil 

1,067 

51 

490 

05 

Gas  coal  

423,338 

57 

401,482 

25 

Coke 

04 

2,613 

48 

Gas  oil 

31,690 

65 

33,528 

08 

Lubricants  and  waste 

2.623 

71 

3,915 

45 

Purifying  material  

3,351 

89 

1,474 

74 

Main  stock 

70 

162,222 

37 

Fittings  stock  

80.209 

39 

87,085 

35 

Appliance  stock  

108,670 

44 

182,364 

37 

Repair  stock  at  stations 

40 

101.742 

00 

Coal  for  employees 

2.983 

07 

3,203 

93 

Stationery  supplies  

1,794 

56 

1,871 

77 

Totals  

$871,318 

93 

$985,275 

50 

Materials  (gas) . — On  hand  December  31,  1909:  Boiler  fuel,  coal,  14,994  cwt. ; 

fuel  oil,  56,185  gals. ; generator  fuel,  coal,  1,527,465  cwt.  ; coke,  17,931  cwt.  ; gas 
oil,  832,299  gals.  ; coal,  carbonized,  752,635  cwt.  ; enricher,  cannel  coal,  4,931  cwt. 
gas  oil,  110,483  gals. ; iron  oxide,  18,420  bushels ; red  ore,  66,300  lbs.  On  hand 
December  31,  1910  : Boiler  fuel,  coal,  30,978  cwt. ; fuel  oil,  27,225  gals.  ; generator 

fuel,  coal,  1,428,445  cwt.  ; coke,  15,439  cwt.  ; gas  oil,  899,472  gals.  ; coal  carbonized, 
743,696  gals.  ; enricher,  cannel  coal,  4,915  cwt. ; gas  oil,  97,963  gals.  ; iron  oxide, 
9,200  bushels  ; red'  ore,  9,468  lbs. 

Bills  Receivable  from  Associated  Companies. — December  31,  1910  : New  York 

Edison  Company,  $12,800,000  ; Westchester  Lighting  Company,  $3,690,000  ; United 
Electric  Light  and  Power  Company,  $425,000 ; Astoria  Light,  Heat  and  Power 
Company,  $10,507,301.79;  East  River  'Gas  Company  of  Long  Island  City,  $696,- 
421.82;  Municipal  Lighting  Company,  $73,000;  New  Amsterdam  Gas  Company, 
$835,000;  total,  $29,026,723.61. 

Unamortized  Debt  Discount  and  Expense. — “ Expense  to  the  company  in  connec- 
tion with  negotiation  of  $5,000,000  of  collateral  trust  notes,  due  August  10,  1911, 
$39,115.15  ; amortization  period,  December  1,  1910-July  31,  1911 ; amount  written 
oft  during  year,  $4,889.40 ; balance  December  31,  1910,  $34,225.75.” 

Suspense. — December  31,  1909 : Fourteenth  street  condemnation  proceedings, 

$3,660.99 ; Eighteenth  street  condemnation  proceedings,  $23,896.69 ; miscellaneous 
items  to  be  adjusted  in  1910,  $19,961.17  ; total,  $47,518.85.  December  31,  1910  : 
Fourteenth  street  condemnation  proceedings,  $3,660.99  ; Eighteenth  street  condem- 
nation proceedings,  $21,459.91 ; miscellaneous  items  to  be  adjusted  in  1911, 
$17,540.77;  total,  $42,661.67. 


Details  of  Liabilities  and  Credit  Balances 


December 

31, 

December 

31, 

Taxes  accrued  (in  dispute) : 

1909 

1910 

Special  franchise 

$2,921,574 

13 

$351,606 

36 

Interest  thereon  

651,138 

88 

5,945 

66 

Personal  

462,727 

20 

462,727 

2© 

Interest  thereon  

254,804 

62 

287,195 

52 

Real  estate  

6,547 

86 

6,547 

86 

Interest  thereon  

3,283 

98 

3,742 

33 

Mains,  pipes  and  connections  on  private  property 

267,094 

64 

487,651 

50 

Interest  thereon 

40,316 

69 

70.076 

14 

Federal  corporation  (accrued,  but  not  due) .... 

40,000 

00 

40,000 

00 
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Consumers’  Deposits: 

1909  1910 

Added  during  year.  . . $489,120  00  $491,331  00 

Refunded  during  year  478,970  35  487,346  €4 

Net  increase 10,149  65  3,984  36 

Balance  

Interest  accrued  dur- 
ing year 49,145  22 

Interest  paid  on  de- 
posits refunded....  48,030  33 
(For  number  of  deposits  see  Table  XL.) 


70,205  01 
49,299  06 


December  31,  December  31, 
1909  1910 


$1,096,776  67 


$1,100,761  03 


Miscellaneous  Accounts  Payable : 


Sundry  creditors 

1,300,459 

65 

880,648 

11 

Due  consumers,  account  20c.  rebates 

497,327 

75 

430,014 

91 

Accrued  water 

2,462 

73 

1,142 

63 

Owing  to  Associated  Companies : Open  Accounts  — 

Astoria  Light,  Heat  and  Power  Company 

224,138 

68 

241,256 

09 

Consolidated  Telegraph  and  Elec.  Sub.  Company. 

6 

72 

48 

21 

Municipal  Lighting  Companv 

1,765 

32 

1,915 

91 

National  Coke  and  Coal  Company 

1,238 

00 

1,533 

70 

New  Amsterdam  Gas  Company 

38,681 

18 

64.954 

82 

New  York  Edison  Company 

4,150 

89 

1,219 

78 

New  York  Mutual  Gas  Light  Company 

43,045 

98 

14,550 

73 

Northern  Union  Gas  Company 

51,486 

60 

Standard  Gas  Light  Company 

266 

72 

United  Electric  Light  and  Power  Company.... 

85 

42 

524 

98 

Westchester  Lighting  Company 

1,685 

97 

1,825 

83 

Funded  Debt Consolidated  Gas  Company  of  New  York  25-year  debenture  bonds, 
May,  1888,  5 per  cent,  payable  May  and  November,  authorized,  $3,000,000 ; issued, 
$1,500,000;  cash  realized,  $1,607,400';  par  value  of  amount  redeemed,  $264,000;  par 
value  of  amount  outstanding,  $1,236,000  ; interest  accrued  and  paid  in  1909, 
$61,800 ; in  1910,  $61,800  ; accrued,  but  not  due  at  close  of  year,  $10,300. 

Consolidated  Gas  Company  of  New  York  convertible  '5-year  debentures,  July,  1904, 
6 per  cent,  payable  January  and  July,  authorized,  $20,000,000;  issued,  $19,857,600; 
cash  realized,  $19,857,600 ; par  value  of  amount  redeemed  at  close  of  1910, 
$19,816,500 3 ; par  value  of  amount  outstanding  December  31,  1909,  $73,600 ; 
December  31,  1910,  $41,100  ; interest  accrued  in  1909,  $4,698  ; in  1910,  none  ; inter- 
est paid  in  1909,  $1,640  ; in  1910,  none ; matured  and  unpaid,  December  31,  1910, 
$3,058. 

Real  estate  bond  and  mortgage,  $25,000,  assumed  by  the  company  December  30, 

1909  ; 6 per  cent  payable  May  and  November ; interest  accrued  but  not  due,  Decem- 
ber 31,  1909,  $229.17 ; accrued  in  1910,  $1,500  (paid)  ; accrued,  but  not  due 
December  31,  1910,  $229.17. 

Stocks. — Authorized,  1,000,000  shares  of  $100  par  value  each;  amount  issued, 
998,165  shares  of  a par  value  of  $99,816,500  ; 198,165  shares  were  issued  to  redeem 
an  equal  amount  of  convertible  debentures  (in  1907,  10  shares;  1908,  194,535; 
1909,  3,295;  1910,  325)  ; of  the  remainder,  68.4  per  cent  was  issued  directly  for 
plant  and  property  and  for  the  securities  of  other  companies.  The  balance  or  31.6 
per  cent  was  sold  for  cash,  and  the  amount,  plus  the  stock  premium,  is  $39,198,018.23. 
Par  value  of  amount  outstanding,  December  31,  1909,  $99,784,000  ; December  31, 

1910  ; $99,816,500 ; none  held  by  or  on  behalf  of  respondent ; dividends  declared 
and  paid  in  1909,  $3,987,565  ; in  1910,  $4,491,632.50. 


3 During  1909.  $329,500  of  these  bonds  were  converted  into  capital  stock,  and 
$32,500  during  1910 
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Renewal  and  Contingency  Account 


Balance,  December  31,  1908 $4,295,776  55 

Credits  in  1909  (10c.  per  M.  cu.  ft.  of  gas  sold)4 1,529,883  70 


$5,825,660  25 

Debits  in  1909 364,028  05 

Withdrawals  from  capital : Plant,  $79,360.53 ; mains,  $29,- 

601.97  ; services,  $36,375  ; meters,  $12,613.40  ; cocks  and 
connections,  $29,978.02 ; general  stable  equipment,  $5,- 
144.27 ; automobiles  and  accessories,  $5,671.50 ; tools 
and  implements,  $18,255.96 ; gas  appliances  rented,  $121,- 
282.99 ; furniture  and  fixtures,  $11,182.51  ; total  with- 
drawals from  capital,  $349,466.15  ; items  charged  direct 
to  Renewal  and  Contingency  Account : Depreciation  on 
materials  and  supplies,  $2,193.18  ; rearranging  apparatus, 

63d  street,  $11,853.76 ; final  adjustment  of  account  in 
connection  with  damages  tank  and  holder,  Avenue  A and 
20th  street.  $514.96. 


Balance,  December  31,  1909 $5,461,632  20 

Credits  in  1910  (10c.  per  M.  cu.  ft.  of  gas  sold)4 1,604,427  28 


$7,066,059  48 

Debits  in  1910 556,525  35 


Land  devoted  to  gas  operations,  $70,252.71  ; general  equipment, 
$48,645.15  ; works  and  station  structures,  $1,000 ; holders, 
$161,357.14  ; furnaces,  boilers  and  accessories,  $9,024.49  ; 
steam  engines,  $1,200 ; trunk  lines  and  mains,  $18,- 
438.41  ; gas  services,  $36,534 ; gas  meters,  $13,931.10 ; 
• gas  tools  and  implements,  $5,287.04  ; gas  laboratory 
equipment,  $751.93  ; other  tangible  gas  property,  $188,- 
892.86  ; materials  and  supplies,  $1,210.52. 


Balance  December  31,  1910 $6,509,534  13 


Casualties  and  Insurance  Reserves. — Insurance  Fund  — General : Balance  De- 

cember 31,  1908,  $271,390.17  ; no  changes  during  1909-1910  ; balance  December  31, 
1910,  $271,390.17.  Insurance  participation  reserve  — balance  December  31,  1908, 
$198,164.88  ; credits  in  1909,  $49,725.01  ; balance  December  31,  1909,  $247,869.89  ; 
credits  in  1910,  $51,4155.63  ; balance  December  31,  1910,  $299,345.52. 

Employees’  Insurance  Reserve. — Credits  during  1910,  $9,351.04  ; debits  during 
1910,  $8,443.94  ; balance  December  31,  1910,  $907.10. 


‘According  to  a rule  adopted  by  the  directors  of  this  company,  operating  ex- 
penses were  to  be  charged,  for  general  amortization,  at  the  rate  of  16.39c.  per 
M.  cu.  ft.  of  gas  sold  ; 10c.  to  be  credited  to  Renewal  and  Contingency  account  and 
6.39c.  to  Accrued  Amortization  of  Capital.  In  1909  and  1910  the  repairs  were  less 
than  the  estimated  allowance  and  adjustments  were  made  leaving  in  operating 
expenses  only  the  actual  cost  of  repairs.  This  error  was  corrected  in  February, 
1911,  by  charging  “ Profit  and  Loss  ” and  crediting  Accrued  Amortization  of  Capital 
with  the  amounts  taken  out  in  1909  and  1910.  These  amounts  were  $165,864.85 
and  $220,393,39  respectively. 
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INCOME  ACCOUNT 


Item 

Operating  revenue .... 

Revenue  deductions .... 

Operating  expenses  5 $8,267,135  15 

Taxes 666,114  90 

Uncollectible  bills 103,229  79 


1909 

1910 

Total 

Item 

Total 

.$12,680,801 

69  

. . $13,398,597 

38 

. 9,036,479 

84  ....... 

. ..  9,525,939 

70 

. . $8,641,401  03 
812,784  14 
71,754  53 


Operating  income 

Non-operating  revenues: 

Rents  accrued  from  lease  of  gas 

plant $30,489  39 

Miscellaneous  rent  revenues . . . . 41,451  13 

Interest  on  bank  balances 16,276  93 

Interest  on  advances  to  associ- 
ated companies 1,724,290  25 

Interest  on  other  investments  . . 279,441  20 

Other  interest  6 12,937  55 

Dividend  revenue 3,066,898  00 

Miscellaneous  non-operating 

revenue  219  67 


$3,644,321  85  $3,872,657  68 


$30,489  44 
31,477  86 
15,017  83 

1,778,927  63 
282,248  42 
15,835  83 
3,370,224  00 

1,081  01 


Total  non-operating  revenues. $5,172,004  12  $5,525,302  02 

Non-operating  revenue  deductions: 

Maintenance  and  repairs  to 

property  rented 7 24,483  55  7 20, 263  50 


Non-operating  income 


5,147,520  57 


5,505,038  52 


Gross  income  applicable  to  corporate 

and  leased  properties 

Deduction  from  gross  income 

Interest  accrued  on  funded  debt . 
Interest  on  consumers’  deposits. . 

Interest  on  bills  payable 

Interest  on  unpaid  taxes 

Amortization  of  debt  discount 
and  expense 


$8,791,842  42 

761,587  9o 

$66  198  00  

49,145  22  

407,500  03  

238,444  71  


$9,377,696  20 

617,832  81 

$63,300  00  

70,205  01  

371,666  63  

107,771  77  

4,889  40  


Net  corporate  income 


$8,030,254  46 


$8,759,863  39 


Corporate  Surplus 


Surplus  December  31,  1908 $3,045,174  86 

Balance  transferred  from  1909  income  account 8,030,254  46 


Other  additions  to  surplus  (“  Uncollectible  bills  recovered  through 
‘ Repayments  — 80c.  Gas  Act,’  $128,470.27  ; cost  of  handling  coal 
and  coke  charged  to  operating  expenses  in  former  years,  $20,- 
196.69 ; adjustment  of  old  account,  Westchester  Lighting  Com- 
pany, $10,751.27  ; expenses  re  ‘ Gas  Rate  Appeal  ’ litigation  ap- 
plicable to  former  years,  billed  other  companies,  $89,216.75 ; 
expenses  re  ‘ Franchise  Tax  ’ litigation  applicable  to  former  years, 
billed  other  companies,  $3,493.23  ; difference  between  the  ‘ Uncol- 
lectible Bills  ’ charged  off  during  the  period!  from  July  1,  1906, 
to  December  31,  1908,  at  $1  per  M.  and1  the  amount  which  would 
have  been  charged  off  if  calculation  had  been  ma(Je  at  80c.  per  M., 

$152,929.87  ; refund  on  real  estate  tax,  year  1903,  $509.18.”)  ....  405,567  26 

Dividends  declared  (1  per  cent  on  $99,569,500;  1 per 
cent  on  $99,639,000  ; 1 per  cent  on  $99,770,500  ; 

1 per  cent  on  $99,777,500) $3,987,666  00 


BThe  company’s  reports  show  charges  to  General  Amortization  at  the  rate  of 
10c.  per  M.  cu.  ft.,  which  were  concurrently  credited  to  the  reserve  “ Renewal  and 
Contingency  Account  ” instead  of  to  the  prescribed  account  Accrued  Amortization 
of  Capital.  The  charges  are  therefore  transferred  to  Appropriations  to  Reserves 
under  the  Surplus  Account.  [Ed.] 

B Includes  improperly,  discount  on  accounts  payable  in  1909,  $10,757.55  ; in  1910, 
$13,350.28. 

7 Includes  non-operating  taxes,  1909,  $17,730.34  ; 1910,  $14,790.53. 
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Other  deductions  from  surplus  (“Adjustment  of  gas 
bills  against  City  of  New  York  for  the  month  of 
December,  1908,  $5,613.38 ; real  estate  taxes,  water 
rates  and  penalties  applicable  to  years  1851,  1868 
and  1872,  $1,055.15  ; penalty  on  assessment  for  re- 
paving West  42d  street  between  Eleventh  avenue 
and  Hudson  river  applicable  to  year  1894,  $10,- 
724.69  ; penalty  on  assessment  for  repaving  in  15th 
stree.t.  between  Avenues  A and  C,  applicable  to  the 
year  1902,  $1,253.19;  bad1  debts  charged  off  ap- 
plicable to  former  years,  $899.48  ; adjustment  of 
payroll  and  other  charges  applicable  to  former 


years,  $10,684.92.”) $30,230  81 

Appropriations  to  reserves  8 1,529,883  70 

Surplus  December  31,  1909 5,933,317  07 


$11,480,996  58  $11,480,996  58 


Surplus  December  31,  1909 $5,933,317  07 

Balance  transferred  from  1910  income  account 8,759,863  39 


Additions  to  surplus  (“Adjustment  of  special  franchise  taxes  and 
interest  applicable  to  years  1902-1909  inclusive,  $1,157,246.78 ; 
amount  received  from  City  of  New  York  on  account  of  interest 
on  deferred  payment  of  lighting  bills,  $445,945.79  ; difference  be- 
tween the  book  value  of  property  sold  [including  that  condemned 
by  the  City  of  New  York]  and  the  selling  price,  $425,357.93  ; ad- 
justment of  coal  tar  and  ammoniacal  liquor  sales  applicable  to 
former  years,  $66,574.89  ; expense  in  re  ‘ Gas  Rate  Appeal  ’ litiga- 
tion applicable  to  former  years,  billed  other  companies,  $23,637.38  ; 
refund  on  gross  earnings’  tax  applicable  to  year  1906,  $20,896.17  ; 
miscellaneous  minor  items  applicable  to  former  years,  $1,293.88  ; 
adjustments  in  connection  with  accounts  incident  to  the  Rapid 
Transit  tunnel,  Brooklyn  Loop  lines  and  McAdoo  Sixth  Avenue 

subway,  $26,894.86.”)  2,167,847  68 

Dividends  declared  (1  per  cent  on  $99,809,000  ; 1 per 

cent  on  $99,813,000  ; 2%  per  cent  on  $99,816,500)  . $4,491,632  50 

Deductions  from  surplus,  tax  on  mains,  pipes  and 
connections,  including  penalty  for  non-payment 


applicable  to  year  1909 106,801  63 

Appropriations  to  reserves  8 1,604,427  28 

Surplus  December  SI,  1910 10,658,166  73 


$16,861,028  14  $16,861,028  14 


Operating  Revenues 

Quantity  (M.  cu.  ft.)  Amount  of  Revenue 

A , , A 


Sales  of  Gas 

1909 

1910 

1909 

1910 

Municipal  street  lighting.  . 

202,426 

192,154 

$151,819  33 

$144,115 

49 

Lighting  municipal  build- 

ings 

137,061 

' 128,280 

102,796  08 

96,210 

35 

Prepaid  gas 

1,691,102 

1,985,800 

1,340,860  40 

1,582,409 

41 

Commercial  metered  light- 

ing 

13,216,010 

13,704,600 

10,572,327  55 

10,963,098 

87 

Westchester  Lighting  Co.. 

52,239 

33,439 

26,119  45 

16,719 

75 

Total  sales  of  gas. . . . 

15,298,838 

16,044,273 

$12,193,922  81 

$12,802,553 

87 

8 This  item  is  transferred  from  the  operating  expense  account  General  Amortiza- 
tion, where  it  is  improperly  shown  in  the  company’s  report,  since  the  corresponding 
credit  is  made  to  a “ Renewal  and  Contingency  account  ” instead  of  the  prescribed 
account  Accrued  Amortization  of  Capital.  [Ed.] 
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Miscellaneous  Revenues 
Rent  of  gas  appliances. . . . 
Gas  merchandise  and  job- 
bing revenue  

Sale  of  residuals  and  by- 
products   


$268,293  07 
5,132  56 
213,453  25 


$324,468  53 
11,378  00 
260,196  98 


1909  1910 

Gas  coke $129,437  16  $121,328  22 


Coal  gas  tar 18,934  65 

Water  gas  tar 44,404  67 

Ammoniacal  liquor.  . . 20,620  92 

Spent  oxide 

Carbon 55  85 


25,389  78 
87,766  67 
25,162  79 
640  52 
9 00 


Total  miscellaneous  revenues 


$486,878  88  $596,043  51 


Total  gas  revenues $12,680,801  69  $13,398,597  38 


Operating  Expenses 


Increase  or 


1909 

1910 

(D)  decrease 

W orks  superintendence 

$49,654 

61 

$51,108 

10 

$1,463 

49 

Boiler  house  labor 

42,340 

96 

45,152 

31 

2,811 

35 

Retort  house  labor 

60,908 

67 

61,078 

66 

169 

99 

Generator  house  labor 

70,264 

92 

67,130 

72 

D 3,124 

20 

Purifier  house  labor 

8,684 

04 

8,441 

98 

D 242 

06 

Miscellaneous  labor  at  works 

32,865 

90 

32,881 

57 

25 

67 

Gas  making  labor 

$264,699 

10 

$265,793 

34 

$1,094 

24 

Boiler  fuel 

175,432 

16 

181,344 

12 

5,611 

96 

Water 

18,590 

59 

20,126 

94 

1,536 

35 

Fuel  under  retorts 

27,526 

76 

32,348 

29 

4,821 

53 

Coal  carbonized 

265,990 

01 

264,497 

90 

D 1,492 

11 

Coal  gas  enricher 

26.953 

01 

22,057 

98 

D 4,896 

03 

Generator  fuel 

527,730 

10 

654,072 

99 

26,342 

89 

Water  gas  oil 

1,202,784 

75 

1,223,431 

68 

20,646 

93 

Purification  supplies  

12,065 

36 

16,476 

70 

3,410 

34 

Miscellaneous  works  expense 

S9,006 

16 

96,016 

73 

7,010 

57 

Repairs  of  works  and  station  struc- 

tures   

51,285 

35 

36,176 

60 

D 15,108 

75 

Repairs  of  furnaces,  boilers  and  ac- 

cessories   

18,113 

82 

29,961 

61 

11,847 

79 

Repairs  of  steam  engines 

1,972 

16 

1,748 

48 

D 223 

68 

Repairs  of  miscellaneous  power  plant 

equipment 

2,802 

86 

1,254 

64 

D 1,648 

32 

Repairs  of  benches  and  retorts 

8,577 

32 

19,687 

80 

11,110 

48 

Repairs  of  water  gas  sets  and  ac- 

cessories   

42.336 

26 

41,942 

95 

D 392 

31 

Repairs  of  purification  apparatus . . . 

5,867 

92 

6,141 

75 

283 

83 

Repairs  of  holders 

14.625 

64 

18,923 

89 

4,298 

25 

Repairs  of  miscellaneous  equipment. 

27,012 

74 

37,056 

24 

10,043 

50 

Repairs  of  works  tools 

14,546 

16 

16,823 

47 

1,277 

32 

Gas  storage 

93,069 

08 

98,373 

30 

5,304 

22 

Gas  purchased  

2,853,290 

02 

2,880,877 

36 

27,587 

34 

Total  production  expenses 

$5,744,266 

32 

$5,863,133 

66 

$118,867 

34 
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Increase  or 


Distribution  superintendence  

Distribution  supplies  and  expenses . . 
Gas  meter  and  installation  work. . . . 

Work  on  consumers’  premises 

Repairs  of  gas  mains 

Repairs  of  gas  services  

Repairs  of  gas  meters  

Repairs  of  distribution  tools 

Repairs  of  gas  appliances  

1909 

$115,239  96 
76,250  50 
194,569  80 
178,880  99 
147,654  97 
125,469  06 
212,855  20 
15,685  28 
72,717  00 

1910 

$143,735  44 
91,962  64 
232,517  42 
249,817  25 
161,962  68 
110,283  20 
161,049  11 
21,082  35 
90,773  10 

(D)  decrease 
$28,495  48 
15,712  14 
37,947  59 
70,936  26 
14,307  71 
D 15,185  86 
D 51,806  09 
5,397  07 
18,0*56  10 

Total  transmission  and  distribu- 
tion expenses  

$1,139,322  79 

$1,263,183  19 

$123,860  40 

Street  lamp  operating 

Street  lamip  repairs 

Cr.  $2,788  49 
3,864  20 

Cr.  $3,196  94 
8,245  04 

D $408  45 
4,380  84 

Total  municipal  street  lighting. 

$1,075  71 

$5,048  10 

$3,972  39 

Commercial  administration 

$623,587  71 

$701,219  31 

$77,631 

60 

Promotion  office  expense 

36,120  34 

55,205  96 

19,085 

62 

Advertising  

17,785  04 

50,019  35 

32,234 

31 

Canvassing  and  soliciting 

68,589  79 

77,786  98 

9,197 

19 

Total  commercial  expenses. . . . 

$746,082  88 

$884,231  60 

$138,148 

72 

Salaries  and  expenses  of  general 

officers  

$124,406  24 

$132,876  24 

$8,470  00 

Salaries  and  expenses  of  general 

office  clerks  

132,051  51 

147,012  31 

14,960  80 

General  office  supplies  and  expenses. 

27,664  37 

26,638  28 

D 1,026  09 

General  law  expenses 

127,617  22 

112,820  25 

D 14,796  97 

Miscellaneous  general  expenses 

168,170  44 

80,895  47 

D 87,274  97 

Insurance  

83,842  23 

92,347  19 

8,504  96 

Relief  department  and  pensions .... 

30,155  67 

42,134  03 

11,978  36 

frpnr>rfl1  nmnrtizfltlfm  

9 

9 

Accidents  and  damages 

22,142  06 

9,238  62 

D 12,903  44 

General  stationery  and  printing.... 

5,857  85 

11,640  87 

5,783  02 

Stable  expenses  

108,324  25 

142,543  86 

34,219  61 

Residuals  and  byproducts  expense.. 

13.399  59 

13,564  09 

164  50 

Inventory  adjustments — balance  . . . 

Cr.  26,479  32 

Cr.  18,802  08 

7,677  24 

Duplicate  charges  — Cr 

10  Cr.  180,764  66 

10  Cr.  167,104  65 

13,660  01 

Total  general  expenses 

$636,337  45 

$625,804  48 

D $10,582  97 

Total  operating  expenses . . . 

$8,267,135  15 

$8,641,401  03 

$374,265  88 

•See  note  “5”  to  Income  account.  ±. 

10  Composed  of : 1909,  “ value  of  coke  of  our  own  make  used.  $43,490.93  ; oil  tar 

of  our  own  make  used,  $83,668.46  ; drip  oil  of  our  own  make  used,  $2,789.51 ; gas 
of  our  own  make  used  in  our  offices  and  stations,  $50,815.76.”  1910 : Coke, 

$51,381.93  ; oil  tar,  $53,724.32  ; drip  oil,  $2,45S.24  ; gas,  $59,540.16. 
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Purchased  gas 


Amount  charged  to 
Quantity  (M.  cu.  ft.)  operating  expenses 


r 

_A_ 

\ 

t 

A — 

— N 

Name  of  Seller 

1909 

1910 

1909 

1910 

Astoria  Light,  Heat  & 

Power 

4,247,387 

4,302,909 

$2,333,331 

33 

$2,321,550 

46 

New  Amsterdam  Gas 

1,124,348 

1,246,151 

357,104 

83 

369,201 

37 

Standard  Gas 

13,770 

3,246 

95 

N Y.  Mutual  Gas  Light . . 

652,243 

750,067 

167,655 

46 

186,879 

58 

Total  

6,023,978 

6,312,897 

$2,857,991 

62 

$2,880,877 

36 

Less  sold  to  Standard  Gas. 

19,895  . 

4,701 

60  . 

Total  

6,004,083 

6,312,897 

$2,853,290 

02 

$2,880,877 

36 

Apportionment  of  Production  Expenses  between  Coal  Gas  and  Water  Gas 

1909  1910 


A A 

Items  Coal  gas  Water  gas  Coal  gas  Water  gas 

Works  superintendence...  $13,753  98  $35,900  63  $14,240  42  $36,867  68 

Boiler  house  labor 10,391  03  31,949  93  10,173  88  34,978  43 

Retort  house  and  generator 

house  labor 60.908  67  70,264  92  61,078  66  67,130  72 

Purifier  house  labor 1,773  29  6,910  75  2,052  01  6,389  97 

Miscellaneous  labor  at 

works 10,631  21  22,224  69  10,587  63  22,293  94 


Works  superintendence 


and  labor  

$97,468 

18 

$167,240  92 

$98,132 

60 

$167,660 

74 

Boiler  fuel 

16,310 

60 

169,121  56 

15,760 

71 

165,693 

41 

Water  

3,717 

70 

14,872  89 

3,676 

90 

16,450 

04 

Fuels,  enricher,  etc 

320,469 

78 

1,730,514  85 

318,904 

17 

1,777,504 

67 

Purification  supplies 

1,560 

40 

10,504  96 

3,536 

05 

11,939 

65 

Miscellaneous  works  ex- 
pense   

14,096 

61 

74,910  65 

14,276 

87 

81,739 

86 

Repairs  of  works  and  sta- 
tion structures 

20,923 

19 

30,362  16 

10,807 

68 

26,368 

92 

Repairs  of  power  plant 
equipment  

3,244 

73 

19,644  11 

1,955 

43 

31,009 

20 

Repairs  of  gas  apparatus. 

21,898 

17 

76,510  71 

3o , o 1 7 

36 

88,235 

27 

Repairs  of  works  tools... 

6,126 

27 

8,420  88 

6,336 

30 

9,487 

17 

Gas  storage  

21,615 

89 

71,453  19 

22,154 

78 

76,218 

52 

.Gas  purchased 

2,333,331 

33 

519,958  69 

2,321,560 

46 

659,326 

90 

1 Total  production  ex- 

penses   $2,860,750  75 

$2,883,515 

57 

$2,852,599 

31 

$3,010,534  35 

j.  

[ ' ' 

Increase  or 

Taxes 

1909 

1910 

(D)  decrease 

Assessed  and  charged  to  income11 

$683,845 

24 

$827,574 

67 

$143,729  43 

Gross  earnings,  state 

88,096 

41 

93,133 

81 

5,037  40 

Special  franchise  

335,624 

78 

351,606 

36 

15,981  58 

Real  estate  

218,362 

11 

231,280 

28 

12,918  17 

Personal  

1,678 

04 

1,757 

90 

79  86 

Mains,  pipes  and  connections  on 

83 

90 

115,511 

59 

115,427  69 

Federal  corporation  (estimated)  . . . . 

40,000 

00 

34,284 

73 

D 5,715  27 

ii  Of  which  charged  to  non-operating 

income : 

In 

1909,  $17,730.34;  in  1910, 

$14,700.53. 
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Paid  during  year 

Gross  earnings  

Special  franchise  

Real  estate  

Personal  

Mains,  pipes  and  connections  on  pri- 
vate property  

Federal  corporation  


1909 

$388,315  73 
168,262  22 


218,362  11 
1,691  40 


1910 

!$2,816,896  72 
93,133  81 
1,920,895  46 
231,280  28 
1,757  90 


Increase  or 
(D)  decrease 

L2$2,428,580  99 

D 75,128  41 
1,920,895  46 
12,918  17 
66  50 


34,284  73  34,284  73 


Miscellaneous  Rents  — Credits. — - Land,  bulkhead  and  hoisting  apparatus,  located 
at  East  21st  street  and  111th  street  and  West  42d  street,  rented  to  Astoria  Light, 
Heat  and  Power  Company,  in  1909,  $25,989.95  ; in  1910,  $26,000  ; use  of  certaiu 
street  mains  in  the  Borough  of  The  Bronx  by  the  Central  Union  Gas  Company,  in 
1909,  $4,499.44  ; in  1910,  $4,489.44  ; total  rent  of  plant,  etc.,  in  1909,  $30,489.39  ; 
in  1910,  $30,4189.44.  Lots,  Shadyside,  N.  J.,  rented  to  New  York  Edison  Company, 
in  1909,  $12,000 ; in  1910,  $6,000 ; loft  and  office  rented  to  Municipal  Lighting 
Company,  in  1909,  $1,900 ; in  1910,  $1,900 ; land  to  United  Electric  Light  and 
Power  Company,  in  1909,  $800 ; in  1910,  $800 ; stable  to  National  Coke  and 
Coal  Company,  in  1909,  $1,800  ; in  1910,  $1,800  ; land  to  Hudson  and  Manhattan 
Company,  in  1910,  $1,966.68  ; land'  to  sundry  companies  and  individuals,  in  1909, 
$4,450  ; in  1910,  $5,150  ; land  to  Degnon  Contracting  Company,  in  1909,  $8,711.10  ; 
buildings  to  sundry  parties,  in  1909,  $5,690.50 ; in  1910,  $5,630 ; minor  rents 
receivable,  in  1909,  $6,099.53 ; in  1910,  $8,231.18 ; total,  1909,  $41,451.13 ; 1910, 
$31,477.86. 


PHYSICAL  EQUIPMENT 

Works  and  Holders. — Water  gas  sets,  24  ; total  daily  capacity,  41,500  M.  cu.  ft. 
(Details  in  Table  I.)  Coal  gas  plants:  Number  of  benches,  244;  number  of 
retorts,  1,484;  total  daily  capacity,  9,500  M.  cu.  ft.  (See  Table  II.)  Holders, 
43,  capacity  43,770  M.  cu.  ft. ; removed  during  1910,  2 holders  having  a total  daily 
capacity  of  500  M.  cu.  ft.  (Details  in  Table  IV.) 

Auxiliary  Works  Apparatus. — See  Table  III. 

Mains  (Dec.  31,  1910)- — No  transmission  pipe  line.  Distribution  pipe  lines  (cast 
iron),  length  in  feet,  4,332,895  ; net  increase  during  year,  58,522.  (See  Table  V.) 

Services. — Live  service  pipes  in  use,  December  31,  1910,  77,693 ; net  decrease 
during  year,  2,216.  (See  Table  VI.) 

Meters. — Number  of  consumers’  meters  in  service  December  31,  1910,  469,461 ; 
net  increase  during  year,  23,269.  OSee  Tables  VII  and  VIII.) 


OPERATING  STATISTICS 

Oas  Made,  Bought  and  Sold  (cu.  ft.) — On  hand  December  31,  1908,  23,279,000; 
made  in  1909,  10,086,579,000 ; bought  in  1909,  6,004,083,000 ; supplied  to  other 
companies,  52,239,000;  sold  in  1909  (as  recorded,  15,246,598,000;  used  by  respond- 
ent, 63,824,000 ; on  hand  December  31,  1909,  25,455,000 ; unaccounted  for,  indi- 
cated, not  actual,  725,825,000. 

On  hand  January  1,  1910,  25,455,000  ; made  in  1910,  coal  gas,  855,090,000  ; water 
gas,  9,492,961,000 ; bought  in  1910,  coal  gas,  4,302,909,200 ; water  gas,  2,009,- 
988,043 ; supplied  to  other  companies,  33,439,500 ; sold  in  1910,  16,010,833,200 ; 
used  by  respondent  in  1910,  74,425,200  ; on  hand  December  31,  1910,  26,999,000; 
unaccounted  for,  540,706,343.  (For  details  see  Tables  XI— XHIa.) 

Materials. — ■ Materials  used,  see  Table  IX  ; materials  on  hand,  see  Balance  Sheet 
details  above. 

Residuals. — See  Table  X. 

Accidents. — See  Tables  XXV-XXIX. 


12  Includes  $535,283.08,  interest  on  franchise  taxes ; $261.46,  interest  on  other 
taxes. 
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Employees. — Salaries  paid  to  general  officers  in  1909,  $123,372.99 ; in  1910, 
$132,049.92.  All  other  employees,  December  18,  1909,  full  time,  2,644  ; part  time, 
778 ; December  17,  1910,  full  time,  2,790  ; part  time,  596 ; salaries  and  wages  of 
officers  and  employees  paid  in  1909,  $2,665,765.20  ; in  1910,  $3,064,141.99.  (Dor 
details  see  Tables  XXX-XXXIV.) 

Officers. — President,  George  B.  Cortelyou ; Vice-Presidents,  W.  R.  Addicks,  L.  B. 
Gawtry ; Secretary  and  Vice-President,  R.  A.  Carter ; Assistant  Secretaries,  C.  C. 
Simpson  and  H.  M.  Brundage ; Treasurer,  J.  A.  Bennett ; Assistant  Treasurer, 
Benjamin  Whitely ; General  Auditor,  F.  A.‘  Lambrecht. 

Trustees. — Harrison  E.  Gawtry,  William  Rockefeller,  George  F.  Baker,  Stephen 
S.  Palmer,  Anthony  N.  Brady,  John  W.  Sterling,  Walter  P.  Bliss,  Louis  M.  Greer, 
Samuel  Sloan,  Moses  Taylor,  W.  R.  Addicks,  F.  A.  Vanderlip,  George  B.  Cortelyou. 

Main  Business  Office. — 4 Irving  place,  New  York  City. 


CONSOLIDATED  TELEGRAPH  AND  ELECTRICAL  SUBWAY  COMPANY 

This  company,  which  was  incorporated  December  26,  1885,  under  an  Act  of  the 
Legislature  of  the  State  of  New  York,  passed  April  12,  1848,  entitled  “An  Act  to 
provide  for  the  incorporation  and  regulation  of  telegraph  companies.”  and  an  act 
amendatory  thereof  passed  June  29,  1853,  was  organized  for  the  purpose  of  con- 
structing, operating  and  maintaining  subways  for  the  reception  of  electrical  con- 
ductors of  duly  authorized  electrical  companies  doing  business  in  the  city  of  New 
York. 

The  New  York  Gas  and  Electric  Light.  Heat  and  Power  Company  in  1898 
acquired  a majority  of  the  capital  stock  of  this  company  at  the  same  time  that 
it  acquired  a majority  of  the  capital  stock  of  the  Edison  Electric  Illuminating 
Company,  and  when  the  New  York  Edison  Company  was  formed  in  1901  it  inherited 
control  of  the  Consolidated  Telegraph  and  Electrical  Subway  Company,  which  con- 
trol it  retains  through  the  Guaranty  Trust  Company,  successor  to  the  State  Ttust 
Company,  trustee  under  the  first  mortgage  of  the  New  York  Gas  and  Electric 
Light,  Heat  and  Power  Company,  under  which  mortgage  this  stock  is  pledged. 

Stockholders. — Number,  January  27,  1911,  16,  all  residents  of  New  York  state, 
and  holding  total  voting  power  of  18,750  shares  of  $100  par  value  each  ; principal 
stockholders,  The  New  York  Edison  Company,  636  shares ; Guaranty  Trust  Com- 
pany, Trustee  for  The  New  York  Edison  Company,  15,160  shares. 

Votes  cast  at  general  meeting  of  February  28,  1911,  18,749  ; by  Henry  J.  Hem- 
mens,  18,748  (one  on  behalf  of  himself;  18,747  on  behalf  of  others);  William  J. 
Sefton,  1. 

Changes  in  1909-1910 . — No  additional  franchises  were  acquired.  On  January  2, 
1909,  the  company  issued  6 per  cent  debenture  bonds  to  the  amount  of  $507,000 
in  payment  of  1908  construction,  and  on  January  2,  1910,  $1,364,000,  in  payment 
of  1909  construction.  Both  of  these  issues  are  payable  on  thirty  days’  written 
notice. 


BALANCE  SHEET 


Dec.  31,  1909  Assets  Side  Dec.  31,  1910 

$36,715  42  Cash $51,562  48 

Accounts  receivable  with  asso- 

51,499  97  ciated  companies  36,594  34 

133,764  58  Other  accounts  receivable 29,294  55 

Materials  and  supplies  (pipe, 

44,012  37  brick,  tile,  etc.) 61,095  41 

Fixed  Capital,  December  31, 

13,817,373  91  1908  13,817,373  91 

Fixed  capital  installed  since 

1,368,944  78  December  31,  1908  2,341.976  82 

Construction  work  in  progress.  . 49,050  30 


Increase  or 
(D)  decrease 
$14,847  06 

D 14,905  63 
D 104,470  03 

17,083  04 


973,032  04 
49,050  30 


$15,452,311  03 


$16,386,947  81  $934,636  78 


Total  . 
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December  31, 
1909 

$582,547  41 
370,015  25 
113,557  50 

383,009  62 
90,747  45 
3,005  43 
11,830,000  00 


1,875,000  00 
204,428  37 


$15,452,311  03 


Liabilities  Side 

Taxes  accrued  

Interest  on  funded  debt 

Interest  accrued  on  taxes 

Bills  and  accounts  owing  to 

associated  companies  

Miscellaneous  accounts  payable. 

Other  unfunded  debt 

Funded  debt  

Depreciation  reserve 

Stocks  

Corporate  surplus  


Total  . 


December  31, 
1910 

$128,766  17 
410,935  25 
2,222  54 

247,712  33 
109,967  32 
1,610  07 
13,194,000  00 
186,584  18 
1,875,000  00 
230,149  95 


Increase  or 
(D)  decrease 
D $453,781  24 
40,920  00 
D 111,334  96 

D 135,297  29 
19,219  87 
D 1,395  36 
1,364,000  00 
186,584  18 


25,721  58 


$16,386,947  81  $934,636  78 


Details  of  Assets  and  Debit  Balances 

Fixed  Capital  December  si,  igo8 


Item 

Cost  of  subways  : 


Balance 
December  31, 
1908 


Withdrawals  or 
retirements  Balance 

I K \ December  31, 

1909  1910  1910 


Construction 

Engineer’s  service  and  ex- 
pense   

Storehouse  expense  (90  per 

cent)  

Tools  (40  per  cent) 

Rock  equipment  (15  per 
cent  1907,  10  per  cent 

1908)  

Reconstruction  

Enlarging  manholes  

1907  construction  

Cost  of  equipment : 

Tools  (60  per  cent) 

Rock  equipment  (85  per 
cent  1907,  90  per  cent 

1908)  

Furniture  and  fixtures 


Totals 


$13,620,827  37  $13,620,827  37 

62,006  17  62,006  17 

9,971  88  9,971  88 

7,377  SO  7,377  80 

1,437  98  1,437  98 

59,954  00  59,954  00 

20,542  85  20,542  85 

7,791  99  7,791  99 

11,066  71  11,066  71 

8,827  43  8,827  43 

7,569  73  7,569  73 

$13,817,373  91  $13,817,373  91 


Fixed  Capital  Installed  Since  December  SI,  1908 ■ — 'See  Table  XXXIX. 

Construction  Work  in  Progress. — Work  commenced  in  1910  and  unfinished  De- 
cember 31,  1910,  consisting  of  sections  on  Third  avenue  and  141st  street  to  West- 
chester avenue  and  150th  street  and  Sixth  avenue,  27th  to  33d  street,  including  rock 
work  on  the  former.  Total  expenditures,  $49,050.30. 


Details  of  Liabilities  and  Credit  Balances 


Taxes  accrued:  Dec.  31,  1909 

Special  franchise  (1903  to  1909,  inclusive)..  $582,547  41 

Accrued  interest  on  unpaid  taxes 113,557  50 

Owing  to  associated  companies : 

New  York  Edison  Company,  demand  note, 

6 per  cent  350,000  00 

New  York  Edison  Company,  audited  vouchers.  33,009  62 


Dec.  31,  1910 
$128,766  17 
2,222  54 


*201,019  18 
46,693  15 


Includes  interest  accrued,  $1,019.18. 
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Miscellaneous  accounts  payable: 
Audited  vouchers  for  supplies 
Other  unfunded  debt: 

Unaccrued  rental  

Labor  and  material  account. 


Dec.  31,  1909 
$90,747  45 


Dec.  31,  1910 
$109,967  32 


46  25 
2,959  18 


443  93 
1,166  14 


Funded  Debt 


CLASS  AND  NAME  OF  LIABILITY 


First  mortgage  bonds. 
First  mortgage  bonds. 
First  mortgage  bonds. 


Issue 


Maturity 


May  20, 1890 
May  1,  1891 
Jan.  2, 1892 


J.une  1, 1940 
June  1, 1941 
June  1,1942 


Dates  due 


June,  Dec. 


Total,  first  mortgage  bonds. 


Second  mortgage  bonds 

Second  mortgage  bonds 

Second  mortgage  bonds 

1 May  20, 1890 
May  1,  1891 
| Jan.  2,1892 

] June 
June 
| June 

1, 1940 
1,  1941 
1,  1942 

i 6 

6 

1 6 

j June^Dec. 

1,125,000 

144.000 

117.000 

675,000 

86,400 

70,200 

Total,  second  mortgage  boi 

ids 

$1,386,000 

$831,600 

Debenture  bonds 

Mar. 

2,  1891 

Mar. 

2, 1896 

6 

Jan.,  July 

200,000 

200,000 

Debenture  bonds 

Jan. 

2, 1892 

Jan. 

2, 1897 

6 

u 

60,000 

60,000 

Debenture  bonds 

Jan. 

1,  1893 

Jan. 

1,  1898 

6 

“ 

154,000 

154,000 

Debenture  bonds 

Jan. 

1,1893 

Jan. 

1,  1898 

6 

“ 

50,000 

50,000 

Debenture  bonds 

Jan. 

2, 1894 

Jan. 

2,  1899 

6 

u 

200,000 

200,000 

Debenture  bonds 

Jan. 

2, 1895 

Jan. 

2, 1900 

6 

u 

118,000 

118,000 

Debenture  bonds 

Jan. 

2,  1896 

Jan. 

2,  1901 

6 

u 

98,000 

98,000 

Debenture  bonds 

Jan. 

2,  1897 

Jan. 

2,  1902 

6 

u 

218,000 

218,000 

Debenture  bonds 

Jan. 

2,  1898 

Jan. 

2,  1903 

6 

“ 

192,000 

192,000 

Debenture  bonds 

Jan. 

2,1900 

Jan. 

2, 1905 

6 

u 

340,000 

340,000 

Debenture  bonds 

Jan. 

2,  1901 

Jan. 

2,  1906 

6 

“ 

240,000 

240,000 

Debenture  bonds 

Jan. 

2,  1902 

Jan. 

2, 1907 

6 

“ 

184,000 

184,000 

Debenture  bonds 

Jan. 

2, 1903 

Jan. 

2, 1908 

6 

a 

547,000 

547,000 

Debenture  bonds 

Jan. 

2,  1904 

Jan. 

2,1909 

6 

u‘ 

772,000 

772,000 

Debenture  bonds 

Jan. 

2, 1905 

Jan. 

2,  1910 

6 

a 

715,000 

715,000 

Debenture  bonds 

Jan. 

2, 1906 

Jan. 

2,  1911 

6 

u 

1,072,000 

1,072,000 

Debenture  bonds 

Jan. 

2,  1907 

On  demand . . . 

6 

“ 

2,335,000 

2,335,000 

Debenture  bonds 

Jan. 

2, 1908 

On  demand . . . 

6 

“ 

893,000 

893,000 

Debenture  bonds 

Jan. 

2,  1909 

On  demand . . . 

6 

u 

507,000 

507,000 

Debenture  bonds 

Jan. 

2,  1910 

On  demand . . . 

6 

U 

1,364,000 

1,364,000 

Total,  debenture  bonds 

Grand  total 

$10,259,000 

$10,259,000 

$13,194,000 

$12,484,700 

Par  value 
of  author- 


actual 


$1,125,000 

286,000 

138,000 


Cash 

realized 

on 

actual 

issue 


$1,012,500 

257,400 

124,200 


$1,549,000  | $1,394,100 


Interest  on  first  mortgage  bonds  : Accrued  during  1909,  $93,172.35  ; paid  during 

1909,  $46,470;  accrued  and  paid  during  1910,  $92,940;  accrued,  but  not  due  at  close 

of  year,  $7,745 ; matured  and  unpaid  at  close  of  year,  $46,470.  Interest  on 

second  mortgage  bonds : Accrued  during  1909,  $83,367.90 ; paid  during  1909, 

$41,580 ; accrued  and  paid  during  1910,  $83,160 ; accrued  but  not  due  at  close 
of  year,  $6,930 ; matured  and  unpaid  at  close  of  year,  $41,580.  Interest  on 

debenture  bonds : Accrued  during  1909,  $526,063.68 ; paid  during  1909,  $510,- 

S53.68 ; matured  and  unpaid  December  31,  1909,  $267,290.25;  accrued  during 

1910,  $588,073.14  ; paid  during  1910,  $547,153.14  ; matured  and  unpaid  December 
31,  1910,  $308,210.25. 

Trustee  under  first  mortgage  bonds.  Atlantic  Trust  Company;  under  second 

mortgage  bonds,  Mercantile  Trust  Company;  under  debenture  bonds  ($1,290,000), 
Morton  Trust  Company. 
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Stocks. — Common,  authorized  30,000  shares  of  $100  par  value  each  ; amount 
issued  and  outstanding,  18,750  shares  of  a par  value  of  $1,875,000  ; cash  realized 
on  actual  issue,  $40,000  ; no  dividends  declared  or  paid. 

Depreciation  Reserve. — 2Credited  during  the  year  1910,  $186,584.18,  of  which 
$89,552.48  was  charged  to  surplus  and  $97,031.70  to  operating  expenses. 


INCOME  ACCOUNT 

1909  1910 


Item 

Operating  revenue 

Revenue  deductions  

Operating  expenses..  $143,826  93 


Taxes  95,425  19 

Uncollectible  bills...  1,531  09 

Operating  income 

Non-operating  income 


(Interest  on  unpaid 
rentals4 5  and  spe- 
cial cash  account.) 


Total  Item  Total 

$1,112,329  18  $1,197,469  13 

240,783  21  379,824  42 

3$257,871  6S  

121,952  74  


$871,545  97  $817,644  71 

10,548  13  10,993  35 


Gross  income  applicable 
to  corporate  and  leased 

properties  

Deductions  from  gross 

income 

Interest  on  funded 

debt  

Interest  on  loans, 

etc 

Interest  on  unpaid 
taxes  


$882,094  10 

742,039  31 

$702,603  93  

4,625  00  

34,810  38  


$828,638  06 

780,236  87 

$764,  173  14  

2,938  74  

513,124  99  


Net  corporate  income. . . 


$140,054  79 


$48,401  19 


Corporate  .Surplus 

Surplus  December  31,  1908 $64,373  58 

Credit  balance  transferred  from  1909  income  account 140,054  79 

Surplus  December  31,  1909 $204,428  37 

Credit  balance  transferred  from  1910  income  account 48,401  19 

Over  accrued  taxes  and  interest  on  same 66,872  87 

$319,702  43 

Less  appropriation  to  depreciation  reserve 89,552  48 

Surplus  December  31,  1910 $230,149  95 


2 See  note  7 to  Operating  Expenses. 

3 Includes  a charge  of  $97,031.70  for  general  amortization. 

4 Rentals  which  are  payable  in  advance  are  allowed  to  be  paid  in  52  weekly  pay- 
ments, interest  being  calculated  at  6 per  cent  on  a graduated  basis. 

5 Includes  $10,902.45  interest  on  back  taxes,  properly  chargeable  to  surplus.  [Ed.] 
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Operating  Revenues 


Duct  Feet  Rented  Amount  of  Revenue 


1909 

1910 

1909 

1910 

— > 

Subway  Rentals 

New  York  Edison  Com- 

pany  4,613,785.05 

Cnited  Elec.  Lt.  & Power 

5,113,843.68 

$787,023 

24 

$866,543 

10 

Co 1,678,214.28 

1,690,201.92 

296,894 

46 

306,539 

51 

Manhattan  Railway  Co..  1,510,270.30 
Long  Acre  Elec.  L.  & 

1,510,956.48 

5,746 

74 

5,746 

74 

P-  Co 5,806.50 

Fleischhauer  E.  L.  & P. 

5,S06.50 

800 

14 

1,394 

48 

Co 121.00 

Interborough  R.  T,  Co...  2,176.20 

121.00 

18 

214 

33 

55 

18 

33 

Total  subway  rentals.  7,810,373.33 

•8,320,929.58 

$1,090,697 

46 

$1,180,242 

16 

Merchandise  and  job- 

bing revenue 

21,631 

72 

1 7 99 

07 

-L  4 O 

y 4 

Total  revenues  

$1,112,329 

18 

1 Q7  4.AQ 

1 Q 

lo 

Operating  Expenses 


Increase  or 


1909 

1910 

(D)  Decrease 

Repairs  and  maintenance  of  subways 

$44,184  72 

$48,512 

11 

$4,327 

39 

Operating  subways  (cleaning  and  rodding 

ducts,  manholes,  etc.) 

42,101  16 

47,552 

61 

5,451 

45 

Storehouse  expense  

1,203  33 

1,368 

33 

165 

00 

Total  maintenance  and  operation.  . . . 

$87,489  21 

$97,433 

05 

$9,943 

84 

Salaries  and  expenses  of  general  officers. . 

$9,250  00 

$9,250  00 

Salaries  and  expenses  of  general  office 

clerks  

12,522  92 

12,108 

50 

D 414 

42 

General  office  supplies  and  expenses 

10,144  10 

10,022 

01 

D 122 

09 

General  law  expenses 

18,585  11 

21,846 

03 

3,260 

92 

Miscellaneous  general  expenses  

5,227  06 

9,515 

86 

4,288 

77 

General  stationerv  and  printing 

608  50 

664 

53 

56 

03 

General  amortization  7 

97,031 

70 

97,031 

70 

Total  general  expenses  

$56,337  72 

$160,438 

63 

$104,100 

91 

Total  operating  expenses 

$143,826  93 

$257,871 

68 

$114,044 

75 

Taxes. — Assessed  in  1909,  $115,660.69  (franchises,  $112,848.19;  capital  stock, 
$2,812.50);  charged  to  income,  $95,425.19;  paid,  $2,812.50  (capital  stock).  As- 
sessed in  1910,  $135,122.23  (franchise.  $128,766.17 ; U.  S.  internal  revenue, 
$6,356.06)  ; charged  to  income,  $121,952.74 ; charged  to  Manhattan  Railway  Com- 
pany, $13,169.49:  paid  during  1910,  $524,823.26  6 7 (special  franchise,  $518,467.20  6 ; 
U.  S.  internal  revenue,  $6,356.06). 


6 Does  not  include  $100,716.18  interest  on  franchise  tax. 

7 “ The  amount  reserved  from  the  company’s  operations  during  the  year  1910  is 
an  estimate,  no  definite  rule  for  amortization  having  as  yet  been  determined.” 
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PHYSICAL  EQUIPMENT 

Ducts  owned  and  rented  (duct  feet) 

Dec.  31,  1910 
8,320,929.58 
82,017.59 
7,578,410.40 


Dec.  31,  1909 


Duct  rented  7,810,373.33 

City  departments  (no  rental)  82,017.59 

Unoccupied  7,156,754.88 


Total  owned 


15,049,145.80  15,981,357.57 


Accidents. — See  Table  XXV-XXIX. 

Employees  and  Wages. — December  31,  1909  — General  officers,  5 ; other  em- 
ployees, 256  ; average  number  of  employees  during  year,  1,217  ; salaries  and  wages 
in  1909  — • officers,  $9,250  ; other  employees,  $865,787.46  ; total,  $875,037.46.  Of 
the  total  wages  paid,  $94,685.14  was  charged  to  operating  expenses,  $725,960.86 
was  charged  to  fixed  capital,  and  $54,391.46  to  the  New  York  Edison  Company 
and  the  United  Electric  Light  and  Power  Company  for  building  subsidiary  con- 
nections. June  25,  1910  — General  officers,  5 ; other  employees,  full-time,  861  ; 
part-time,  257.  Salaries  and  wages  in  1910  — officers,  $9,250 ; other  employees, 
$568,363.08  ; total,  $577,613.08.  Of  the  total  wages  paid  in  1910,  $79,613.54  was 
charged  to  operating  expenses,  $464,603.10  to  fixed  capital  and  $33,396.44  to  the 
New  York  Edison  Company  and  the  United  Electric  Light  and  Power  Company 
for  building  subsidiary  connections. 


I.  Full-Time  Employees  8 


Number  Earning: — 

Total 

weekly 

earnings 

Under 

$12.00 

$12.00 

but 

under 

$15.00 

$15.00 

but 

under 

$20.00 

$20.00 

but 

under 

$25.00 

$25.00 

and 

above 

Total 

number 

Technical  staff  (chemists,  engineers,  etc.) . . 

3 

3 

6 

$211  08 

Clerical  employees: 

Cashiers  and  bookkeepers  — men 

1 

2 

3 

88  00 

Male  clerks  and  salesman 

' ’ "9  i 

3 

7 

8 

4 

23 

468  00 

Stenographers  and  typists  — men .... 

1 

1 

2 

44  00 

Draughstmen 

'"Vi 

1 

4 

2 

8 

134  00 

Other  clerical  employees  — mdn 

10  3 

2 

1 

1 

1 

8 

105  00 

Total  — clerical  employees 

5 

6 

13 

12 

8 

44 

839  00 

Wage  earners: 

Foremen  and  assistant  foremen 

52 

19 

1 

72 

1,253  05 

Inspectors 

5 

1 

1 

7 

136  00 

Machinists 

1 

1 

24  00 

Blacksmiths 

2 

1 

3 

57  00 

Carpenters 

1 

1 

24  75 

Pipemen  and  bracers 

18 

10 

28 

402  31 

Bricklayers 

13 

13 

400  40 

Pavers 

4 

4 

110  00 

Rammers 

2 

2 

44  00 

Drill  runners 

17 

17 

306  00 

Rockmen 

42 

1 

43 

582  75 

Watchmen,  janitors,  porters,  etc 

89 

1 

90 

1,106  25 

Other  unskilled  labor  (inch  helpers). . . 

"9444 

82 

4 

530 

5,837  16 

Total  wage  earners 

444 

231 

92 

25 

19 

811 

10,283  67 

Grand  total  — all  employees 

449 

237 

105 

40 

30 

861 

11,333  75 

8 For  the  week  ended  June  25,  1910. 

9 Earning  between  $10.00  and  $12.00. 

10  Two  earning  between  $5.00  and  $7.00  and  one  between  $7.00  and  $9.00. 
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II.  Part-Time  Employees  8 


Number 

Total 

weekly 

earnings 

Wage  earners: 

Foremen  and  assistant  foremen 

Pipemen  and  bracers 

5 

8 

$57  00 
80  12 

Bricklayers 

1 1 

10  50 

Pavers 

1 

5 00 

Drill  runners 

4 

46  50 

Rockmen 

20 

177  80 

Watchmen,  janitors,  porters,  etc 

Other  unskilled  labor  (including  helpers) 

13 

205 

100  63 
1 , 155  73 

Total  wage  earners 

257 

1,633  28 

See  also  Table  XXXIV. 

Officers. — President  and  Assistant  Treasurer,  Henry  J.  Hemmens ; First  Vice- 
President,  Thomas  E.  Murray ; Secretary  and  General  Superintendent,  Wm.  J. 
Sefton  ; Assistant  Secretary  and  General  Auditor,  Arthur  W.  Middleton  ; Attorneys 
or  General  Counsel,  Beardsley  and  Hemmens ; Advisory  Counsel,  Hoadly,  Lauter- 
bach  and  Johnson  ; Chief  Engineer,  Edwin  R.  Quinby. 

Directors. — Anthony  X.  Brady.  Nicholas  F.  Brady,  Harrison  E.  Gawtry,  Lewis 
B.  Gawtry,  Henry  J.  Hemmens,  Thomas  E.  Murray,  Wm.  J.  Sefton. 

Main  Business  Office. — 54^60  Lafayette  street,  New  York  City. 


THE  EAST  RIVER  GAS  COMPANY  OF  LONG  ISLAND  CITY 

Incorporated  May  3,  1890.  under  an  act  of  the  Legislature  of  the  State  of  New 
York,  passed  February  16.  1848.  entitled  “An  Act  to  authorize  the  formation  of 
gas  light  companies/’ ' Date  when  gas  was  first  supplied  : “ May  1890.”  Territory 
supplied  at  the  close  of  the  year  (1910)  : “ New  York  City,  Borough  of  Manhattan 

and  1st  ward  in  Long  Island  City,  Borough  of  Queens.”  Kind  of  gas  supplied  and 
process  of  manufacture  : “ Water  gas.  Do  not  manufacture.” 

Inquiry  : State  whether  or  not  the  respondent  during  the  year  conducted  any 

part  of  its  business  within  the  State  of  New  York  under  a name  other  than  that 
shown  in  response  to  inquiry  No.  1 above ; and.  if  so,  give  full  particulars. 

Answer : “ Reference  is  made  to  Case  1097,  Order  651  of  the  Public  Service 

Commission.”  (See  note.) 

Stockholders. — Number,  14 ; in  State  of  New  lTork,  13,  holding  9,999  shares. 
Total  voting  power  (number  of  shares),  10,000  of  $100  par  value  each  — all  owned 
by  New  Amsterdam  Gas  Company.  Votes  cast  at  general  meeting  of  January  24, 
1910,  10,000  ; by  M.  M.  Graham,  9,9S7  ; by  Benjamin  Whiteley,  12. 

BALANCE  SHEET 

“ Included  in  New  Amsterdam  Gas  Company’s  report.  * * * because  of  their 

being  sole  owner  of  respondent’s  capital  stock.” 

Funded  Deut. — None. 

Stocks. — Common,  authorized,  10,000  shares  of  $100  par  value  each  ; amount 
issued  and  outstanding  December  31,  1910,  $1,000,000 : cash  actually  realized  on 
amount  actually  issued,  not  answered  ; dividends  declared  or  paid,  none. 

INCOME  ACCOUNT 

“ Included  in  New  Amsterdam  Gas  Company's  report.” 

Corporate  Surplus  or  Deficit 

“ Included  in  New  Amsterdam  Gas  Company’s  report.” 

Gas  Works. — None. 

Mains,  Services,  Meters. — “ Included  in  New  Amsterdam  Gas  Company’s  report.” 

Employees. — “ Included  in  New  Amsterdam  Gas  Company’s  report.” 


For  the  week  ended  June  25,  1910. 
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Officers. — President,  James  Jourdan  [deceased];  Vice-President,  Geo.  W.  Doane ; 
Secretary  and  Treasurer,  M.  M.  Graham. 

Directors. — Geo.  B.  Cortelyou,  Geo.  H.  Church,  Percy  R.  Pyne,  2nd,  J.  C.  Brady, 
James  Jourdan  [deceased],  F.  P.  Addicks,  H.  B.  McLean,  E.  S.  Marston,  E.  R. 
Jourdan,  W.  C.  Morris,  Edgar  Palmer,  J.  G.  Johnson,  Geo.  W.  Doane. 

Main  Business  Office. — Webster  and  Vernon  avenues,  Long  Island  City. 


Note  as  to  the  Relations  of  the  East  River  Gas  Company  of  Long  Island 
City  to  the  New  Amsterdam  Gas  Company. 

In  the  report  of  the  East  River  Gas  Company,  in  answer  to  an  inquiry  as  to 
whether  it  conducts  business  under  any  other  name,  “ reference  is  made  to  Case 
1097,  Order  651  of  the  Public  Service  Commission,”  which  was  an  investigation 
of  the  inter-company  relationship,  franchises  and  condition  of  property  of  the 
East  River  Gas  Company  of  Long  Island  City  and  the  New  Amsterdam  Gas  Com- 
pany. The  testimony  showed  that  the  business  of  the  two  companies  was  merged 
and  that  it  was  impracticable  to  segregate  the  properties  and  carry  on  separate 
operation.  Thus,  the  vice-president  of  the  Consolidated  Gas  Company  testified 
that  at  the  time  his  company  acquired  the  controlling  interest  in  the  New  Amster- 
dam company,  it  found  that  the  business  of  the  New  Amsterdam  Company  and 
the  East  River  Gas  Company  “ was  operated  in  exactly  the  same  manner  as  if 
they  had  been  merged.”  But  when  asked  why  the  two  companies  had  not  been 
merged  in  law  as  well  as  in  fact,  counsel  for  the  companies  maintained  that  the 
companies’  franchises  prohibited  any  consolidation  of  the  company  or  the  leasing 
of  its  property. 

As  to  the  title  to  the  various  properties,  it  appears  that  the  East  River  Gas 
Company  owns  no  manufacturing  plant,  the  Ravenswood  gas  works  in  Long  Island 
City  belonging  to  the  New  Amsterdam  Gas  Company.  All  the  mains  in  Long 
Island  City,  however,  are  owned  by  the  East  River  Gas  Company,  which  also  owns 
all  of  the  mains  laid  in  Manhattan  down  to  the  year  1898.  Since  1898  the  mains 
in  Manhattan  have  been  laid  by  the  New  Amsterdam  Gas  Company  (Testimony, 
pages  178-185).  The  business  in  Manhattan  is  conducted  in  the  name  of  the 
New  Amsterdam  Gas  Company  and  in  Long  Island  City  in  the  name  of  the  East 
River  Gas  Company. 

The  franchises  of  the  East  River  Gas  Company  of  Long  Island  City  consist  of 
a grant  originally  made  in  1871  to  the  Empire  Gas  Light  Company  (Laws  of 
1871,  chapter  461)  and  a grant  to  supply  gas  and  electricity  in  the  city  of  New 
York  contained  in  chapter  338  of  the  Laws  of  1892,  which  is  reprinted  below. 


Chapter  338,  Laws  of  1892. 

AN  ACT  to  authorize  the  East  River  Gas  Company  of  Long  Island  City  to  supply 
gas  and  electricity  in  the  city  of  New  York. 

Approved  by  the  Governor  April  19,  1892.  Passed,  three-fifths  being  present. 

The  People  of  the  State  of  New  Yorkj  represented  in  Senate  and  Assembly , do 
enact  as  follows: 

Section  1.  The  East  River  Gas  Company  of  Long  Island  City  shall  have  the 
right,  and  it  is  hereby  empowered,  to  supply  gas  and  electricity  in  the  city  of 
New  York,  and  for  that  purpose  is  hereby  authorized,  without  other  or  further 
authority  of  law  or  ordinance,  to  lay  and  maintain  requisite  conductors,  mains 
and  pipes  through  and  under  any  streets,  avenues,  or  public  places  of  such  city. 
And  for  the  purpose  aforesaid  such  corporation  shall  have  the  right,  and  is  hereby 
empowered,  to  lay  and  maintain  such  conductors,  mains  and  pipes  under  and 
across  the  East  river  and  across  any  intervening  land  belonging  to  the  city  of 
New  York,  or  to  private  persons  at  such  places  as  it  may  determine ; provided, 
however,  that  such  conductors,  mains  or  pipes  shall  be  so  laid  and  maintained 
as  not  to  obstruct  or  impair  navigation,  commerce  or  anchorage  of  any  navigable 
,,raters  without  the  consent  of  the  secretary  of  war.  And  such  corporation  shall 
have  the  right,  and  it  is  hereby  empowered  to  acquire,  by  condemnation  or  pur- 
chase. such  real  property,  public  or  private,  or  right,  interest  or  easement  therein, 
for  the  laying  and  maintaining  of  its  mains,  pipes  and  conductors  as  may  be 
necessary  in  the  exercise  of  the  powers  hereby  conferred.  Such  property,  when 
so  acquired,  shall  be  deemed  to  have  been  acquired  and  held  as  and  for  a public 
use.  Such  corporation  shall  pay  annually  into  the  treasury  of  the  city  of  New 
York  to  the  credit  of  the  sinking  fund  thereof,  three  per  centum  of  its  gross 
receipts  from  gas  furnished  by  it  to  private  and  public  buildings  in  the  city  of 
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New  York  through  mains  laid  by  it  as  herein  authorized,  under  the  streets  or 
avenues  of  such  city.  Such  payments  shall  be  made  on  the  first  day  of  November 
in  each  and  every  year  for  and  during  the  year  ending  on  the  next  preceding 
thirtieth  day  of  .September. 

§ 2.  The  East  River  Gas  Company  of  Long  Island  City  shall  conform  to  all 
such  general  and  private  and  local  laws  in  regard  to  the  laying  and  maintaining 
of  electrical  conductors  as  are  applicable  in  the  city  of  New  York,  and  in  the 
laying  and  maintaining  of  its  gas  pipes,  and  mains  and  conductors  shall  be  subject 
to  only  such  regulations  not  inconsistent  with  the  authority  aforesaid  as  may, 
from  time  to  time,  be  prescribed  by  the  department  of  public  works  of  such  city. 

§ 3.  Said  corporation  shall  have  the  right  to  supply  gas  and  electricity  to  any 
other  company  or  companies  engaged  in  supplying  gas  or  electricity  in  the  city 
of  New  York. 

§ 4.  For  the  purposes  of  this  act  the  said  East  River  Gas  Company  shall  have 
the  right,  and  is  hereby  empowered,  to  lease  any  property  of  any  other  company  or 
companies  engaged  in  supplying  gas  or  electricity  in  the  city  of  New  York,  upon 
such  terms  as  shall  be  agreed  by  the  boards  of  directors  and  trustees  of  the 
respective  contracting  companies,  and  be  assented  to  in  writing  by  stockholders 
of  each  of  such  companies  holding  at  least  two-third's  of  the  capital  stock  of  their 
companies  respectively. 

§ 5.  Nothing  herein  shall  authorize  any  increase  in  the  price  of  gas  now  author- 
ized to  be  charged  in  the  city  of  New  York.  And  the  said  corporation  may  con- 
tinue to  charge  for  gas  in  Long  Island  City  the  price  now  authorized  by  law 
therein. 

§ 6.  All  acts  or  parts  of  acts,  general,  private  or  local,  inconsistent  with,  im- 
pairing or  limiting  the  rights  or  powers  conferred  by  this  act,  so  far  as  they  are 
inconsistent  with,  impair,  limit  or  impose  other  or  additional  conditions  upon  the 
exercise  of  such  rights  or  powers,  are,  as  to  the  East  River  Gas  Company  of  Long 
Island  City,  hereby  repealed. 

§ 7.  This  act  shall  take  effect  immediately. 


EDISON  ELECTRIC  ILLUMINATING  COMPANY  OF  BROOKLYN 

Organized  March  10,  1887,  in  accordance  with  an  act  of  the  legislature,  February 
17,  1848.  It  supplies  electricity  in  all  wards  of  Brooklyn.  On  October  30,  1899, 
the  Citizens  Electric  Illuminating  Company  of  Brooklyn  and  The  Municipal  Elec- 
tric Light  Company  were  merged  with  this  company,  as  was  also  the  Bergen  Beach 
Light  and  Power  Company  on  April  4,  1900.  The  company  operates  the  property  of 
the  Kings  County  Electric  Light  and  Power  Company  under  lease,  paying  as  a rental 
therefor  the  interest  on  a portion  of  that  company’s  funded  debt,  expenses  of  the 
Kings  County  Company  and  in  addition  turns  over  its  net  earnings  to  that  company. 
The  Amsterdam  Electric  Light,  Heat  and  Power  Company  and  the  Edison  Construc- 
tion Company  are  controlled  by  this  company  through  title  to  securities,  and  the 
property  of  the  former  is  operated  by  this  company. 

Stockholders. — The  entire  capital  stock  is  held  by  the  Kings  County  Electric 
Light  and  Power  Company,  and  amounts  to  50,000  shares  of  $100  par  value  each, 
and  each  share  has  right  to  one  vote.  At  the  last  general  meeting,  held  February 
28,  1910,  the  following  votes  were  cast ; J.  H.  Evans,  on  behalf  of  others,  49,987, 
and  Wm.  Berri,  Seth  L.  Keeney,  and  W.  W.  Freeman,  one  each  on  behalf  of  them- 
selves. 

Important  Changes  during  1909-1910. — There  were  no  important  changes  during 
these  years.  No  additional  powers  or  franchises  were  acquired. 


BALANCE  SHEET 


Dec.  31,  1909 


Assets  Side 
Current  Assets : 


Dec.  31,  191G 


Increase  or 
(D)  decrease 


$98,342 

83 

Cash 

$253,665 

65 

$155,322 

82 

3,724 

74 

Bills  receivable  

4,094 

87 

370 

13 

1,280 

09 

Accounts  with  associated 

companies  . . 

55,786 

24 

54,506 

15 

159,042 

00 

Accounts  with  City  of  New 

York 

222,407 

87 

63,365 

87 

308,322 

43 

Consumers’  accounts  receiv- 

able   

318,746 

93 

10,424 

50 

16,550 

80 

Other  accounts  receivable. . . 

41,633 

11 

25,082 

31 
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Dec.  31,  1909  Assets  Side — ( Concluded ) Dec.  31,  1910 

Current  Assets — ( Concluded ) : 

182,742  11  Interest  and  dividends  receiv- 
able   $205,679  23 

709,698  96  Materials  and  supplies 694,385  56 

Investments : 

45,601  88  Free  investments  45,601  88 

570,193  22  Mortgaged  or  pledged  invest- 
ments   590,866  93 

12,580  00  Other  bound  investments...  12,580  00 

Fixed  Capital : 

16,011,101  62  Fixed  Capital,  December  31, 

1908  15,647,414  16 

814,197  38  Installed  since  December  31, 

1908  2,613,640  65 

Miscellaneous  Temporary  Debits  : 

97,856  25  Special  deposits  112,405  50 

769  78  Prepayments  1,415  03 

491,128  92  Unamortized  debt  discount 

and  expense  474,193  44 

380,485  07  Construction  work  in  progress.  . 26,641  92 

3,121  63  Other  suspense  Cr.  9,777  10 


$19,906,739  71  Totals $21,311,381  87 


$185,089 

15 

201,846 

25 

861 

15 

7,712,249 

90 

742,210 

00 

85,922 

99 

481,598 

29 

36,704 

89 

4,275,000 

00 

5,549 

47 

430,260 

74 

182,303 

51 

567,143 

37 

5,000,000 

00 

$19,906,739 

71 

Liabilities  Side 
Unfunded  Debt : 


Taxes  accrued  

Interest  accrued  on  funded 

debt 

Interest  accrued  on  unfunded 

debt 

Owing  to  associated  com- 
panies   

Miscellaneous  bills  payable . . 

Consumers’  deposits  

Miscellaneous  accounts  pay- 
able   

Other  unfunded  debt 

Funded  Debt:  Mortgage  bonds. 
Reserves : 

Reserve  for  replacements  and 

renewals 

Accrued  amortization  of  capi- 
tal   

Casualties  and  insurance  re- 
serve   

Other  reserves  

Common  stock 


$20,000  00 

206,770  50 


10,324,601  40 

127,235  38 

243,237  10 
53,756  17 
4,275,000  00 


599,227  60 

211,005  71 
250,548  01 
5,000,000  00 


$21,311,381  87 


Increase  or 
(D)  decrease 

$22,937  12 
D 15,313  40 


20,673  71 


D 363,687  46 

1,799,443  27 

14,549  25 
645  25 

D 16,935  48 
D 353,843  15 
D 12,898  73 


$1,404,642  16 


D $165,089  15 

4,924  25 

D 861  15 

2,612,351  50 
D 742,210  00 
41,312  39 

D 238,361  19 
17,051  28 


D 5,549  47 

168,966  86 

28,702  20 
D 316,595  36 


$1,404,642  16 


Totals 
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Details  of  Assets  and  Debit  Balances 

Fixed  Capital  December  si,  1908 

Withdrawals  or  retirements 
Balance  , K ^ Balance 


Item 

Dec.  31,  1908 

1909 

1910 

Dec.  31,  1910 

License  rights  1 2 

$945,000 

00 

$945,000 

00 

Generating  station  build- 

ings 

654,781 

08 

2$160  40 

$2,995  00 

651,946 

48 

Sub-station  buildings  . . . 

733,072 

20 

4,721  00 

22,176  69 

706,174 

51 

Steam  machinery  and  ap- 

paratus  

943,222 

33 

112,294  42 

14,800  00 

816,127 

91 

Electrical  apparatus  — 

Generating  stations  . . 

970,451 

90 

84,352  65 

7,360  00 

878,739 

25 

Sub-station  apparatus  . . 

970,815 

46 

47,386  00 

220,393  93 

703,035 

53 

Overhead  transmission  and 

distribution  lines  .... 

405,994 

90 

7,146  31 

45,067  82 

353,780 

77 

Subways  and  cables .... 

4,702,891 

16 

6,740  69 

17,922  35 

4,678,228 

12 

Services,  overhead  and 

underground  

1,360,956 

24 

17  07 

3,590  02 

1,357,349 

15 

Line  transformers  

176,004 

35 

325  38 

175,678 

97 

Meters  

367,036 

03 

10  00 

367,026 

03 

Arc  lamps  

244,521 

39 

15,828  70 

12,844  29 

215,848 

40 

Nernst  lamps 

21,283 

11 

4,906  36 

2,859  03 

13,517 

72 

Tools  and  implements .... 

31,340 

56 

31,340 

56 

Horses  and  trucks 

6,444 

89 

575  00 

5,869 

86 

Office  furniture  and  fix- 

tures   

62,826 

88 

1,296  80 

61,530 

08 

Miscellaneous  appliances 

installed 

37,480 

07 

5,649  01 

1,526  89 

30,304 

17 

Automobiles 

14,316 

28 

1,347  00 

3,113  44 

9,855 

84 

Sundries 

48,697 

08 

382  51 

5,285  82 

43,028 

75 

Storage  batteries 

255,115 

18 

255,115 

18 

Real  estate  and  struc- 

tures (office  and  store- 

rooms)   

57,923 

98 

1,555  00 

56,368 

98 

Total 

$13,010,175 

07 

$290,621  32 

$363,687  46  $12,355,866 

29 

Merged  companies 

3,291,547 

87 

3,291,547 

87 

Grand  total  

$16,301,722 

94 

$290,621  32 

$363,687  46 

$15,647,414 

16 

Description  of  Fixed  Capital  Withdrawn. — Dnring  1909 : Four  steel  blower 

ducts,  4 connectors,  and  48  damper  controls,  $5,240 ; six  9"  Westinghouse  steam 
driven  air  compressors,  $1,350 ; 3 surface  condensers,  $10,000  ; removal  of  cooling 
tower.  $5,650 ; all  2400-volt  secondary  wiring  on  2-phase  switchboard,  $4,067 ; 
six  50  ampere  C.  R.  regulators  on  2-phase  feeders,  $2,304  ; removal  of  slag  roofing, 
monitor,  side  lights,  gutters,  etc.,  $4,000  ; removal  of  oil  system,  $4,500  ; removal 
■of  1 primary  heater,  $2.800 ; removal  of  two  250  h.  p.  B.  & W.  boilers.  $7.500 ; 
removal  of  2-phase  feeders  No.  6611  and  No.  6612,  $7,657.50  ; six  6600-volt  switch- 
board, panels  and  high-tension  cables,  $8,979 ; “ Reo  ” touring  car,  $1.347 ; 

6600-volt  switchboard  with  all  wiring,  etc.,  for  5 generators,  21  feeders  and  3 
motor  generator  sets,  2 D.  C.  switchboards,  buses,  cables,  etc.,  to  3 motor  generator 
sets,  $80,352.65  ; closed  feed  water  system,  $22,000  ; four  6600-volt  switchboards, 
panels  and  switches  on  same,  $3,774  ; old  arc  wires  from  arc  generators  to  arc 
panels,  $1,067  ; 3 condenser  equipments,  including  piping  and  pumps,  $21,000  ; one 
500  h.  p.  Gobert  heater,  $3,995  ; miscellaneous  withdrawal  orders  less  than  $1,000 
each,  $63,642.40;  total,  $261,225.55. 

During  1910  : Withdrawal  of  elevator  enclosures,  Pearl  street,  $1,305  ; removal 

of  2 brick  stacks  in  rear  of  building,  Pearl  street,  $11,200  ; one  45  kw.  Northern 

1 This  item  was  shown  separately,  and  not  included  in  Fixed  Capital,  in  reports 
for  years  1907  and  1908. 

2 Increase,  due  to  adjustments. 
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Electric  Company  balancer  set,  Pearl  street,  $1,782  ; miscellaneous  apparatus.  Pearl 
street,  $2S,000  ; miscellaneous  apparatus,  West  12th  street,  $8,000  ; 60  feet  of  bulk- 
head in  front  of  coal  tower,  $1,470 ; miscellaneous  apparatus,  66th  street,  $7,061  ; 
miscellaneous  apparatus,  Lorimer  street,  $6,000 ; brick  stack,  Rockwell  place, 
$1,875  ; withdrawals,  Rockwell  place,  elevator,  $1,093.80  ; 2 arc  sets,  $13,085 ; one 
400  kw.  rotary,  $11,432,  miscellaneous  apparatus,  $13,000 ; D.  C.  switchboard, 
$11,396 ; one  500  kw.  rotary,  $12,000 ; one  500  kw.  motor  generator,  $10,923 ; 
2-phase  equipment,  $9,766  ; Ainslie  street — 1 McIntosh  and  Seymour  engine,  $11,500  ; 
1 Worthington  surface  condenser,  $3,300 ; D.  C'.  switchboard  and  connections, 
$14,863 ; one  400  kw.  motor  generator,  $10,335 ; Edison  bipolar  balancer  set, 
$6,855 ; four  100  kw.  rotary  converter,  Carroll  street,  $16,126.79 ; two  100  kw. 
rotaries,  regulators,  etc.,  Hall  street,  $9,719.69  ; two  200  kw.  rotaries  and  equip- 
ment, Myrtle  avenue,  $18,054 ; H.  T.  switchboard  and  accessories,  Tompkins 
place,  $4,066.78;  poles  and  wires  on  Avenue  N,  $3,136.74;  overhead  lines  and  poles 
on  Bond  street,  $5,217.92  ; overhead  lines  and  poles  on  Surf  avenue,  $31,490.29 ; 
D.  C.  and  3-phase  feeders,  No.  30  Hall  street,  $2,915.71  ; haul  out  3 conductor 
No.  2,  3-phase  6,600  volt  feeders,  $7,198.25  ; miscellaneous^  withdrawal  orders  less* 
than  $1,000  each,  $69,620.49;  total,  $363,687.46. 

Fixed  Capital  Installed  Since  December  si,  1908 ■ — See  Table  XXXIX. 

Construction  Work  in  Progress. — December  31, i 1909:  Haul  3 cond.  260  M- 

cable  between  66th  street  and  Carroll  street  Substation,  $19,186.62  ; haul  1 cond- 
250  M.  cable  between  Joralemon  street  and  42d  street  and  Third  avenue- 
$10,293.20  : high  tension  apparatus  for  generating  and  substations,  $67,390.75  ; con- 
struction of  building  for  switchboard  and  bus  house  at  66th  street,  $18,013.71 ; 
building  6-duct  subway  on  Third  avenue  from  20th  street  to  42d  street,  $11,443.97  ; 
construction  of  substation  building  complete,  Hicks  street,  $9,336.29 ; purchase 
and  installation  of  storage  battery  at  Lorimer  street,  $42,316.12 ; miscellaneous 
work  orders,  $202,505.41  ; total,  $380,485.07. 

December  31,  1910 : High  tension  switchboard  apparatus,  $8,687.16 ; purchase 

of  one  250  kw.  induction  motor  generator,  $10,284.53  ; drawings  for  steel  work  for 
completion  of  south  boiler  house,  $1,486.60 ; drawings  for  south  boiler  house  con?' 
plete,  including  arrangements  of  boilers,  flues,  farced  draft  apparatus,  etc.,  $733  ; 
complete  drawings  and  estimate  for  structural  steel  for  machine  shop  and  exten- 
sions to  turbine  room,  $661.07 ; miscellaneous-  projects  less  than  $1,000  each- 
$4,789.66;  total,  $26,641.92. 


Miscellaneous  Investments 


Name  of  Issuing  Company  and 
Security  or  of  Other  Thing 
in  Which  Investment  is 
Made 


Amsterdam  Electric  Light,  Heat 

and  Power  Co.,  stock 

Amsterdam  Electric  Light,  Heat 
and  Power  Co.,  bonds,  5% .... 
Amsterdam  Eletcric  Light,  Heat 
and  Power  Co.,  bond  coupons . . 
Amsterdam  Electric  Light,  Heat 
and  Power  Co.,  bills  receivable, 

6% 

Electrical  Testing  Laboratories, 

stock I 

State  Electric  Light  and  Power 

Co.,  stock 

State  Electric  Light  and  Power 

Co.,  bonds,  5% 

Edison  Construction  Co.,  stock.  . 
Insurance  investment  furd,  3 % ■ 
Joseph  T.  McFall,  bond,  5j%. . . 
Crescent  Athletic  Club,  bonds, 

5% 

Brooklyn  Engineers’  Club,  bonds, 
5% 


Par  value 
of  amount 
held 

Date  of 
acqui- 
sition. 

$487,800  00 

1899-07 

300,000  00 

1899 

525  00 

1899 

45,601  88 

1899-08 

6,270  00 

1905-08 

11,000  00 

1900-05 

205,000  00 

1903 

10,000  00 

19C8 

179,676  93 

1904-10 

9,000  00 

1901 

5,100  CO 

1906-08 

500  00 

1909 

Actual 
money  cost 

Amount 
at  which 
carried 
on  books 

Income 

accrued 

during 

1910 

$404,795  00 

$404,795  00 

None 

45,601  88 

45,601  88 

$1,200  00 

Nominal. 

6,270  00 

627  00 

125  00 

125  00 

None 

Nominal 

Nominal 

None 

10,000  00 

Nominal 

None 

Nominal 

179,676  93 

5,390  31 

9,000  00 

7, COO  00 

495  00 

5,080  00 

5,080  00 

255  00 

500  00 

500  00 

25  00 

Total. 


$1,260,473  81 ! 


$475,101  88 


$649,048  81 


$7,992  31 
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Materials  and  Supplies 


Sundry  material  at  Rockwell  place 

Reels  

Electric  construction  department  storeroom 

Distribution  department  storeroom  — Sumpter  street.. 

Heating  apparatus,  Rockwell  place 

Heating  apparatus,  Pearl  street 

Boiler  and  condenser  tubes,  Gold  and  66th  streets.... 

Oil,  etc.,  Gold  and  66th  streets 

Distribution  department  storeroom,  Ainslie  street 

Operating  department  storeroom,  Lexington  avenue. . . . 
Distribution  department  storeroom,  Varick  avenue.... 
Distribution  department  storeroom,  Rockwell  place. . . 

Arc  lamps  in  storeroom 

Arc  lamps  in  test  room 

Operating  department  storeroom,  Gold  and  66th  streets 

Nernst  lamps  in  storeroom 

Tungsten  street  incandescent  lamps  in  test  room . . 

Clocks  in  storeroom 

Clocks  in  repair  room 

Meters 

Distribution  department  storeroom,  Coney  Island 

Transformers  in  storeroom 

Incandescent  lamps  

Stationery 

Coal,  Gold  and  66th  streets 

Boiler  compound 

Second-hand  material  

Second-hand  machinery  

Sundry  material,  special 

New  installation  bureau 


Book  value,  December  31 


1909 

A 

1910 

— > 

$333,786 

57 

$294,763 

53 

11,650 

75 

15,097 

00 

17,854 

92 

75,390 

66 

5,319 

46 

7,323 

20 

792 

78 

3,387 

40 

5,516 

26 

2,614 

79 

12,656 

66 

1,963 

21 

2,034 

11 

10,599 

91 

14,471 

13 

11,949 

62 

17,584 

32 

48,354 

51 

54,233 

00 

17,752 

95 

10,115 

44 

9.866 

84 

1,891 

04 

23,567 

96 

23,065 

19 

5 5,876 

65 

15,183 

34 

13,139 

72 

3,299 

64 

1,091 

63 

9,329 

80 

8,029 

15 

515 

01 

245 

55 

45,290 

69 

45,096 

08 

11,611 

26 

146 

59 

2,479 

97 

54,424 

06 

33,002 

19 

5,041 

01 

5,116 

43 

26,001 

67 

17,756 

16 

41 

24 

86 

01 

. Cr.  4,381 

65 

6,991 

49 

950 

00 

54,812 

50 

8,921 

14 

383 

98 

. $709,698 

96 

$694,385 

56 

Special  Deposits. — December  31,  1909:  Coupon  special  deposits,  $92,956.25; 

Morton  Trust  Co.,  real  estate  deposit,  $4,900 ; total,  $97,856.25.  December  31, 
1910 : Coupon  special  deposits,  $97,880.50 ; real  estate  deposit,  $4,900 ; City  of 

New  York,  bid  deposit,  $9,625  ; total,  $112,405.50. 

Prepayments. — December  31,  1909  : Insurance,  $711.44 ; rents,  $58.34.  De- 
cember 31,  1910  : Insurance,  $1,356.71  ; rents,  $58.32. 

Unamortized  Debt  Discount  and  Expense. — Discount  on  first  consolidated  mort- 
gage 4 per  cent  bonds  ; original  amount  of  discount,  $675,000 ; previously  written 
off,  $166,935.60;  written  off  during  1909,  $16,935.48;  1910,  $16,935.48;  balance  at 
close  of  year,  $474,193.44. 

Other  Suspense. — December  31,  1909 : Convention  expenses,  etc.,  since  re- 

funded by  Association  of  Edison  Company’s,  $4,557.74  ; cost  of  wiring  consumers’ 
premises  to  be  repaid  in  monthly  instalments,  $837.32  ; storeroom  suspense,  cost  of 
transportation,  handling  and  trimming  coal,  Cr.  $2,313.93  ; salary  advances  account 
of  vacations,  $40.50  ; net  total,  $3,121.63. 

December  31,  1910 : Freight  and  express  charges,  advanced,  $70.03 ; damages 

paid  to  employee,  billed  to  insurance  company,  $500.00 ; petty  cash  account  for 
expenses,  $190.00  ; corrections  of  classification  of  sundry  items  to  be  adjusted  in 
January,,  1911,  Cr.  $8,450.2*6 ; bills  against  carriers  for  meters  destroyed,  Cr. 
$661.20  ; sundry  assets  Tungsten  Lamp  Specialty  Company,  Cr.,  $5,733.47  ; charges 
for  wiring  consumers’  premises,  unpaid,  Dr.  $4,307.80  ; net  total,  C'r.,  $9,777.10. 
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Details  of  Liabilities  and  Credit  Balances 


Taxes  Accrued  Dec.  31,  1909 

Special  franchise  taxes  (in  dispute) $583,520  04 

Interest  thereon 59,474  84 

Unenumerated  


Total  $642,994  88 

Of  which 

Shown  in  taxes  accrued  account 169,100  22 

Shown  in  tax  reserve  account 353,438  39 

Not  entered  on  books 120,456  27 


Owing  to  Associated  Companies 


Kings  County  Electric  Light  and  Power  Co. : 

Demand  notes  

Accounts  payable  


$6,350,000  00 
1,362,249  90 


Consumers  Deposits 

Added  during  year 

Refunded  during  year . . . 

Net  increase  

Balance  


1909 

$52,070  00 
28,025  52 
24,044  48 


1910 

$80,520  00 
39,207  61 
41,312  39 


S5,922  99 


Interest  paid  on  deposits 

refunded  1,765  78  1,901.89 


(For  number  of  deposits,  see  Table  XL.) 

Miscellaneous  Accounts  Payable  Dec.  31,  1909 

Unclaimed  wages $1,276  83 

Advances  by  customers  for  services 35,483  44 

Miscellaneous  creditors  332,333  61 

Other  electrical  corporations  112,072  51 

Unlocated  debtor  accounts  423  60 

Unlocated  creditor  accounts  8 30 


Totals  $481,598  29 


Other  Unfunded  Debt 

Wages  accrued $17,767  06 

Water  accrued 15,319  13 

Rents  accrued  

Expenses  accrued 3,240  00 

Street  conductors  rentals  accrued 378  lO 

Service  connection  suspense  


Totals 


$36,704  89 


Dec.  31,  1910 

$20,000  00 
$20,000  00 
20,000  00 


$8,710,332  71 
1,614,268  69 


127,235  38 


Dec.  31,  1910 
$1,480  72 

194,161  61 
47,000  23 
514  53 
80  01 


$243,237  10 


$5,706 

19 

1,124 

99 

4,125 

79 

42,799 

20 

$53,756 

17 

Funded  Debt. — Forty-one  year  first  consolidated  mortgage  bonds,  October,  1898  ; 
4 per  cent  payable  January  and  July ; authorized,  $10,000,000 ; issued  and  out- 
standing, $4,275,000;  interest  accrued,  $171,000  ; interest  paid,  $171,000;  interest 
.matured  and  unpaid  at  end  of  year,  $86,620  ; trustee,  Guaranty  Trust  Co.,  30  Nassau 
Street,  New  York  City. 

These  bonds  were  issued  to  take  up  the  first  mortgage  5 per  cent  bonds  of 
respondent,  for  stocks  and  bonds  of  other  companies  and  for  license  rights. 

Stocks _,  Common. — Authorized,  issued  and  outstanding,  50,000  shares  of  $100 
.par  value  each  ; cash  realized,  $4,055,000  ; Edison  license,  $945,000. 
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Replacement  and  Depreciation  Reserve 

Balance,  January  1,  1909 

Debits  in  1909  

(Withdraways,  etc.:  Structures  — general,  $517.41;  power  plant 
$28,154.79 ; sub-stations,  $4,747.13 ; office  equipment,  $250 ; 
automobiles,  $1,347 ; furnaces,  boilers  and  accessories,  $56,- 
329.84  ; steam  engines,  $29,800 ; electric  generators, 
$6,700.35;  accessory  electric  equipment,  $80,548.49;  miscel- 
laneous power  plant  equipment,  $63,992.49 ; sub-station 
equipment,  $31,875.11  ; poles  and  fixtures,  $1,720.10  ; under- 
ground conduits,  $10,759.35 ; transmission  system,  $463.24 ; 
distribution  system  — overhead,  $7,800.51;  underground,  $15,- 
597.23 ; line  transformers  and  devices,  $8,124.71 ; electric 
services,  $2,267.72;  electric  services — meter  installation, 
$4,872.99 ; meters  installed,  $11,430.49 ; commercial  arc 
lamps,  $202.54  ; signs,  $1,863.60  ; sundries,  $250  ; total,  $369,- 
615.09,  whereof  $261,225.55  represents  withdrawals  of  fixed 
capital  December  31,  1908;  withdrawals  of  capital  in  Kings 
County  Electric  Light  and  Power  Co.,  $69,655  ; direct 
charges  for  extraordinary  repairs,  $38,734.54.) 


Balance,  December  31,  1909. 


$375,164  56 
369,615  09 


$5,549  47 


Debits  in  1910,  transfer  to  account  Accrued  Amortization  of  Capital 


$5,549  47 


Accrued  Amortization  of  Capital 

Credited  in  1909  and  concurrently  charged  to  operating  expenses 

“ general  amortization  ” (l%c.  per  k.  w.  hr.  sold  less  actual  repairs)  $430,260  74 
Credited  in  1910  and  concurrently  charged  to  operating  expenses 


on  same  basis  as  in  1909 539,346  48 

Credit  by  transfer  from  account  replacement  and  depreciation 

reserve 5,549  47 

Other  credits 12,998  73 


Total $988,155  42 

Debits  in  1910  388,937  82 

(Structures-general,  $4,972.89;  power  plant,  $4,768.48;  sub- 
station, $19,200.72  ; office  equipment,  $1,104.30  ; stable  equip- 
ment, $490 ; automobiles,  $1,713.44 ; steam  engines,  $20,- 
471.89  ; accessory  electric  equipment,  $4,110.89  ; miscellaneous 
power  plant  equipment,  $3,478.64 ; substation  equipment, 


$165,795.10 ; poles  and  fixtures,  $39,142.23 ; underground 
conduits,  $3,906.27 ; transmission  system,  $6,338.70 ; dis- 
$165,795.10 ; poles  and  fixtures,  $39,142.23 ; underground 
$9,319.32 ; line  transformers  and  devices,  $13,897.06 ; elec- 
tric services  — overhead,  $2,803.74,  underground,  $254.09; 
meters  installed,  $10,181.44  ; regular  wiring,  $157.69  ; meter 
wiring,  $1,303.27 ; meters  installed,  $14,855.67 ; municipal 
street  lighting,  lamp  posts,  $1,848.89,  arc  lamps,  $11,912.73  ; 
cammercial  arc  lamps,  $11.95 ; glower  and  Nernst  lamps, 
$6,174.83;  signs,  $10.) 


Balance,  December  31,  1910 $599,227  60 

Casualties  and  Insurance  Reserves. — Balance  January  1,  1909,  $139,181.23; 
credits  in  1909  : Insurance  participation  certificates,  $19,821.99  ; transfer  of  casu- 
alty insurance  theretofore  carried  in  the  account  “ insurance  accrued,”  $12,897.5S  ; 
credits  to  casualty  insurance,  $10,402.71 ; debits  in  1909,  none ; balance  December 
31,  1909,  $182,303.51 ; credits  to  casualties  reserve  during  1910,  $17,85S.05  ; credits, 
insurance  participation  certificates,  $20,673.71.  Debits  in  1910 : Settlement  of 

damage  claims,  etc.,  casualties,  $9,829.56 ; balance  December  31,  1910,  $211,005.71. 
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Other  Optional  Reserves. — December  31,  1909  : Guarantee  and  miscellaneous 

reserve,  $33,073.07 ; interest  revenue  reserve,  $187,461.45  ; municipal  lighting  re- 
serve, $4,165.46 ; reserve  for  unpaid  taxes,  $327,983.58 ; reserve  for  interest  on 
unpaid  taxes,  $25,454.81.  December  31,  1910  : Guarantee  and  miscellaneous  re- 

serve, $31,311.72;  municipal  lighting  reserve,  $4,165.46;  interest  revenue  reserve, 
$203,997.56 ; uncollectible  electric  bills  reserve,  $11,173.27. 


INCOME  ACCOUNT 


1909 


1910 


Item 


Total 


Item 


Total 


Operating  revenue . . . 
Revenue  deductions  . 
Operating  ex- 
penses .... 
Uncoiiectible 

bills 

Taxes 


$3,674,845  25 

2,254,245  69 


$1,957,989  06 

24,000  00 
272,256  63 


$2,244,218  07 

30,000  00 
298,909  79 


$4,249,941  15 
2,573,127  86 


Operating  income  $1,420,599  56  $1,676,813  29 

Non  - operating  rev- 
enues : 

Mi  scellaneous 

rent  revenues.  6,384  72  6,251  96  

Interest  on  se- 
curities, loans, 

etc 5,065  42  14,588  93  

Dividend  rev- 
enues   627  00  627  00  


Total  non- 
operating 

revenues  . $12,077  14  

i\«n-operating  reve- 
nue deductions  : 

rent  expense  

Ncn-operating  income  12,077  14 


$21,467  89 
51  95 


21,415  94 


Gross  income  ap- 
plicable to  corpo- 
rate and  leased 

properties 

Deductions  from  gross 

income 

Interest  accrued 
on  funded  debt 
Interest  on  loans 
Interest  on  con- 
sumers’ de- 
posits   

Interest  on  un- 
paid taxes  . . . 
Rent  for  lease 
of  other  elec- 
tric plant  . . . 
Other  contract- 
ual deductions 
Amortization  of 
debt  discount 
and  expense. . 


$1,432,676  70  $1,698,229  23 

1,432,676  70  1,659,983  54 


171,000 

00  

00 

9,428 

51  

13,818 

28 

1,765 

78  

1,901 

89 

3,841 

32 

797,986 

93  

1,016,926 

57 

435,560 

00  

435,560 

00 

16,935 

48  

16,935 

48 

$38,245  69 


Net  corporate  income 
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Corporate  Surplus 

Additions  to  surplus  (“Amount  of  claims  and  interest  on  claims 
against  special  franchise  taxes  for  years  1906,  1907  and  1908, 

$59,492.65  ; allowance  by  city  of  claim  and  interest  on  special 
franchise  tax  for  year  1905,  $9,295.61 ; amount  refunded  by  city 
of  overpayment  of  special  franchise  taxes  for  years  1901  to  1904, 
including  interest,  $20,927.40  ; erroneous  accounting  prior  years, 

$1,323.55 ; interest  revenue  reserve,  $1,583.76 ; net  difference 

transferred  to  lessee  company,  $617.15”) $93,240  12 

Deductions  from  surplus  (“Amount  of  disputed'  taxes  unpaid  De- 
cember 31,  1908,  not  previously  provided1  for,  $58,406.63  ; amount 
of  interest  accrued  on  disputed  taxes  to  December  31,  1908,  $31,- 
341.47 ; erroneous  accounting  previous  years,  $1,369.54 ; miscel- 


laneous credit  memos  canceled,  $2,122.48”) $93,240  12 


Balance  transferred  from  1910  income  accDunt $38,245  69 

Additions  to  surplus  (“Amount  refunded  by  the  United  States  gov- 
ernment for  excess  duty  charged  on  Welsh  coal  imported  during 
the  year  1902,  $1,923.96 ; adjustment  of  erroneous  accounting 
prior  years,  $172.24  ”) 2,096  20 


Total  credits  in  1910 $40,341  89 

Deductions  from  surplus  (“  Expenses  elsewhere  unprovided  for 
3 $38,171.03  ; difference  between  amounts  accrued  in  tax  accounts 
for  the  year  1909,  and  bills  as  rendered  and  actually  paid, 

$1,086.37 ; adjustment  of  erroneous  accounting  previous  years, 

$1,084.49  $40,341  89 


Operating  Revenues 


Quantity  (kw.  hrs.)  Amount  of  revenue 


1909 

1910 

1909 

1910 

Sales  of  Electric  Current: 

Municipal  street  lighting2.... 

11,022,859 

11,768,104 

$481,187 

15 

$504,679 

64 

Lighting  municipal  buildings. . 

1,521,582 

1,687,516 

137,209 

59 

144,862 

13 

Municipal  heat  and  power.  . . . 

418,837 

327,798 

60,990 

48 

59,509 

53 

Commercial  metered  lighting.  . 

26,311,513 

30,790,433 

2,298,143 

28 

2,643,802 

45 

Commercial  metered  power.  . . 

13,366,348 

20,885,523 

667,241 

74 

857,776 

08 

Other  electrical  corporations3.  . 

8,457 

3,390 

635 

36 

324 

60 

Breakdown  service 

470,950 

648,214 

24,851 

70 

31,982 

20 

Total  from  sales  of  current 

53,120,546 

66,110,978 

$3,670,259 

30 

$4,242,936 

63 

Miscellaneous  Revenue: 

Rent  of  electrical  appliances $120  00  $44  50 

Merchandise  and  jobbing  rev- 


enue   

Sale  of  by-products 

Other  miscellaneous  revenue. . . 


3,997  43 
141  94 
326  58 


6,022  10 
649  59 
288  33 


Total  miscellaneous  revenue $4,585  95  $7,004  52 


Total  electric  revenue $3,674,845  25  $4,249,941  15 


1 Compensation  to  employees  for  faithful  work  (profit  sharing). 

2 Includes  both  arc  and  incandescent  lighting. 

3 New  York  and  Queens  Electric  Light  and  Power  Company. 
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Operating  Expenses 


Station  superintendence  and  care . . . 

Boiler  labor 

Engine  labor 

Electric  labor  

Power-plant  labor  

Fuel  for  steam 

Water  for  steam  power  and  gas 

Lubricants  for  power 

Production  supplies  

Station  expense 

Repairs  of  power-plant  buildings  . . . . 

Repairs  of  furnaces  and  boilers 

Repairs  of  boiler  apparatus 

Repairs  of  steam  accessories 

Repairs  of  reciprocating  engines. . . . 

Repairs  of  steam  turbines 

Repairs  of  other  steam  engine  equip- 
ment   

Repairs  of  electric  generators 

Repairs  of  accessory  electric  equip- 
ment   

Repairs  of  station  tools  and  imple- 
ments   

Repairs  of  miscellaneous  station 

equipment  

Electric  energy  from  other  sources. . 

Total  production  expenses 


Transmission  subway  rent 

Transmission  pole  and  fixture  repairs. 
Transmission  underground1  conduit 

repairs  

Overhead  transmission  system  re- 
pairs   

Underground  transmission  system  re- 
pairs   

Substation  labor 

Substation  supplies  and  expenses . . . 

Repairs  of  substation  buildings 

Repairs  of  substation  equipment. . . . 

Total  transmission  expenses.  . . . 

Storage  battery  labor 

Storage  battery  supplies  

Storage  battery  renewals 

Repairs  of  storage  battery  acces- 
sories   


Total  electric  storage  expenses.. 

Electric  distribution  superintendence. 
Electric  distribution  maps  and  rec- 
ords   

Electric  distribution  office  expense. . 
Setting  and  removing  meters  and1 

transformers 

Distribution  subway  rent 

Distribution  pole  and  fixture  repairs. 


1909 

1910 

$19,353 

76 

$23,516 

19 

71,039 

63 

83,223 

88 

31,247 

87 

28,154 

52 

22,702 

01 

22,731 

70 

$144,343 

27 

$157,625 

29 

271,862 

35 

295,336 

37 

27,971 

95 

18,798 

16 

3,758 

16 

3,630 

69 

4,299 

12 

6,167 

72 

3,216 

01 

1,435 

32 

5,521 

98 

8,061 

11 

9,253 

09 

18,378 

92 

5,618 

84 

11,407 

59 

3,152 

55 

3,461 

78 

1,931 

75 

2,699 

96 

1,149 

31 

8,239 

59 

2,348 

68 

425 

36 

756 

46 

• 1,565 

92 

2,542  19 

1,647 

97 

1,393 

39 

110 

04 

7 

81 

950 

24 

1,743 

55 

$489,126  59 

$540,674 

89 

$5,585 

21 

$5,181 

36 

610 

61 

829 

91 

3,079 

98 

2,106 

64 

798 

29 

1,123 

63 

2,562 

14 

4,019 

21 

63,125 

66 

67,679 

38 

5,022 

66 

6,610 

12 

4,120 

06 

2,677 

76' 

12,513  37 

11,147 

25 

$97,417 

98 

$101,375 

15 

$3,191 

25 

$3,494 

67 

1,307 

06 

1,021 

63 

303 

48 

1,054 

69 

301 

10 

268 

00 

$5,102 

89 

$5,838 

99 

$12,766 

08 

$14,621 

85 

8,966 

54 

11,033 

65 

1,263 

05 

678 

87 

67,530 

69 

98,482 

09 

3,206 

67 

3,421 

00 

8,623 

74 

5,357 

97 

Vol.  IV  — 17 


Increase  or 
(D)  decrease. 
$4,161  43 
12,184  2i5 
D 3,093  35 
29  69 


$13,282  02 
23,473  02 
D 9,173  80 
D 127  47 
868  60 
D 1,780  69 
2,529  13 
9,125  83 
5,788  75 
309  23 
768  21 
7,090  28 

D 2,348  68 
331  10 

976  27 

D 254  58 

D 102  23 
793  31 


$51,548  30 


D $403  85 
219  30 

D 973  34 

325  24 

1,457  07 
4,553  72 
1,587  46 
D 1,442  31 
D 1,366  12 


$3,957  17 


$303  42 
D 285  43 
751  21 

D 33  10 


$736  10 


$1,755  77 

2,067  11 
D 584  18 

30,951  50 
214  43 
D 3,265  77 


514  Public  Service  Commission  — First  District. 


Increase  or 

1909  1910  (D)  decrease 

Distribution  underground1  conduit  re- 


pairs   

$5,974 

51 

$10,111 

21 

$4,136 

70 

Overhead  distribution  system  repairs. 

31,639 

17 

28,705 

84 

D 2,933 

33 

Edison  tube  system  repairs 

Other  underground  distribution  sys- 

12,619 

68 

15,293 

67 

2,673 

SO 

tern  repairs 

16,535 

89 

19,386 

80 

3,850 

91 

Repairs  of  electric  services 

4,343 

15 

.8,518 

79 

4,175 

64 

Repairs  of  transformers 

646 

59 

1.020 

24 

373 

65 

Electric  meter  operation 

26,249 

15 

30,356 

78 

5,107 

63 

Electric  meter  repairs 

11,302 

52 

19,285 

74 

7,963 

22 

Total  distribution  expenses 

$209,667 

23 

$266,174 

40 

$66,507 

17 

Commercial  arc  labor 

$4,917 

91 

$4,506 

25 

D $411 

66 

Commercial  arc  supplies 

2,067 

23 

1,689 

74 

D1  377 

49 

Commercial  arc  repairs 

4,010 

89 

3,884 

38 

D 126 

51 

Commercial  incandescent  installation. 

36,077 

35 

30,688 

43 

D 5,488 

92 

Commercial  incandescent  renewals.  . 

109,664 

29 

101,972 

20 

D 7,692 

09 

Inspection  of  consumers’  premises.  . . 

24,661 

75 

27,898 

88 

3,237 

13 

Repairs  of  consumers’  installations. 

34,338 

07 

36,920 

23 

2.582 

16 

Municipal  street  arc  labor 

21,814 

16 

23,963 

47 

2,149 

31 

Municipal  street  arc  supplies 

7,436 

12 

7,457 

27 

21 

15 

Municipal  street  arc  repairs 

Municipal  street  incandescent  instal- 

-  10,370 

10 

12,038 

95 

1,668 

85 

lation  

193 

06 

193 

06 

Municipal  street  incandescent  renew- 

als   

12 

S3 

230 

90 

218 

07 

Municipal  street  incandescent  re- 

pairs   

15 

20 

79 

92 

64 

72 

Total  utilization  expenses 

$255,385 

90 

$251,423 

68 

D $3,962 

22 

Commercial  administration  

$58,173 

69 

$71,398 

93 

$13,225 

24 

Promotion  office  expense 

16,666 

65 

21,390 

S3 

4,723 

88 

Advertising 

39,004 

69 

30,739 

77 

D 8.264 

82 

Canvassing  and  soliciting 

41,969 

31 

47.819 

35 

5,850 

04 

Promotion  wiring  and  devices 

7,752 

67 

13,462 

55 

5,709 

88 

Total  commercial  expenses 

$163,666 

91 

$184,811 

13 

$21,244 

22 

Salaries  and  expenses  of  general  offi- 

cers   

$62,779 

69 

$69,497 

80 

$6,718 

11 

Salaries  and  expenses  of  general 

office  clerks  

64,052 

94 

79,074 

84 

15,021 

90 

General  office  supplies  and  expenses. 

72,152 

18 

41,808 

81 

D 30,343 

37 

General  law  expenses 

13.260 

45 

24,000 

00 

10,739 

55 

Miscellaneous  general  expenses 

36,864 

93 

52,898 

87 

22,043 

94 

Insurance  

26.052 

67 

32.030 

51 

5.977 

84 

Relief  department  and  pensions 

5,102 

81 

5,971 

13 

868 

32 

Franchise  requirements  

22,096 

16 

19,973 

85 

D 2,122 

30 

General  amortization  

430,260 

74 

539,346 

48 

109,085 

74 

Accidents  and  damages 

22,874 

16 

29.483 

36 

6,609 

19 

General  stationery  and  printing .... 

15,689 

18 

15,689 

18 

store  expenses 
Stable  expenses 


4 These  items  are  treated  by  the  respondent  as  suspense  accounts  and  are  cleared 
by  charges  to  the  various  accounts  benefited.  The  storeroom  suspense  charges  to 
operating  expenses  for  the  year  1910  were  as  follows  : General  and  miscellaneous 

expense,  $746.31 ; commercial,  $53.31  ; production,  $319.85 ; transmission,  $23,- 
862.12;  distribution,  $3,784.88  ; utilization,  $319.85.  The  transportation  suspense 
charges  to  operating  expenses  for  the  year  1910,  are  — general  and  miscellaneous, 
$531.70;  commercial,  $102.85;  production,  $302.50;  transmission,  $172.08  ; electric 
storage,  $18.25  ; distribution,  $10,551.34  ; utilization,  $2,031.18. 
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Increase  or 


Inventory  adjustments  — balance. . . . 

1909 

Or.  $5,107  53 
Cr.  1,733  00 
Cr.  Jh919  63 

1910 

Cr.  $6,600  81 

(D)  decrease 
D $1,493  28 
D 1,738  00 

Discount  on  materials  and  supplies. 

Cr.  9,25Jf  18 

I>  4,334  55 

Total  general  expenses 

$737,721  56 

$893,919  83 

$156,198  27 

Total  operating  expenses . . . 

$1,957,989  00 

$2,244,218  07 

$286,229  01 

Taxes 

Assessed  during  year 

Land 

Improvements  on  land 

Special  franchise  

Gross  earnings  

Personal  property 

Other  taxes  — local 

Other  taxes  — federal  

$303,829  23 
7,780  11 
47,748  64 
199,847  00 
29,777  47 
868  90 
9,441  40 
8,365  71 

$332,661  74 
8,278  18 
50,202  49 
217,798  80 
32,726  99 
1,814  99 
11,840  29 
10,000  00 

$28,832  51 
498  07 
2,453  85 
17,951  80 
2,949  52 
946  09 
2,398  89 
1,634  29 

Charged  to  income  during  year  5 . . . 

$272,256  63 

$298,909  79 

$26,653  16 

Paid  during  year 

Land  

Improvements  on  lands 

Personal  property 

Other  taxes  — local 

Other  taxes — federal 

$98,342  69 
$7,780  11 
47,748  64 
868  90 
9,961  81 

$819,357  64 
$8,278  18 
50,202  49 
1,814  99 
9,444  28 
8,568  40 
29,777  47 
711,271  83 

$721,014  95 
$498  07 
2,453  86 
946  09 
D517  53 
8,668  40 
D 116  60 
709,182  67 

Gross  earnings  

Special  franchise 

29,894  07 
2,089  16 

Miscellaneous  Rent  Revenues. — Building.  20th  street  and  Neptune  avenue,  1909, 
$2,496.72;  1910,  $2,499.96;  building,  444  Rodney  street,  1909,  $3,500;  1910,  $3,- 
500 ; apartments,  West  5th  street,  1909,  $288 ; 1910,  $252 ; building,  1909  (one 
month),  $100. 

Rents  Payable  Charged  to  Operating  Expenses 

Amount  charged  to  operating 

expenses 


Description  op  Facility  or  Property 
Attachment  to  elevated  structure,  Brooklyn  Rapid 

Transit  System 

Third  avenue  duct  (2.418  miles),  Brooklyn  Heights 

Railroad  Co 

Subways,  Amsterdam  Electric  Light,  Heat  and  Power  Co. 
Proportion  of  expense,  maintenance  of  first,  second 
and  third  cables  on  Brooklyn  Bridge,  New  York 

Edison  Co.  

Pole  line  privilege,  W.  12th  street,  Coney  Island,  Nassau 

Electric  Railroad  Company 

Building  foot  of  42d  street,  Bush  Terminal  Co 

Attachment  to  poles,  Western  Union  Tel.  Co 

Office,  Sea  Beach  Walk,  Coney  Island 

Office,  5114  Fifth  av 

Office,  884  Broadway 

Third  and  fourth  floors,  339  Adams  street 

Second  floor,  158  Lawrence  street 

Third  floor,  331  Adams  street 

Tabulating  machine  


1909 

1910 

$2,291 

61 

$925 

22 

583 

29 

461 

30 

1,200 

00 

1,200 

00 

3,658 

60 

3,151 

42 

240 

00 

240 

00 

300 

00 

300 

00 

130 

32 

198 

52 

367 

28 

400 

06 

150 

00 

900 

00 

180 

00 

1,080 

00 

900 

00 

1,200 

00 

400 

00 

840 

00 

900 

00 

722 

00 

682 

00 

5 The  difference  between  amounts  assessed  and  those  charged  to  income  evidently 
represents  anticipated  reductions  on  franchise  tax,  etc.,  which  the  company  does 
not  enter  on  its  books. — [Ed.] 
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Amount  charged  to  operat- 
ing expenses 


Description  of  Facility  or  Property  — ( Concluded ) 1909  1910 

Sundry  lots,  various  locations $639  96  $648  00 

Building,  Brighton  Beach 300  00  300  00 

Land,  Brighton  Beacch  65  00  64  96 

Part  of  building,  Hall  street  and  Park  avenue 516  00  326  79 

Minor  rentals  for  pole  privileges,  etc 48  00  142  16 

Club  rooms,  Johnson  building. 800  00 


Total $13,132  06  $14,320  43 


Rent  for  Lease  of  Other  Electric  Plant. — Net  earnings  of  this  company  trans- 
ferred to  Kings  County  Electric  Light  and  Power  Company,  under  lease  agreement, 
December  31,  1909,  $797,986.93;  December  31,  1910,  $1,016,926.57. 

Other  Contractual  Deductions. — Payment  of  coupon  interest  on  Kings  County 
Electric  Light  and  Power  Company’s  first  mortgage  5 per  cent  bonds,  in  1909, 
$125,000  ; in  1910,  $125,000  ; purchase  money  6 per  cent  bonds,  in  1909,  $310,560  ; 
in  1910,  $310,560. 


PHYSICAL  EQUIPMENT 

Station  Equipment. — Installed  during  1909 : Six  water  tube  boilers,  rated 

capacity,  4,500  h.  p. ; 4 superheaters,  rated  capacity,  3,000  h.  p. ; no  withdrawals, 
installed  during  1910 : 4 water  tube  boilers,  rated  capacity,  2,600  h.p.  4 super- 
heaters, rated  capacity,  2,600  h.  p. ; 1 A.  C.  turbo-unit,  9,000  kw. ; 1 booster  for 
outside  feeders,  75  kw. ; 1 motor  driven  exciter,  250  kw.  No  withdrawals. 

Sub-station  Equipment. — Installed  during  1909  : 1 A.  C.  generator,  1,000  kw. 

Installed  during  1910  : 1 rotary  converter,  1,000  kw. ; 3 transformers,  1,200  kw. ; 
10  balancers,  900  kw. ; 3 A.  C.  motor  generators,  3,000  kw.  For  number  of  units, 
kind  and  capacity,  see  Table  XV. 

Circuits. — See  Table  XVI. 

Poles,  Line  Transformers  and  Services. — See  Table  XVII. 

Meters. — Number  of  meters  owned  December  31,  1910,  31,538  ; net  increased  dur- 
ing year,  4,969 ; active  meters  December  31,  1910,  29,357  ; increase  during  year, 
5,421.  For  details,  see  Table  XVIII,  A and  B.  For  disposition  of  meters  owned, 
see  Table  XIX. 

OPERATING  STATISTICS 

Current  Generated,  Bought  and  Sold 


1909  1910 

Kilowatt-hours  generated  81,306,680  95,811,402 

Kilowatt-hours  purchased  44,477  81,043 

Delivered  at  switchboard  81,351,157  95,892,445 

Delivered  over  respondent’s  meters 43,447,273  54,216,017 

Kilowatt-hours  sold  by  respondent 53,120,546  66,110,978 

Kilowatt-hours  used  by  respondent 752,250  787,067 

Kilowatt-hours  lost  and  unaccounted  for 27,478,361  28,994,400 


iSee  Table  XXIII. 

For  other  operating  statistics  see  Table  XX,  connected  load ; Table  XXI,  electric 
current  generated  and  fuel  consumed ; Table  XXII,  maximum  peak  load ; Table 
XXIV,  consumption  by  companies  and  boroughs ; Table  XXIVa,  consumption  of 
electric  current,  public  lighting. 

Accidents.—  See  Tables  XXV-XXIX. 

Employees. — Salaries  of  officers  in  1009,  $27,137.50  ; in  1910,  $33,199.99.  Num- 
ber of  employees  — week  ending  December  18,  1909,  full  time,  1,355,  part  time,  96 ; 
December  17,  1910,  full  time,  1,574  ; part  time,  93  ; total  compensation  paid  offi- 
cers and  employees  in  1909  (including  expense  of  employees),  $1,067,336.48;  in 
1910,  $1,283,019.68.  For  details,  see  Table  XXX-XXXIV. 
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Officers. — President,  Anthony  N.  Brady ; First  Vice-President,  A.  M.  Young ; Second 
Vice-President  and  General  Manager,  W.  W.  Freeman ; Secretary,  J.  H.  Evans ; 
Treasurer,  P.  R.  Atkinson ; General  Counsel,  Parker,  Hatch  & Sheehan ; General 
Purchasing  Agent,  H.  F.  Frasse ; General  Superintendent,  W.  F.  Wells ; General 
Auditor,  R.  D.  Rubright.. 

Directors. — A.  N.  Brady,  A.  M.  Young,  W.  W.  Freeman,  Bernard  Gallagher,  H.  C„ 
Du  Val,  William  Berri,  Seth  L.  Keeney,  Frank  Bailey,  N.  F.  Brady,  Thomas  E, 
Murray,  Walton  Ferguson,  Hugh  J.  Grant  and  W.  F.  Sheehan. 

Main  Business  Office. — 360  Pearl  street,  Brooklyn,  New  York. 


EMPIRE  CITY  SUBWAY  COMPANY  (LIMITED) 

This  company  was  incorporated  July  12,  1890,  pursuant  to  “An  act  to  provide 
for  the  organization  and  regulation  of  certain  business  corporations,”  passed  April 
21,  1875,  and  the  acts  amendatory  thereof  and  supplemental  thereto. 

Its  business  is  solely  the  construction  and  maintenance  of  subways  for  low- 
tension  electrical  conductors  in  the  streets  and  avenues  of  the  boroughs  of  Man- 
hattan and  The  Bronx. 

The  control  of  this  company,  through  the  ownership  of  a majority  of  its  capi- 
tal stock,  was  acquired  by  the  New  York  Telephone  Company,  January  21,  1897. 

The  only  thing  in  the  nature  of  a franchise  is  a contract  made  with  the  city  of 
New  York,  under  the  provisions  of  chapter  231  of  the  Laws  of  1891,  dated  May 
15,  1891,  for  the  construction  and  maintenance  of  low-tension  subways  in  the 
streets  and  avenues  of  the  boroughs  of  Manhattan  and  The  Bronx.  One  of  the 
provisions  of  said  contract  is  an  option  given  to  the  city  of  New  York  to  purchase 
all  the  subways,  conduits  and  ducts  of  the  company. 

Stockholders. — Number  December  31,  1910,  7 ; in  New  York  state,  4.  Total 
voting  power  (number  of  shares),  45,900  of  $100  par  value  each. 

Votes  cast  at  general  meeting  of  April  26,  1910,  45,890 ; by  U.  N.  Bethell  and  H.  F. 
Thurber  as  proxies  for  New  York  Telephone  Company,  40,685  ; by  U.  N.  Bethell, 
on  behalf  of  himself  5,  and  as  proxy  for  Theodore  N.  Vail,  5 ; by  John  W.  Lieb,  Jr., 
on  behalf  of  himself  5,  and  as  proxy  for  the  Edison  Light  & Power  Installation 
Company  5,185  ; by  H.  F.  Thurber,  5. 

Changes  in  1909-1.910. — Subways  were  constructed  in  various  parts  of  the  bor- 
oughs of  Manhattan  and  The  Bronx. 

Common  stock  of  the  par  value  of  $69,000  and  first  mortgage  telegraph  and  tele- 
phone bonds  of  the  par  value  of  $69,000  were  issued  and  sold  at  par  during  1909  in 
payment  of  1908  construction ; and  common  stock  of  the  par  value  of  $197,000 
and  first  mortgage  telegraph  and  telephone  bonds  of  the  par  value  of  $197,000 
were  issued  and  sold  at  par  during  1910  for  1909  construction.  No  franchises  or 
additional  rights  were  acquired. 


BALANCE  SHEET 


Dec.  31,  1909 
$24,032  57 
230,422  52 

26,467  18 
46,133  10 

9,999,836  70 

1,288,928  32 
1,776  73 
392,982  40 


1,451  03 


$12,012,030  55 


Assets  Side 


Cash 

Accounts  receivable  from  tenants 

of  subways 

Other  accounts  receivable 

Materials  and  supplies 

Fixed  capital,  December  31,  1908  : 
Telegraph  and  telephone  sub- 
ways   

Edison  subways 

Blower  installation 

Fixed  capital  installed  since  De- 
cember 31,  1908 

Prepayments  (payroll) 


Total 


Increase  < 

or 

Dec.  31,  1910 

(D)  decrease 

$8,601 

49 

D $15,431 

08 

257,161 

30 

26,738 

78 

5,875 

97 

D 20.591 

21 

50,965 

11 

4,832 

01 

9,988,809 

25 

D 11,027 

45 

1,288,928 

32 

1,776 

73 

685,176 

08 

292,193 

68 

396 

61 

D 1,054 

42 

$12,287,690 

86 

$275,660 

31 
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December  31, 

December  31, 

Increase  or 

1909 

Liabilities  Side 

1910 

(D)  decrease 

$156,388 

13 

Taxes  accrued 

$6,88'o 

00 

D $149,503 

13 

151,790 

00 

Interest  on  funded  debt 

157,700 

00 

5,910 

00 

25,000 

00 

Loans  from  associated  company 

(New  York  Telephone  Co.)  .... 

D 25.000 

00 

112.064 

21 

Miscellaneous  accounts  payable.  . . 

75,022 

70 

D 37,041 

51 

263,580 

00 

Dividends  declared . 

275,400 

00 

11,820 

00 

6,893.000 

00 

Funded  debt  

7,090,000 

00 

197,000 

00 

17,000 

00 

Reserve  for  replacements  and 

renewals 

92,176 

01 

75,176 

01 

4,393,000 

00 

Stocks  

4,590,000 

00 

197,000 

00 

208 

21 

Corporate  surplus  

507 

15 

298 

94 

$12,012,030 

55 

Total  

$12,287,690 

86 

$275,660 

31 

Fixed  Capital  Installed  Since  December  31,  1908 • — Underground  conduits  — - 
expenditures  during  1909,  $392,982  40  ; during  1910,  $292,193.68. 

Materials  and  Supplies. — December  31,  1909  : Merchandise,  $20,723.65  ; tools, 

$21,043.79;  office  furniture  and  fixtures,  $4,365.66;  total,  $46,133.10;  December 
31,  1910 : Merchandise,  $21,712.24  ; tools,  $25,248.49  ; office  furniture  and  fixtures, 

$4,004.38;  total,  $50,905.11. 

Taxes  Accrued. — December  31,  1909:  Special  franchise,  $149,798.63;  State  tax 

on  capital  stock,  $6,589.50;  total,  $156,388.13;  December  31,  1910:  State,  on 

capital  stock,  $6,885. 

Miscellaneous  Accounts  Payable. — December  31,  1909:  Due  New  York  Edison 

Company:  construction  (adjustment),  $8,192.21;  maintenance  contract,  $53,904.80; 
miscellaneous,  trucking,  rents  and  supplies,  $49,967.20.  December  31,  1910 : Due 

New  York  Edison  Company,  maintenance  contract,  $54,331.40 ; miscellaneous, 
trucking,  rents,  supplies,  $20,691.30. 


Funded  Debt1 


Class  and  Name  op  Liability 

Date  of  issue 

Term 

(yrs.) 

Rate 

per 

cent 

Par  value 
of  amount 
issued 
and  out- 
standing 

Cash 

realized  on 
actual  issue 

Consolidated  Tel.  and  Elec.  Sub.  Co.:2 

1st  mtge.  telegraph  and  telephone  bonds .... 

May  20, 1890 

50 

6 

$1,125,000 

2d  mtge.  telegraph  and  telephone  bonds 

May  20,  1890 

50 

6 

1,125,000 

1st  mtge.  Edison  bonds 

May  20.  1890 

50 

6 

125,000 

2d  mtge.  Edison  bonds 

May  20,  1890 

50 

6 

125,000 

Empire  City  Subway  Co.,  Ltd.: 

1st  mtge.  telegraph  and  telephone  bonds 

July  1,1892 

50 

6 

3,989,000 

$3,989,000 

2d  mtge.  telegraph  and  telephone  bonds 

July  1,  1892 

50 

6 

82,000 

82, COO 

1st  mtge.  Edison  bonds 

July  1,1892 

50 

6 

519,000 

519,000 

Total 

$7,090,000 

Interest  on  Funded  Debt. — Accrued  and  paid1  during  1909,  $413,580 ; accrued, 
but  not  due  December  31,  1909,  $144,290  ; matured  and  unpaid  December  31,  1909, 
$7,500 : accrued  during  1910,  $425,400 ; paid  during  1910,  $419,490  ; accrued,  but 
not  due  December  31,  1910,  $150,200 ; matured  and  unpaid  December  31,  1910, 
$7,500. 


1 Trustees  : Mercantile  Trust  Compnnv,  1 90  Broadway,  for  first  mortgages:  At- 

lantic Trust  Company,  now  succeeded  by  Metropolitan  Trust  Company,  trustees 
under  second  mortgage.  For  Consolidated  Telegraph  and  Electrical  Subway  bonds 
assumed.  Atlantic  Trust  Company,  trustee  for  first  mortgage  and  Mercantile 
Trust  Company,  trustee  for  second  mortgage. 

2 “Assumed  bv  resoondent  in  navment  for  low-tension  subways  conveyed  by 
Consolidated  Telegraph  and  Electrical  Subway  Company.” 
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Stocks. — Common  stock  authorized,  '50,000  shares  of  $100  par  value  each  ; total 
amount  issued  and  outstanding,  December  31,  1909,  $4,393,000  ; December  31,  1910, 
$4,590,000  ; cash  realized  on  actual  issue,  $4,590,000  ; dividends  paid  in  1909, 
$248,630  (out  of  earnings  of  1908)  ; declared  but  not  yet  due,  in  1909,  $263,580  ; 
declared  in  1910,  $275,400;  paid  in  1910,  $263,580. 

Reserves. — Reserve  for  Reconstruction  : Blalance,  December  31,  1908,  $100,000 

(“  charged  to  1908  expenses  [income  deductions],  work  which  was  necessary  in 
1908  but,  on  account  of  financial  conditions,  was  carried  over  to  1909,  when  total 
amount  was  expended”)  ; debits  in  1909,  $100,000  (no  details  given). 

Reserve  for  Depreciation : Credits  in  1909,  carried  over  into  1910  as  a re- 

serve, $17,000;  credits  in  1910,  $92,000;  total  credits  (1909-1910),  $109,000; 
debits  in  1910 : “ First  cost  subways  removed  in  1910,  $11,027.45 ; depreciation 

of  tools  in  1910,  $3,871.09 ; depreciation  of  office  furniture  in  1910,  $1,334.80 ; 
cost  of  removal  of  subways,  less  salvage,  $590.65 ; balance,  December  31,  1910, 
carried  forward  to  1911,  $92,176.01. 


INCOME  ACCOUNT 


1909 

1910 

Item  Total 



Item  Total 

Operating  revenue.  . . . 

$1,218  334 

47 

Revenue  deductions  . . 

424,729 

67 

Operating  expenses  . . . 

. . . 3 4 $318,885  83  

$283,741  21  

Taxes 

157,168  92  

4 140,988  46  

Operating  income $696,747  10 

Non-operating  income  : In- 
terest on  loans  and  bank 

balances 6,880  05 


Gross  income  applicable  to 
corporate  and  leased 

properties $703,627  15  $800,878  86 

Deductions  from  gross  in- 
come5   424.152  47  433,179  92 

Interest  accrued  on 

funded  debt  $413,580  00  $425,400  00  

Other  interest  deduc- 
tions   6 7 10,572  47  7,779  92  


Net  corporate  income $279,474  68  $367,698  94 


$793,604  80 
7,274  06 


Corporate  Surplus 

Surplus  December  31,  1908 

Balance  transferred  from  1909  income  account 

Dividends,  6 per  cent  on  $4,393,000  common  stock.  . . . $263,580  00 


Reserve  for  replacements  and  renewals  7 17,000  00 

Surplus,  December  31,  1909 208  21 


$1,313  53 
279,474  68 


$280,788  21  $280,788  21 


3 Includes  an  item  “ Peconstruction  of  subways,  $62,323.96,”  which  is  properly 

chargeable  to  surplus.  [Ed.]. 

4 The  taxes  levied  in  1910  were  $174,111.26  ; from  this  amount  the  company 
has  deducted  a credit  of  $33,122.80,  adjustment  of  special  franchise  taxes  for  the 
years  1908  and  1909,  Which  should  have  been  shown  under  additions  to  surplus. 
[Ed.] 

5 Exclusive  of  $17,000  and  $92,000  set  aside  in  1909  and  1910  respectively  as 
reserves  for  replacements  instead  of  to  the  prescribed  account  ‘‘Accrued  amortiza- 
tion of  Capital.”  As  the  company  has  failed  to  file  a rule  of  depreciation  as 
required  by  the  accounting  order  of  the  Commission,  this  item  is  not  allowed  to 
remain  in  income  deductions  but  is  transferred  to  surplus  deductions. 

0 Interest  on  special  franchise  taxes. 

7 See  note  5 to  income  account. 
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Surplus  December  31,  1909 $208  21 

Balance  transferred  from  1910  income  account 367,698  94 

Dividends  6 per  cent  on  $4,590,000  common  stock $275,400  00  

Reserve  for  replacements  and  renewals  7 92,000  00  

Surplus  December  31,  1910  '507  15  


$367,907  15  $367,907  15 


Operating  Revenues6 


Space  rented  (duct  feet)  Amount  of  revenue 


/ 

A 

— ^ t — 

^ 

\ 

1909 

1910 

1909 

1910 

I.  Rents  of  Ducts  in  Sub- 

ivays 

From  New  York  Tele- 

phone  Company 

5,163.917  89 

5,422,688 

59 

$836,884 

87 

$885,575 

86 

From  New  York  Edison 

Company 

From  Postal  Telegraph- 

1,434,353  99 

1,434,710 

55 

223,093 

84 

226,665 

57 

Cable  Company  

From  Western  Union 

210,219  06 

211,461 

28 

33,391 

46 

33,523 

69 

Telegraph  Company  . . 
From  Holmes  Electric 

189,475  37 

194,665 

50 

30,497 

19 

31,038 

06 

Protective  Company  . . 

80,912  46 

84,232 

26 

13,773 

40 

13,135 

82 

From  American  District 
Telegraph  Company... 
From  Automatic  Fire 

41,544  21 

38,319 

61 

6,489 

91 

6,172 

29 

Alarm  Company  

From  Stock  Quotation 

25,609  55 

25,607 

29 

3,980 

58 

3.980 

63 

Telegraph  Company  . . 
From  Manhattan  Fire 

22,335  96 

22,334 

20 

3,446 

96 

3,446 

96 

Alarm  Company  

1,827  18 

1,560 

20 

331 

56 

272 

41 

From  Mercantile  Electric 

Company 

From  Interborough  Rapid 

4,006  98 

4,006 

98 

650 

14 

650 

14 

Transit  Co.  (Manhat- 
tan Ry.  Co.) 

12,592  40 

11,869 

70 

2,146 

44 

2,138 

34 

From  Special  Fire  Alarm 

Electrical  Signal  Com- 
pany   

1,955  60 

1,955 

60 

303 

14 

303 

14 

From  Commercial  Cable 

Company  

From  Knickerbocker  Tel. 

970  80 

970 

80 

165 

48 

165 

48 

& Tel.  Co 

414  15 

414 

15 

62 

75 

62 

75 

Total  from  rent  of 

ducts  

7,190,135  60 

7,454,790 

71 

$1,155,217 

72 

$1,207,131 

14 

11.  Miscellaneous  revenue 

$17,584 

13 

$11,203 

33 

Total  operating  revenues 

$1,172,801 

85 

$1,218,334 

47 

7 See  note  5 to  income  account. 

s Annual  rentel  value,  for  which  no  hill  is  rendered,  city  denartments : 1909, 

736,189.31  duct  feet  $119,933.10  ; 1910,  738,991.94  duct  feet.  $120,5511.68. 
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Operating  Expenses 


Increase  01 


1909 

1910 

(D)  decrease 

Maintenance  of  subways 

$132,945 

15 

$155,172 

69 

$22,227 

54 

Reconstruction  of  subways 

9 62,323 

96 

D 62,323 

96 

Operation  of  subways 

57,247 

14 

69,460 

38 

12,213 

24 

Examination  of  subways 

4,976 

68 

1,092 

19 

D 3,884 

49 

General  and  miscellaneous  expenses. . . . 

61,392 

90 

58,015 

95 

D 3,376 

95 

Salaries  and  expenses  of  general 

offi- 

. . . . 17,500 

00 

17,500 

00 

Salaries  and  expenses  of  general 

of- 

flee  clerks  

27,047 

34 

24,970 

16 

D 2,077 

18 

General  office  supplies  and  expenses. . . 5,115 

16 

4,496 

82 

D 618 

34 

General  law  expenses 

6,294 

48 

6,942 

90 

648 

42 

Miscellaneous  general  expenses. . . 

4,570 

16 

3,252 

99 

D 1,317 

17 

General  stationery  and  printing.  . 

865 

76 

853 

08 

D 12 

68 

Total  operating  expenses.  . . . 

$318,885 

83 

$283,741 

21  D $35,144 

62 

Taxes 

Assessed  and  charged  to  income 

. . . $157,168 

92  10 

$174,111 

26 

$16,942 

34 

Special  franchise  

149,798 

63 

162,060 

79 

12,262 

16 

Capital  stock,  state 

6,589 

50 

6,885 

00 

295 

50 

“ Mortgage  tax  ” 

00 

985 

00 

640 

00 

“ Subways,  etc.,  not  included  in 

spe- 

cial  franchise  ” 

435 

79 

D 435 

79 

Federal  corporation  

4,180 

47 

4,180 

47 

Paid  during  year 

04 

307,186 

38 

158,556 

34 

Special  franchise  

141,231 

12 

295,431 

41 

154,200 

29 

Capital  stock,  state 

6,618 

13 

6,589 

50 

D 28 

63 

“ Mortgage  tax  ” 

345 

00 

985 

00 

640 

00 

“ Subways,  etc.,  not  included  in 

spe- 

cial  franchise  ” 

435 

79 

D 435 

79 

Federal  corporation  

4,180 

47 

4,180 

47 

Rents  Charged  to  Operating  Expenses 

Flower  station  rent,  to  New  York  Telephone  Company.. 

Office  rent,  to  New  York  Telephone  Company 

Storeyard,  Forty-ninth  street 

Storeroom,  140  West  Thirty-eighth  street 

Blower  station  rent,  145  East  Forty-second  street 


1909 

$10,500  00 
10,432  00 
3,666  66 
1,200  00 
720  00 


1910 

$10,500  00 
10,432  00 
4,000  00 
1,200  00 


Total 


$26,518  66  $26,132  00 


PHYSICAL  EQUIPMENT 


Ducts  owned  and  rented  ( duct  feet) 


Ducts  rented  

City  departments  (no  rental) 
Unoccupied  


December 
31,  1909 

>7,190,135  60 
736,189  31 
9,591,678  12 


December 
31,  1910 

7,454,796  71 
738,991  94 

ii 


Total  owned 


17,518,003  03 


Accidents. — See  Table  XXV-XXIX. 


9 See  footnote  3 to  Income  Account 

10  See  footnote  4 to  Income  Account. 

11  Not  reported. 
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Employees  and  Wages  12 


Chemists,  engineers,  etc 

Cashiers  and  bookkeepers  — 

men 

Clerks  and  other  office  help  — 
male 

Clerks  and  other  office  help  — 

female 

Other  salaried  employees  — 

men 

Foremen 

Inspectors 

Engineers  (stationary) 

Blacksmiths,  machinists  and 
other  mechanics 


NUMBER  OF  PERSONS  EMPLOYED 

NUMBER  ' 

OF  UNITS 

OF  SERVICE  REN- 

TOTAL  SALARIE8  AND 

DERED 

(weeks 

WAGES  PAID 

1909 

1910 

OR  MONTHS) 

Dec.  31 

Maxi- 

Dec.  31 

Maxi- 

1909 

1910 

1909 

1910 

mum 

mum 

f 12 

3 

15 

3 

36m. 

31  |m. 

$7,750  00 

$6,900  00 

\ 

14 

21 

642w. 

743w. 

12,182  00 

14,878  83 

2 

2 

3 

3 

104w. 

136w. 

2,392  00 

3,070  00 

( i 

1 

1 

1 

12m. 

12m. 

3,000  00 

3,000  00 

1 27 

29 

33 

33 

1 , 400w. 

l,541w. 

25,415  00 

27,885  34 

1 

2 

1 

2 

55w. 

55w. 

718  00 

550  00 

1 

1 

1 

1 

12m. 

12m. 

2,100  00 

2,100  00 

1 

1 

1 

1 

12m. 

12m. 

2,250  00 

2,362  50 

/ 2 

3 

2 

2 

26m. 

24m. 

5,425  00 

5,175  00 

l 16 

17 

15 

17 

84  lw. 

810w. 

14,801  00 

14,594  00 

4 

4 

191w. 

3,333  00 

1 

1 

20w. 

306  30 

Officers.- — President,  Union  N.  Bethell ; First  Vice-President,  Secretary  and  Gen- 
eral Counsel,  John  H.  Cahill ; Second  Vice-President  and  General  Manager,  Howard 
F.  Thurber  ; Assistant  Secretary,  Charles  L.  Kingsley  ; Treasurer,  Ford  Huntington  ; 
Auditor,  Walter  Brown;  Chief  Engineer,  Clement  1.  Walker;  General  'Superintend- 
ent, Henry  C.  Vance. 

Directors. — Union  N.  Bethell,  John  H.  Cahill,  John  W.  Lieb,  Jr.,  Howard  F. 
Thurber,  Theodore  N.  Vail. 

Main  Business  Office. — 15  Dey  street,  New  York  City. 


EQUITY  GAS  COMPANY 

[Inactive] 

No  report  has  been  filed  by  this  company,  which  is  controlled  by  the  Brooklyn 
Union  Gas  Company  through  ownership  of  its  entire  capital  stock  and  bonds. 
(See  investment  account  of  latter  company.)  The  controlling  company  holds  and 
operates  the  property  of  the  Equity  Gas  Company  on  sufferance,  no  formal  lease 
having  been  made. 

Corporate  history. — The  Equity  Gas  Company  was  incorporated  on  May  27, 
JS96,  to  take  and  possess  the  property  and  franchises  of  the  Equity  Gas  Light 
Company  of  the  Eastern  District  of  the  city  of  Brooklyn.  The  latter  company 
was  incorporated  on  January  23,  1874  and  operated,  under  a franchise  granted  by 
the  Legislature  on  April  9,  1874,  until  1896.  The  company  having  defaulted  in 
interest  payments  on  its  bonds,  the  Farmers’  Loan  and  Trust  Company,  trustee, 
commenced  foreclosure  proceedings,  and  on  February  29,  1896,  the  Supreme  Court 


12  The  figures  given  below  do  not  include  general  officers,  nor  do  they  include 
the  outside  laboring  forces  employed  in  the  construction  and  maintenance  of  sub- 
ways, as  the  company  reports  that  its  books  and  records  have  not  been  kept  in 
such  a manner  as  to  render  the  information  requested  as  to  employees  of  that 
character  readily  obtainable.  During  that  part  of  the  year  in  which  the  city 
permitted  the  construction  of  subways.  April  7.  1909  to  December  31,  1909,  and 
March  25,  1910  to  December  31,  1910.  the  daily  average  number  of  laborers 
employed  on  such  work  was  approximately  497  in  1909.  and  262  in  1910,  such 
laborers  being  paid  a compensation  varying  from  $1.50  to  $5.83  per  day,  the 
average  being,  approximately,  $2.00  per  day. 
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ordered  the  sale  of  the  property  covered  by  the  two  mortgages.  The  deed  of  sale 
dated  May  1,  1896,  states  that  on  March  31,  1896  the  property  was  sold  to  the 
highest  bidder,  John  Alfred  Prigge,  Jr.,  for  the  sum  of  $100,000,  and  that  he 
assigned  the  same  to  Henry  P.  Chilton,  by  whom  the  payment  was  made.  Prior 
to  the  foreclosure  proceedings  a plan  or  agreement  had  been  made  between  Henry 
P.  Chilton,  Arthur  Reed,  and  George  R.  Evans,  which  plan  provided  that  the 
purchaser  at  the  foreclosure  sale  should,  with  his  two  associates,  organize  a new 
corporation  to  be  known  as  the  Equity  Gas  Company,  with  a capital  stock  of 
$250,000  and  a funded  debt  of  $250,000,  which  stock  and  bonds  were  to  be  issued 
by  the  company  in  consideration  of  the  property  and  franchises  vested  in  it.  On 
May  22,  1896,  in  pursuance  of  this  plan,  Henry  P.  Chilton  sold  the  property 
which  he  had  purchased  at  the  foreclosure  sale  to  the  Equity  Gas  Company, 
which  company,  however,  did  not  file  its  certificate  of  incorporation  with  the 
.Secretary  of  State  until  May  29,  1896.  The  Brooklyn  Union  Gas  Company  re- 
ports that  it  obtained  possession  of  the  securities  of  this  company  on  May  31,  1897. 

Securities  issued. — Capital  stock,  2,500  shares  of  a par  value  of  $100  each, 
$250,000;  bonds,  $250,000;  issued  July  1,  1896;  date  of  maturity,  January  1, 
1916;  interest  5 per  cent,  payable  January  and  July. 

Property  owned. — - “ The  Equity  Gas  Company  owns  a gas  plant  in  the  borough 
of  Brooklyn,  situate  on  the  south  side  of  Maspeth  avenue,  and  the  west  side  of 
Porter  avenue,  in  the  borough  of  Brooklyn,  city  of  New  York  and  the  property 
consists  of  a carburated  water  gas  manufacturing  plant  with  one  holder  of  a 
capacity  of  450,000  cubic  feet.  This  plant  is  in  the  possession  of  The  Brooklyn 
Union  Gas  Company  and  has  been  since  May,  1896.  The  Brooklyn  Union  Gas 
Company  is  manufacturing  gas  at  this  plant.  The  Equity  Gas  Company  owns 
no  gas  mains  in  the  streets  and  gas  manufactured  at  the  plant  of  the  Equity  Gas 
Company,  is  distributed  by  The  Brooklyn  Union  Gas  Company,  through  the  mains 
of  the  latter  company.  The  Equity  Gas  Company  has  never  sold  any  gas  to  con- 
sumers ; has  never  kept  any  books  of  account.”  (Petition  for  merger  of  Equity 
Gas  Company  by  The  Brooklyn  Union  Gas  Company,  May  10,  1909.) 

The  gas  works  above  mentioned  have  a 24-hour  capacity  of  2,100,000  cubic  feet 
of  gas  and  are  more  fully  described  in  the  report  of  The  Brooklyn  Union  Gas 
Company  (see  Tables  I,  III  and  IV).  The  original  cost  of  the  plant  has  not  been 
reported  to  the  Commission,  but  the  expenditures  made  thereon  by  The  Brooklyn 
Union  Gas  Company  and  charged  to  its  Fixed  Capital  accounts  have  been  re- 
ported as  follows  : 


From  time  of  seizure  to  December  31,  1907 $25,655  19 

Year  ended  December  31,  1908 905  90 

Year  ended  December  31,  1909 0 

Year  ended  December  31,  1910 0 


THE  FLATBUSH  GAS  COMPANY 

Incorporated  March  31,  1864,  under  an  act  of  the  Legislature  passed  February 
16,  1848.  The  entire  stock  of  the  company  was  acquired  in  May.  1897,  by  the 
Brooklyn  Union  Gas  Company.  It  supplies  Ward  29,  Borough  of  Brooklyn,  with 
water  gas  and  electricity,  and  Ocean  Parkway  from  Foster  avenue  to  "Atlantic 
Ocean,  with  electricity. 

Stockholders. — Number  April  12,  1910,  8,  all  residing  in  New  York  state.  Total 
voting  power  (number  of  shares),  4,000  of  $50  par  value  each,  all  owned  by  The 
Brooklyn  Union  Gas  Company. 

Changes  in  lOOO^-lblO. — In  December,  1909,  the  company  secured  a franchise 
from  the  City  of  New  York,  authorizing  the  company  to  supply  electricity  on  Ocean 
Parkway  and  streets  next  adjoining,  from  Foster  avenue  to  the  Atlantic  Ocean. 
The  term  of  the  franchise  is  25  years  from  December  17,  1907,  with  privilege  of 
renewal  for  25  years. 

Important  changes  made  in  plant  in  1909:  Exhauster  house,  consisting  of  two 

750  M.  cu.  ft.  Connersville  exhausters,  each  driven  by  a 300  h.  p.  Buckeye  gas 
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engine ; one  5,000,000  cu.  ft.  gas  holder ; one  620  h.  p.  Babcock  andi  Wilcox  boiler 
for  electric  station.  In  1910  : One  2500  K.  V.  A.  Allis  Chalmers  turbo-generator 

and  condenser;  1 General  Electric  turbine  driven  exciter;  S'  Wing  typhoon  blowers 
in  boiler  room  ; completed  installation  of  two  300  h.  p.  Buckeye  Engine  Co.  gas 
engines  to  drive  Connersville  Blower  Co.  exhausters.  Details  of  new  mains,  services 
and  meters  are  shown  in  statistical  tables. 

On  January  1,  1909,  the  Brooklyn  Union  Gas  Company  reduced  the  price  of  gas 
sold  to  this  company  from  60  cents  to  50  cents  per  M.  cu.  ft. 


BALANCE  SHEET 


Increase  or 

Dec.  31,  1909  Assets  Side  Dec.  31, 1910  (D)  decrease 

Current  assets : 


$35,341 

04 

Cash 

$28,982  16 

D $6,358 

88 

59,907 

53 

Accounts  with  City  of  New  York 

38,868  45 

D 21,049 

08 

50,891 

74 

Consumers’  accounts  receivable. 

68,730  61 

17,838 

87 

4,124 

33 

Other  accounts  receivable 

3,356  88 

D 767 

45 

45,438 

04 

Materials  and  supplies 

56,480  69 

11,042 

66 

622,075 

29 

Fixed  Capital,  Dec.  31,  1908  — 

electric  

608,531  53 

D 13,543 

76 

761,119 

92 

Fixed  Capital,  Dec.  31,  1908  — gas . . 

732,791  77 

D 28,328 

15 

84,069 

69 

Fixed  capital  installed  since  Dec.  31, 

1908  — electric  

267,876  73 

183,807 

04 

615,920 

01 

Fixed  capital  installed  since  Dec.  31, 

1908  — gas 

638,688  75 

122,768 

74 

430 

00 

Special  deposits  

6,575  00 

6,145 

OO 

6,804 

56 

Prepayments  (insurance) 

7,917  16 

1,112 

60 

5,941 

08 

Suspense  

6,876  87 

935 

79 

$2,192,063 

23 

Total  

$2,465,666  60 

$273,603 

37 

Liabilities  Side 

$52,983 

30 

Taxes  accrued  

$1,597  19 

D $51,386 

11 

4,011 

68 

Interest  on  funded  debt 

8,041  68 

4,030 

00 

4,250 

01 

Interest  on  unfunded  debt 

4,260  05 

04 

774,223 

46 

Owing  to  associated  companies 

1,117,504  21 

343,280 

75 

500,000 

00 

Bills  payable  — due  on  demand 

600,000  00 

3,379 

60 

Consumers’  deposits  — electric 

6,605  44 

2,225 

84 

32,262 

90 

Consumers’  deposits  — gas 

39,660  87 

7,407 

97 

30,724 

45 

Miscellaneous  accounts  payable 

53,272  23 

22,547 

78 

190,000 

00 

Funded  debt  

190,000  00 

94,962 

22 

Accrued  amortization  of  capital .... 

200,953  94 

105,991 

72 

200,000 

00 

Stocks  

200,000  00 

305,275 

61 

Corporate  surplus  

144,780  99 

D 160,494 

62 

$2,192,063 

23 

Total  

$2,465,666  60 

$273,603 

37 

Details  of  Assets  and  Debit  Balances 


Fixed  Capital,  December  SI,  1908.1 — Electric : Balance  December  31,  1908, 

$626,456.83 ; withdrawals  or  retirements  in  1909,  $4,381.64  ; in  1910,  $13,643.76 ; 
balance  December  31,  1910,  $608,531.63.  Gas : Balance  December  31,  1908, 

$763,453.77 ; withdrawals  or  retirements  in  1909,  $2,333.85  ; in  1910,  $28,328.15  ; 
balance  December  31,  1910,  $732,791.77. 

Description  of  Capital  Withdrawn. — During  1909  : Electric  — 4,500  ft.  3-inch 

tile,  $168.75 ; 2,944  ft.  wrought  iron  pipe,  $500.35 ; wire  and  cable  removed, 
$1,592.63 ; arc  lamps  and  lamp  posts,  $1,969.81 ; leather  belting,  $150 ; total, 
$4,381.54.  Gas  — cast  iron  pipe  taken  up,  $666.78;  old  lead,  $12.53;  one  station 
meter  drum,  $800 ; 133  meters,  $854.54 ; total,  $2,333.86.  During  1910 : Elec- 


Not  segregated  by  company. 
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trie  — two  Brush  arc  light  machines,  $2,830.37  ; 88  Nernst  lamps,  $959  ; one  75  h.  p. 
tandem  compound  engine,  $1,700 ; 168  electric  meters,  $3,477.41 ; wire  and  cable 
removed,  $4,533.76;  leather  belting,  $43.22;  total,  $13,543.76.  Gas  — cast  iron 
pipe  taken  up,  $2,290.67  ; old  lead,  $4.10;  one  6%  x7  vertical  engine,  $201.53;  one 
8x9  vertical  engine,  $272.50 ; one  150  M.  cu.  ft.  gas  holder,  $25,559.35 ; total, 
$28,328.15. 

Fixed  Capital  Installed  Since  December  31,  1908 • — See  Table  XXXIX. 


Book  value  December  31, 


Materials  and  Supplies 

1909 

1910 

Electric : 

Steam  coal 

75 

$3,380 

00 

Carbons  

53 

1,092 

56 

Arc  globes 

20 

517 

14 

Incandescent  lamps 

45 

1,323 

44 

Wire  and  cable 

69 

14,473 

62 

Underground  tubing  and  material 

2,515 

41 

4,595 

40 

Poles 

19 

1,336 

07 

Lubricants  and  waste 

70 

455 

59 

■Service  stock 

79 

5,545 

86 

Appliance  stock  

812 

52 

244 

49 

Station  stock 

06 

2,896 

76 

Distribution  supplies 

65 

8,025 

04 

Gas : 

Main  stock  

1,189 

99 

903 

87 

Service  stock  

92 

10,357 

15 

Appliance  stock 

40 

1,333 

71 

Construction  stock  

1,089 

79 

Total  

04 

$56,480 

69 

Special  Deposits. — December  31,  1909,  coupon,  $395;  on  bids,  $35;  December  31, 
1910,  coupon,  $4,425  ; on  bids,  $1,400  ; security  paving  Ocean  Parkway  franchise, 
$750. 

Suspense. — Legal  expenses  incident  to  obtaining  franchise  on  Ocean  Parkway 
December  31,  1909  and  1910,  $5,941.08  ; cash,  street  lighting,  gas,  September,  1910 
(representing  difference  in  reconciliation  of  account  with  Brooklyn  Union  Gas 
Company),  December  31,  1910,  $935.79. 


Details  of  Liabilities  and  Credit  Balances 


Taxes  Accrued: 

'Special  franchise  

Gross  earnings  — state  

Owing  to  Associated  Companies: 

Brooklyn  Union  Gas  Company,  open  account  at 

5 per  cent2 3 

Bills  Payable: 

Loans  from  banks,  due  on  demand  at  4 per  cent. . 
Consumers’  Deposits: 

Electric : 


Dec.  31,  1909 

$50,349  47 
2,633  -83 

774,223  46 
500,000  00 


1909 

Added  during  year $2,125  00 

Refunded  during  year. . . 950  40 

Net  increase 1,174  60 

Balance  

Interest  paid  on  deposits 

refunded 37  89 


1910 

$4,255  00 
2,029  16 
2,225  84 


117  74 


3,379  60 


Dec.  31,  1910 
2 $1,597  19 


1,117,504  21 
500,000  00 


5,605  44 


2 Eleven  per  cent  of  1910  tax. 

3 The  interest  rate  was  reduced  to  3 per  cent  on  October  1,  1910. 
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1909 

Gas  : 

Added  during  year $17,642  00 


Refunded  during  year..  10,394  93 

Net  increase 7,247  07 

Balance 
Interest  paid  on  deposits 

refunded 707  37 


(For  number  of  deposits,  see  Table  XL.) 
Miscellaneous  Accounts  Payable: 

Merchandise 

Unclaimed  consumers’  cash 


1910  Dec.  31,  1909  Dec.  31,  1910 

$20,721  00 
13,313  03 
7,407  97 


$32,252  90 


$39,660  87 


990  18 


30,274  45 
450  00 


52,822  23 
450  00 


Funded  DeM. — Twenty-one-year  first  mortgage  bonds,  iSeptember  11,  1890,  5 per 
cent,  payable  March  and  September ; authorized,  issued  and  outstanding,  $55,000  ; 
interest  accrued  during  1909,  $2,750  (paid);  during  1910,  $2,750;  paid,  $2,650. 
Twenty-year  second  mortgage  bonds,  March  1,  1894,  6 per  cent,  payable  March  and 
September;  authorized,  $150,000;  issued  and  outstanding,  $135,000;  interest  accrued 
during  1909,  $8,100  (paid)  ; during  1910.  $8,100 ; paid.  $4,170.  Trustee.  Long 
Island  Loan  & Trust  Company,  40—2  Court  street,  Brooklyn,  N.  Y. 

Stocks. — Authorized,  issued  and  outstanding,  4,000  shares  of  common  stock  of 
$50  par  value  each  ; cash  realized  on  amount  issued,  unknown  ; dividends  declared 
or  paid  during  1909  and  1910,  none. 

Accrued  Amortization  of  Capital. — Electric:  Credits  during  1909  (on  basis  of  3 

cents  per  kw.  hr.  sold,  less  actual  repairs),  $55,249.36;  debits  during  1909,  arc 
lamps,  $3,268 ; copper,  etc.,  $435.58 ; cooling  tower  and  copper  wire,  $1,518.75 ; 
total,  $5,222.33  ; credit  balance,  December  31,  1909.  $50,027.03 ; credits  during  1910, 
$61,764.71;  credit  balance,  December  31,  1910,  $111,791.74.  Gas:  Credits  during 

1909  (on  basis  of  13  cents  per  M.  sold  less  actual  repairs),  $46,192.13  ; debits  during 

1909,  2,920  lbs.  cast  iron  pipe,  $48  ; old  material,  $1,208.94  ; total,  $1,256.94  ; credit 
balance  December  31,  1909,  $44,935.19 ; credits  during  1910,  $46,463.46 ; debits 
during  1910,  depreciation  on  gas  holder,  $2,236.45 ; credit  balance,  December  31, 

1910,  $89,162.20;  credit  balance,  gas  and  electric,  December  31,  1910,  $200,953.94. 


INCOME  ACCOUNT 

1909  1910 


Item 


Operating  revenues,  electric 

Revenue  deductions,  electric 

Operating  expenses $164,400  01 

Taxes 6,364  25 

Uncollectible  bills 473  37 


Operating  income,  electric... 

Operating  revenues,  gas 

Revenue  deductions,  gas 


Operating  expenses 382,527  32 

Taxes 10,711  54 

Uncollectible  bills 3,616  88 


Operating  loss,  gas 

Total  operating  loss.  . . . 
Non-operating  income : In- 
terest   


Total  Item  Total 

$180,403  45  $212,950  93 

171,237  63  212,790  60 

$200,030  25  

9,558  70  

3,201  65  


$9,165  82  $160  33 


$366,628  01  $443,576  02 

396, S55  74  489,742  60 

465,437  53  

18,106  22  

6,198  85  


$30,227  73  $46,166  58 


$21,061  91  $46,006  25 

880  53  975  44 


Gross  loss  applicable  to  corpo- 
rate and  leased  properties. 


$20,181  38 


$45,030  81 
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Deductions  from  gross  income  : 
Interest  on  funded  debt.  . 

Interest  on  loans 

Interest  on  consumers’ 
deposits 

Net  corporate  loss.. 


1900  1910 

Item  Total  Item  Total 

$52,706  55  $72,114  50 

$10,850  00  $10,850  00  

41,171  29  60,156  58  

745  20  1,107  92  


$72,947  93  $117,145  31 


Corporate  Surplus 

Surplus  December  31,  1908 

Sale  of  old  materials,  etc 

Balance  transferred  from  1909  income  account $72,947  93 

Deductions  from  city  bills,  etc 1,227  76 

Surplus  December  31,  1909 305,275  61 


$379,451  30  $379,451  30 


$305,275  61 

1,091  64 

3,308  19 

893  16 

516  13 

16  70 

314  59 

$117,145  31  

205  05  

1,445  83  

25,375  64  

22  64  

7,021  32  

334  89  

11,042  44  

3,219  79  

462  12 

300  00  

144,780  99  


$311,416  02  $311,416  02 


Operating  Revenues 

Quantity  (kw.  hours) 

Amount 

of  Revenue 

. A 

t 

— \ 

( 

Sales  of  Electric  Current 

1909 

1910 

1909 

1910 

Municipal  street  lighting  — arc . . 

1,512,242 

1,587,301 

$81,487 

91 

$82,331 

71 

Municipal  street  lighting  — incan- 

descent   

468 

38 

37 

Lighting  municipal  buildings 

88,452 

99.927 

8,844 

50 

9,498 

62 

Municipal  heat  and  power 

16,036 

13,761 

1,123 

90 

1,022 

29 

Commercial  flat  rate  lighting — arc 

4 

233 

60 

Commericial  metered  lighting 

701.598 

962.343 

82.263 

74 

111,188 

37 

Commercial  metered  power 

66.001 

93,706 

5,076 

60 

7,467 

16 

Battery  charging  

28,217 

19,879 

1,452 

19 

994 

02 

Total  from  sales  of  current.  . 

2,412,546 

2,777,385 

$180,248 

84 

$212,774 

14 

Surplus  December  31,  1909 

Adjustment  franchise  tax,  1903,  1904,  1905,  gas.... 
Adjustment  franchise  tax,  1906,  1908,  1909,  gas.  . . . 
Adjustment  franchise  tax,  1903,  1904,  1905,  electric. 
Adjustment  franchise  tax,  1906,  1908,  1909,  electric. 

Corrections  in  city  bills 

Distribution  pole  and  fixture  repairs 

Balance  transferred  from  1910  income  account 

Expenses  elsewhere  unprovided  for 

Bad  debts  written  off 

Other  deductions  from  surplus,  gas  : 

Material  withdrawn  from  service 

Deductions  from  city  bills 

Interest  on  special  franchise  taxes 

Gas  stoves  returned  1909  and  charges  canceled. 
Other  deductions  from  surplus,  electric : 

Material  withdrawn  from  service 

Deductions  from  city  bills 

Electric  appliances  returned  1909  and  charges 

canceled 

Taxes  on  Ocean  Parkway  franchise  1908,  1909.  . 

Surplus  December  31,  1910 


$378,629  33 
821  97 


4 Unknown. 


5'28  Public  Service  Commission — -First  District. 


Quantity  (kw.  hours)  Amount  of  Revenue 

1909  1910  1909  1910 

Rent  of  electric  appliances $69  35  $49  15 

Electric  merchandise  and  jobbing 

revenue 7 19  112  94 

Sale  of  byproducts  78  07  14  70 


Total  miscellaneous  revenues $154  61  $176  79 


Total  electric  revenues $180,403  45  $212,950  93 


(Quantity  M.  cu.  ft.) 


Sales  of  Gas  , 

Municipal  street  lighting 

Lighting  municipal  buildings 

A 

13,014 

7,617 

15,248 

7,058 

723 

9,578 

514,022 

7,184 

-v 

$9,760  55 
5,714  10 

$11,436 

5,292 

543 

7,661 

410,928 

5,747 

03 

15 

24 

80 

11 

44 

Prepaid  gas 7,402 

Commercial  metered  lighting 427,823 

Commercial  heat  and  power 

5,921  39 
342,093  70 

Total  sales  of  gas 455,856  i 

553,813 

$363,489  74 

$441,608 

86 

Gas  merchandise  and  jobbing 

$3,138  27 

$1,967 

16 

Total  gas  revenues 

$366,628  01 

$443,576 

02 

Operating  Expenses 

Increase  or 

Electric : 

1909 

1910 

(D)  decrease 

Power  plant  labor 

$17,191 

88 

$20,766 

18 

$3,574 

30 

Fuel  for  power 

23,852 

41 

28,691 

29 

4,838 

88 

Water  for  steam  power  and  gas. . . 

1,671 

97 

1,856 

99 

185 

02 

Lubricants  for  power 

756 

32 

1,056 

66 

300 

34 

Station  expense  

2,553 

65 

2,195 

89 

D 357 

76 

Repairs  of  power  plant  buildings.. 

417 

68 

635 

29 

217 

61 

Repairs  of  boilers  and  accessories. 

1,486 

27 

2,584 

52 

1,098 

25 

Repairs  of  steam  engines 

1,250 

26 

1,325 

01 

74 

75 

Repairs  of  power  plant  electric 

equipment  

798 

54 

409 

43 

D 389 

11 

Miscellaneous  station  repairs .... 

197 

78 

332 

71 

134 

93 

Total  production  expenses 

$50,176 

76 

$59,853 

97 

$9,677 

21 

Electric  distribution  superintend- 

ence 

$2,547 

29 

$3,980 

48 

$1,433 

19 

Electric  distribution  maps  and 

records  

556 

24 

774 

60 

218 

36 

Setting  and  removing  meters  and 

transformers  

2,663 

90 

7,264 

65 

4,600 

75 

Distribution  pole  and  fixture  re- 

pairs  . 

2,741 

54 

4,788 

19 

2,046 

65 

Distribution  underground  conduit 

repairs 

895 

47 

1,117 

63 

222 

16 

Distribution  system  repairs 

6.279 

82 

6,953 

01 

673 

19 

Repairs  of  electric  services 

994 

83 

1,721 

44 

726 

61 

Repairs  of  transformers 

220 

55 

92 

20 

D 128 

35 

Electric  meter  operation  and  re- 

pairs  

950 

91 

1,272 

71 

321 

80 

Total  distribution  expenses.. 

$17,850 

55 

$27,964 

91 

$10,114 

36 
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Increase  or 


1909 

1910 

(D)  decrease 

Commercial  incandescent  opera- 

tion  

$8,711 

75 

$10,907 

21 

$2,195 

46 

Consumers’  installation  expenses . 

3,074 

21 

3,656 

20 

581 

99 

Municipal  street  arc  operation . . 

4,615 

89 

2,926 

26 

D 1,689 

63 

Municipal  street  arc  repairs 

2,228 

35 

1,710 

29 

D 518 

06 

Municipal  street  incandescent  op- 

eration  

2 

80 

2 

80 

Municipal  street  incandescent  re- 

repairs  

2 

00 

2 

00 

Total  utilization  expenses .... 

$18,630 

20 

$19,204 

76 

$574 

56 

Commercial  administration  

$3,988 

06 

$4,790 

68 

$802 

62 

Promotion  office  expense 

437 

57 

553 

29 

115 

72 

Canvassing  and  soliciting 

531 

00 

643 

99 

112 

99 

Total  commercial  expenses... 

$4,956 

63 

$5,987 

96 

$1,031 

33 

Total  direct  operating  ex- 

penses  

$91,614 

14 

$113,011 

60 

$21,397 

46 

Gas  : 

Repairs  of  works  and  station 

structures 

$76 

78 

$1,091 

04 

$1,014 

26 

Repairs  of  gas  engines 

55 

65 

55 

65 

Repairs  of  gas  apparatus 

67 

75 

1,654 

24 

1,586 

49 

Gas  storage  

4,587 

20 

6,220 

78 

1,633 

58 

Gas  purchased  5 

247,483 

06 

301,441 

52 

53,958 

46 

Total  production  expenses . . . 

$252,214 

79 

$310,463 

23 

$58,248 

44 

Transmission  pumping  

$2,117 

36 

$2,117 

36 

Distribution  superintendence  .... 

$6,638 

29 

9,678 

99 

3,040 

70 

Distribution  supplies  and  expenses. 

2,130 

88 

4,902 

70 

2,771 

82 

Gas  meter  and  installation  work.. 

13,638 

91 

15,362 

84 

1,723 

93 

Work  on  consumers’  premises.... 

6,217 

29 

7,407 

96 

1,190 

67 

Repairs  of  gas  mains 

3,452 

35 

13,166 

72 

9,714 

37 

Repairs  of  gas  services 

1,585 

22 

3,334 

37 

1,749 

15 

Repairs  of  gas  meters 

7,054 

75 

5,637 

43 

D 1,417 

32 

Repairs  of  distribution  tools 

743 

52 

592 

75 

D 150 

77 

Total  transmission  and  distribu- 

tion expenses  

$41,461 

21 

$62,201 

12 

$20,739 

91 

Street  lamp  repairs 

Cr.  $268 

35 

Cr.  $9Jf 

11 

$174 

24 

Commercial  administration  

$16,695 

37 

$21,255 

46 

$4,560 

09 

Promotion  office  expense 

701 

86 

1,303 

12 

601 

26 

Canvassing  and  soliciting 

2,497 

62 

1,378 

05 

D 1,119 

57 

Total  commercial  expenses . . 

$19,894 

85 

$23,936 

63 

$4,041 

78 

Total  direct  operating  ex- 

penses   

$313,302 

50 

$396,506 

87 

$83,204 

37 

5 From  Brooklyn  Union  Gas  Company  ; in  1909,  494,906  M.  cu.  ft.  at  50  cents  ; 
in  1910,  602.883  M.  cu.  ft.  at  50  cents ; the  rate  was  reduced  from  60  cents  to 
50  cents  on  January  1,  1909. 
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1909  1910 


Electric 

Gas 

Electric 

Gas 

' \ 

operations 

operations 

operations 

operations 

Jas  and  Electric  : 

Salaries  and  expenses 
of  general  officers.  . 
Salaries  and  expenses 

$2,134  68 

$2,134  87 

$2,243  87 

$2,394 

57 

of  general  office 

1,594  56 

1,412  93 

1,944  52 

1,938 

49 

General  office  supplies 

and  expenses  

General  law  expenses. 
Miscellaneous  general 

801  91 

1,498  13 

844  21 
1,070  51 

2.241 

999 

58 

38 

expenses  

539  30 

10,676  39 

238  66 

623 

58 

Tnsiirnnrp  

3 742  85  . 

13,040  40 
61,764  71 

4,567 

11 

General  amortization. 
Accidents  and  dam- 

55,249  36 

46,192  13 

46,463 

46 

ages 

4,033  89 

265  00 

274  53 

63 

42 

General  stationery  and 

printing 

1.078  68 

2.134  65 

518  63 

2,781 

08 

Store  expenses  

1,264  08 

2,564  15 

2.151  17 

3.641 

76 

Stable  expenses  .... 
Inventory  adjustments 

2,489  56 

2,489  56 

3,131  24 

3.134 

25 

- — Balance 

Cr.  1^3  00 

Cr.  11,2  99 

Cr.  206  80 

81 

98 

Total  general  ex- 

penses   

$72,785  87 

$69,224  82 

$87,018  65 

$68,930 

66 

Total  operating 

expenses  

$164,400  01 

$382,527  32 

$200,030  25 

$465,437 

53 

Increase 


Taxes 

1909 

1910 

(D)  decrease 

Electrical  Department : 

Assessed  and  charged  to  income.  . . . 

$6,364  25 

$9,558  70 

$3,194  45 

Real  estate  

803  03 

1,873  98 

1,070  95 

Gross  earnings  

869  16 

1,150  75 

281  59 

Special  franchise  

4,692  06 

6,533  97 

1,841  91 

Paid  during  year  

1,461  15 

9,709  12 

8,247  97 

Real  estate  

803  03 

1,873  98 

1,070  95 

Gross  earnings  

658  12 

2,019  91 

1,361  79 

Special  franchise,  1910 

5,815  23 

5,815  23 

Gas  Department : 

Assessed  and  charged  to  income. . . 

10,711  54 

18,106  22 

7,394  68 

Real  estate  

3,212  13 

7,983  17 

4,771  04 

Gross  earnings  

1,764  67 

2,137  10 

372  43 

Special  franchise 

5,734  74 

7,985  95 

2,251  21 

Paid  during  year 

4,734  33 

18,992  44 

14,258  11 

Real  estate 

3,212  13 

7,983  17 

4,771  04 

Gross  earnings  

1,522  20 

3,901  77 

2,379  57 

Special  franchise,  1910 

7,107  50 

7,107  60 

Special  franchise  taxes  paid,  gas  and 

electric  

6 51,561  67 

6 51,561  67 

PHYSICAL  EQUIPMENT  — ELECTRIC 

Power  Plant  Equipment. — For  number  of  units,  kind  and  capacity  in  service, 
December  31,  1910,  see  Table  XV. 

Circuits. — See  Table  XVI. 


0 Includes  interest  $7,021.32. 
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Poles,  Line  Transformers  and  Services. — See  Table  XVII. 

Meters. — Number  of  consumers’  meters  in  service  December  31,  1910,  2,836 ; 
increase  over  1909,  942.  For  details,  see  Table  XVIII-A  and  B.  For  disposition 
of  meters  owned,  see  Table  XIX. 

PHYSICAL  EQUIPMENT  — GAS 

Works  and  Holders. — The  company  has  no  plant  but  purchases  gas  from  The 
Brooklyn  Union  Gas  Company.  Holders,  2 ; capacity,  6,000  M.  cu.  ft.  (Details 
in  Table  IV.) 

Mains  ( December  31,  1910)- — Transmission  pipe  line,  length  in  feet,  15,872;  net 
increase  during  year,  1,064 ; distribution  pipe  line,  length  in  feet,  477,616 ; net 
increase  during  year,  26,027.  (See  Table  V.) 

Services. — Live  service  pipes  in  use  December  31,  1910,  9,815  ; increase  during 
year,  937.  (See  Table  VI.) 

Meters. — Number  of  consumers’  meters  in  service  December  31,  1910,  16,752  ; 
increase  during  year,  2,574.  (See  Tables  VII  and  VIII.) 

OPERATING  STATISTICS 

Electric  Current  Generated  and  Sold  ( kw . hrs.). — Generated  in  1909,  3,376,125; 
sold  in  1909,  2,412,546,  used  by  respondent,  511,342 ; lost  and  unaccounted  for, 
452,237  ; generated  in  1910,  3,975,088' ; sold  in  1910,  2.777,385  ; used  by  respondent, 
642,923;  lost  and  unaccounted  for,  555,380.  (See  Table  XXIII.) 

For  other  operating  statistics,  see  Table  XX,  Connected  load  ; Table  XXI,  Electric 
current  generated  and  fuel  consumed ; Table  XXII,  Maximum  peak  load ; Table 
XXIV,  Consumption  by  companies  and  boroughs  ; Table  XXIV-a,  Consumption  of 
electric  cuurrent-public  lighting  (1910). 

Materials  (Electric). — On  hand  January  1,  1909,  31,721  cwt.  of  anthracite  and 
12,468  cwt.  of  bituminous  coal ; received  in  1909,  129,010  cwt.  anthracite  and 
63,707  cwt.  bituminous;  used  in  1909,  153,855  cwt.  anthracite  and  69,455  cwt. 
bituminous;  received  in  1910,  195,233  cwt.  anthracite  and  36,776  cwt.  bituminous; 
used  in  1910,  192,737  cwt.  of  anthracite  and  30,666  cwt.  bituminous ; on  hand 
December  31,  1910,  9,372  cwt.  anthracite  and  12,830  cwt.  bituminous.  For  cost 
of  materials  on  hand,  see  Balance  Sheet  details  above. 

Gas  Bought  and  Sold  (cu.  ft.). — On  hand  January  1,  1909,  852,800;  bought  dur- 
ing 1909,  494,966,111  ; sold  during  1909,  455,855,550  ; used  by  respondent,  444,500  ; 
unaccounted  for,  39,518,861  ; bought  during  1910,  602,883,028  ; sold  during  1910, 
553,812,787;  used  by  respondent,  839,600;  unaccounted  for,  48,230,641.  (See 
Tables  Xl-XIII-a.) 

Materials. — Materials  on  hand,  see  Balance  Sheet  details  above. 

Accidents. — See  Tables  XXV-XXIX. 

Employees.- — Salaries  of  general  officers  in  1909,  $850.22  ; in  1910,  $1,425.  All 
ether  employees,  December  18,  1909,  full-time,  185  ; part-time,  121  ; December  17, 
1910,  full-time,  244 ; part-time,  99 ; salaries  and  wages  in  1909,  $184,195.75 ; in 
1910,  $215,228.24.  (For  details,  see  Tables  XXX-XXXIV.) 

Officers. — President,  E.  R.  Chapman  ; Vice-President,  A.  F.  Stamford  ; Secretary, 
F.  B.  Jourdan ; Assistant  Secretary,  F.  R.  Wogan ; Treasurer,  J.  H.  Benedict; 
Assistant  Treasurer,  T.  P.  Payne,  Jr.;  General  Auditor,  James  Gilmer;  General 
Counsel,  Dykman,  Oeland  and  Kuhn ; General  Manager,  H.  E.  McGowan ; Chief 
Engineer,  J.  H.  Jourdan  ; General  Purchasing  Agent,  G.  W.  Gatehouse. 

Directors. — E.  R.  Chapman,  M.  D.  Chapman,  F.  B.  Jourdan,  J.  H.  Jourdan,  A.  F 
Staniford,  W.  C.  Van  Antwerp,  H.  E.  McGowan. 

Main  Business  Office. — 1034  Flatbush  avenue,  Brooklyn,  New  York. 


THE  JAMAICA  GAS  LIGHT  COMPANY 

Incorporated  February  18,  1856,  under  an  act  of  the  Legislature  passed  February 
16,  1848.  Extended  December  2.  1905.  Stock  control  of  the  company  was 

acquired  in  July.  1807,  by  the  Brooklyn  Union  Gas  Company  through  purchase 
of  its  entii'e  capital  stock.  It  supplies  Ward  4,  borough  of  Queens,  section  known 
as  Jamaica,  with  water  gas. 

Stockholders. — Number  September  14,  1910,  5,  all  residing  in  New  York  state. 
Total  voting  power  (number  of  shares),  2,000  of  $100  par  value  each,  all  owned 
by  The  Brooklyn  Union  Gas  Company. 


5321  Public  Service  Commission  — First  District. 


Changes  in  1909-1910. — No  additional  powers  or  franchises  were  acquired. 
Details  of  new  mains  laid1  are  shown  in  Table  V.  On  October  20,  1910,  the  fol- 
lowing changes  were  made  in  the  company’s  officers : A.  F.  Staniford,  former 

secretary  and  treasurer,  elected  vice-presid'ent,  vice  W.  K.  Rossiter,  deceased ; 
F.  B.  Jourdan  elected  secretary,  vice  A.  F.  S'taniford ; J.  H.  Benedict,  former 
assistant  secretary  and  treasurer,  elected  treasurer,  vice  A.  F.  S'taniford  ; James 
Gilmer  elected  auditor ; Frederick  R.  Wogan  elected!  assistant  secretary,  vice  J.  H. 
Benedict ; T.  P.  Payne,  Jr.,  elected  assistant  treasurer,  vice  J.  H.  Benedict. 

On  September  1,  1909,  the  Brooklyn  Union  Gas  Company  reduced  the  price  of 
gas  sold  to  this  company  from  60  cents  to  50  cents  per  M.  cu.  ft. 


BALANCE  SHEET 


Increase  or 


Dec.  31,  1909 

Assets  Side 

Dec.  31,  1910 

(D)  decrease 

Current  assets : 

$5,385 

78 

Cash 

$12,376  33 

$6,990 

55 

21,582 

12 

Accounts  with  City  of  New  York. 

1,385  11 

D 20,197 

01 

4,318 

93 

Consumers’  accounts  receivable. 

5,699  14 

1,380 

21 

2,435 

50 

Other  accounts  receivable 

2,592  17 

156 

67 

5,37-5 

33 

Materials  and  supplies .' 

4,894  54 

D 480 

79 

427,429 

57 

Fixed  capital  December  31,  1908. . . . 
Fixed  capital  installed  since  Decem- 

424,689 79 

D 2,739 

78 

19,933 

29 

ber  31,  1908. ! 

49,563  33 

29,630 

04 

51 

25 

Special  deposits  

62  60 

11 

26 

342 

53 

Prepayments  (insurance) 

351  23 

8 

70 

$486,854 

30 

Total 

$501,614  14 

$14,759 

84 

Liabilities  Side 

$8,718 

34 

Taxes  accrued  

$600  07 

D $8,118 

27 

123,729 

94 

Owing  to  associated  companies 

134,716  60 

10,986 

56 

11,072 

29 

Consumers’  deposits  

11,966  49 

894 

20 

7,236 

88 

Miscellaneous  accounts  payable 

1,943  79 

D 5,293 

09 

10,703 

52 

Accrued  amortization  of  capital 

23,082  38 

12,378 

86 

200,000 

125,393 

00 

Stocks  

200,000  00 
129,304  91 

33 

Corporate  surplus  

3,911 

58 

$486,854 

30 

Total 

$501,614  14 

$14,759 

84 

Details  of  Assets  and  Debit 

Balances 

Fixed  Capital  December  31, 

, 1908 

Item 


Balance 
December 
31,  1998 

$31,8.53  03 


Withdrawals  or 
retirements 


1909 


1910 


Real  estate 

Franchises 150,000  00 

Mains 184,465  66 

Meters  34,100  39 

Office  furniture  and  fixtures.  1,576  85 

Services 24,287  87 

Tools  and  implements 1,258  43 

Horses,  wagons  and  harness.  2,226  86 


$2,339  02 


$655  90 
1,480  88 


603  00 


Balance 
December 
31,  1910 

$31,853  03 
150,000  00 
183, S09  76 
30,280  49 
1,576  35 
23,684  87 
1,258  43 
2,226  86 


Totals $429,768  59  $2,339  02  $2,739  78  $424,689  79 
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Description  of  Capital  Withdrawn. — During  1909,  337  meters  ; during  1910,  730 
feet  of  3-inch,  and  181  feet  of  4-inch  distribution  mains ; 52  service  pipes ; 198 
meters.  For  sizes  of  meters,  see  Table  VI  I- B. 

Fixed  Capital  Installed  Since  December  31,  1908 ■ — See  Table  XXXIX. 

Materials  and  Supplies. — Cost  of  amount  on  hand  December  31,  1909  : Mer- 

chandise, $1,324 ; materials  for  setting  meters,  etc.,  $4,051.33 ; total,  $5,375.33. 
December  31,  1910:  Merchandise,  $706.29;  materials  for  setting  meters,  etc., 

$4,188.25  ; total,  $4,894.54. 


Details  of  Liabilities  and  Credit  Balances 


Taxes  Accrued: 


Dec.  31,  1909  Dec.  31,  1910 


Special  franchise 

Gross  earnings  

Owing  to  Associated  Companies: 

Brooklyn  Union  Gas  Co.  open  account  at  5 

per  cent 1 

Consumers’  Deposits:  1909  1910 

Added  during  year $5,486  00  $6,496  00 

Refunded  during  year.  . . 3,479  00  5,601  80 

Net  increase 2,006  00  894  20 

Balance  

Interest  paid  on  deposits 

refunded $269  19  $549  71 

(For  number  of  deposits,  see  Table  XL.) 
Miscellaneous  Accounts  Payable: 

Open  accounts  for  materials  and  supplies 


$8,243  46 
474  88 


123,729  94 


11,072  29 


7,236  88 


$600  07 


134,716  50 


11,966  49 


1,943  79 


Funded  Debt. — None. 

Stocks. — Common,  authorized,  2,000  shares  of  $100  par  value  each  ; issued  and 
outstanding,  2,000  shares  of  a par  value  of  $200,000 ; cash  realized  on  amount 
issued,  not  known ; no  dividend's  declared  or  paid  during  year. 

Accrued  Amortization  of  Capital.— Credits  during  year  1909  (on  basis  of  13c. 
per  M.  cu.  ft.  of  gas  sold1  less  actual  cost  of  street  and  distribution  repairs), 
$10,703.52  ; credits  during  year  1910,  $12,530  64  ; total  credits,  $23,234.06  ; debit, 
fixed  capital  withdrawn  in  1910,,  $161.68;  credit  balance  December  31,  1910, 
$23,082.38. 

INCOME  ACCOUNT 


1909 


1910 


Item 

Operating  revenue  

Revenue  deductions  

Operating  expenses  $90,468  05 

Taxes 2 4,529  48 

Uncollectible  bills 293  57 

Operating  income  

Non-operating  revenues  : 

Interest $1,001  71 

Rent  on  land  leased  to 
Brooklyn  Union  Gas  Co..  1,126  41 


' \ f~  ’ 

Total  Item  Total 

$97,210  91  $113,593  02 

95,291  10  ..  100,435  50 

$96,183  11  

3,913  82  

338  57  


$1,919  81  $13,157  52 


518  78 
1,164  85 


Total  non-operating 

revenues $2,128  12  $1,683  63  

Non-operating  revenue  deduc- 
tions, taxes 2 814  85  

Non-operating  income  2,128  12  868  78 


1 The  interest  rate  was  reduced  to  3 per  cent  on  October  1,  1910. 

2 In  1909  the  taxes  on  land  leased  to  the  Brooklyn  Union  Gas  Company  were 
erroneously  included  in  taxes  assignable  to  gas  operations. 


534  Public  Service  Commission  — First  District. 

1009  1910 


Item 

Gross  income  applicable  to  cor- 
porate and  leased  properties 

Deductions  from  gross  income 

Interest  on  loans $6,748  56 

Interest  on  consumers’  de- 
posits   269  19 

Rent  for  store  and  base- 
ment   615  00 


Net  corporate  income 


Total  Item  Total 

$4,047  93  $14,026  30 

7,-632  75  6,805  48 


$.“,■655  77 
549  71 
600  00 


3 $3,584  82  $7,220  82 


Corporate  Surplus 

Surplus  December  31 , 1908 $129,258  47  

Materials  recovered  by  removal  of  meters  from  con- 
sumers’ premises 327  33  $129,585  8-0 


Loss  transferred  from  1909  income  account $3,584  82  

Expense  elsewhere  provided  for 6 00  

Bad  debts  written  oft 38  52  

Allowances  made  to  city  of  New  York 563  13  4,192  47 


Surplus  December  31,  1909 i $125,393  33 

Balance  transferred  fro-m  1910  income  account 7,220  82 

Reduction  of  special  franchise  taxes  for  1907,  1908  and  1909 916  70 

Materials  recovered  in  removing  meters  from  consumers’  premises 508  30 


Total  surplus,  1910 $134,039  15 

Less  expenses  elsewhere  unprovided  for $18  50  

Adjustment  of  bills  for  lighting  streets  and  public 

buiuldings  from  July,  1905,  to  May,  1909 2,464  49  

Allowance  to-  sundry  consumers 268  57  

Interest  on  special  franchise  taxes  for  1907,  1908 

and  1909  875  46  

Depreciation,  fixed  capital 1,107  22  $4,734  24 


Surplus  December  31,  1910 $129,304  91 


Operating  Revenues 


Sales  of  Gas: 

Municipal  street  lighting.  . . . 
Lighting  municipal  buildings. 

Prepaid  gas 

Commercial  metered  lighting. 

Total  sales  of  gas.... 

Gas  merchandise  and  jobbing 

Total  gas  revenues  . . 


Quantity  (M. 

cu.  ft.) 

Amount  of  Revenue 

A 

1909 

191<P 

^ 1909 

1910 

~ • \ 

3.307 

3,612 

$2,480  11 

$2,708 

41 

2,868 

2,810 

2,151  67 

2,107 

86 

1:2,945 

13,363  23 

12,945 

10 

93,084 

78,088  86 

93,086 

98 

97.593 

112,451 

$96,083  86 

$110,848 

35 

$1,127  05 

$2,744 

67 

$97,210  91 

$113,593 

02 

3 Loss. 
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Operating  Expenses 

Increase  or 

1909  1910  (D)  decrease 

Gas  purchased4 5 6  $61,038  69  $61,520  38  D $118  31 


Distribution  superintendence  ..... 
Distribution  supplies  and  expenses 
Gas  meter  and  installation  work . . 

Work  on  consumers’  premises. .... 

Repairs  of  gas  mains 

Repairs  of  gas  services 

Repairs  of  gas  meters 

Repairs  of  distribution  tools  ....... 

Repairs  of  gas  appliances 

Total  transmission  and  distribution 
expenses 


$1,323 

81 

$2,252 

72 

$928 

91 

354 

82 

332 

75 

D 22 

07 

3,004 

32 

3,509 

75 

505 

43 

542 

09 

791 

72 

249 

63 

561 

30 

425 

30 

D 136 

00 

156 

60 

498 

02 

341 

42 

1,191 

83 

1,122 

31 

D 69 

52 

73 

81 

51 

51 

D 22 

30 

4 

80 

D 4 

80 

$7,213 

38 

$8,984 

08 

$1,770 

70 

Street  lamp  repairs 


$77  28  Cr.  $672  35  D $749  63 


Commercial  administration 
Promotion  office  expense . . . 
Canvassing  and  soliciting.  . 


$7,549  83 


232  94 


$7,929  19 
15  64 
258  40 


$379  36 
15  64 
25  46 


Total  commercial  expenses 


$7,782  77  $8,203  23 


$420  46 


Salaries  and  expenses  of  general  officers.  . . 
Salaries  and  expenses  of  general  office  clerks 

General  office  supplies  and  expenses 

General  law  expenses 

Miscellaneous  general  expenses 

Insurance  

General  amortization 

Accidents  and  damages 

General  stationery  and  printing 

Store  expenses 

Stable  expenses 

Inventory  adjustments  — Balance 


$754 

83 

$742 

75 

D $12 

08 

242 

52 

264 

60 

22 

08 

6 

45 

D 6 

45 

14 

67 

645 

81 

631 

14 

176 

85 

238 

29 

61 

44 

666 

35 

711 

01 

44 

66 

0,703 

52 

12,530 

54 

•1,827 

02 

50 

15 

00 

14 

50 

197 

93 

813 

83 

615 

90 

222 

63 

567 

90 

345 

27 

747 

36 

1,618 

04 

870 

69 

22 

33 

D 22 

33 

Total  general  expenses 

Total  operating  expenses 


Taxes: 

Assessed  and  charged  to  income 

Real  estate  

Gross  earnings  — state.  . . . 

Special  franchise 

Paid  during  year  

Real  estate 

Gross  earnings  — state.  . . . 
Special  franchise 


$13,755  93  $18,147  77  $4,391  84 


$90,468  05  $96,183  .11  $5,715  06 


1909 

$4,529  48 
862  68 
474  88 
3.191  92 
1,290  33 
$862  68 
427  65 


1910 

5 $4,728  67 

5 905  39 
600  07 
3 223  21 
12,846  94 
$905  39 
474  88 

6 11,466  67 


Increase  or 
(D)  decrease 
$199  19 
42  71 
125  19 
31  29 
11,556  61 
$42  71 
47  23 
11,466  67 


4 From  Brooklyn  Union  Gas  Company  : in  1909,  68,357  M.  cu.  ft.  at  60  cents ; 
41,249  M.  cu.  ft.  at  50  cents  : in  1910,  123.041  M.  cu.  ft.  at  50  cents.  The  price 
was  reduced  to  50  cents  on  September  1,  1909. 

5 Of  this  amount  $814.85  was  charged  to  non-operating  revenue  deductions. 

6 Includes  $3,223.21  applicable  to  1910  ; the  balance  is  made  up  as  follows  : 

4907  1908  1909 

Original  assessment $2,299  61  $2,739  51  $3,191  92 

Adjusted  to 2,047  80  2,438  16  2,840  80 


Amount  of  reduction,  credited  to  surplus.  . $251  81  $301  35  $351  12 

Interest  naid.  charged  to  surplus 402  82  309  89  162  75 

Adjustment,  $12.42  ; cash  in  settlement,  $8,202.22. 
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PHYSICAL  EQUIPMENT 

Works  and  Holders. — This  company  has  no  works  or  holders  ; gas  is  purchased 
from  the  Brooklyn  Union  Gas  Company. 

Mains,  December  31,  1910. — Transmission  pipe  line,  length  in  feet,  6,350.  Dis- 
tribution pipe  line,  length  in  feet,  290,251 ; net  increase  during  year,  28,435.  (See 
Table  V.) 

Services. — Live  service  pipes  in  use  December  31,  1910,  4,555  ; net  increase  during 
year,  534.  (See  Table  VI.) 

Meters. — Number  of  consumers’  meters  in  service  December  31,  1910,  3,862 ; 
increase  during  year,  385.  (See  Tables  VII  and  VIII.) 

OPERATING  STATISTICS 

Gas  Bought  and  Sold  ( cu . ft.). — Bought  during  1909.  109,605,927;  sold  during 
1909,  97,592,669  ; used  by  respondent,  467,000  ; unaccounted  for,  11,546,258. 

Bought  during  1910,  123,040,752  ; sold1  during  1910,  112,451,096  ; used  by  respond- 
ent, 746,400;  unaccounted  for,  9,843,256.  (See  Tables  XI-XIIIa.)> 

Materials. — Materials  on  hand,  see  Balance  Sheet  details  above. 

Accidents. — See  Tables  XXV-XXIX. 

Employees.1 — Number  of  employees  December  IS,  1909,  full-time,  50  ; part-time, 
107  ; December  17,  1910,  full-time,  137  ; part-time,  27  ; salaries  and  wages  in  1909, 
$18,411.98  ; in  1910,  $24,784.23.  (For  details,  see  Tables  XXX-XXXIV.) 

Officers. — President,  E.  R.  Chapman  ; Vice-President,  A.  F.  Stamford ; Secretary, 
F.  B.  Jourdan  ; Treasurer,  J.  H.  Benedict ; Assistant  Secretary,  F.  R.  Wogan  ; Assist- 
ant Treasurer,  T.  P.  Payne,  Jr. ; General  Auditor,  James  Gilmer ; General  Counsel, 
Dykman,  Oeland  and  Kuhn  ; Manager,  H.  A.  Lovell ; Engineer,  James  H.  Jourdan  ; 
General  Purchasing  Agent,  G.  W.  Gatehouse. 

Directors. — E.  R.  Chapman,  M.  D.  Chapman,  F.  B.  Jourdan,  James  H.  Jourdan, 
A F.  Stamford. 

Main  Business  Office. — 374  Fulton  street,  Jamaica,  L.  I. 


KINGS  COUNTY  ELECTRIC  LIGHT  AND  POWER  COMPANY 

Lessor 

This  company  was  incorporated  under  the  Laws  of  the  State  of  New  York  June 
26,  1890.  Its  franchise  was  granted  June  23,  1894,  and  is  perpetual  on  the  pay- 
ment to  the  city  of  $500.00  on  the  first  day  of  January  of  each  year,  and  of  1 per 
cent  of  the  gross  receipts  of  the  preceding  year.  The  entire  plant  of  this  company 
was  leased  in  November,  1899,  to  The  Edison  Electric  Illuminating  Company  of 
Brooklyn,  under,  a lease  which  terminates  in  1937.  The  entire  capital  stock  of 
The  Edison  Electric  Illuminating  Company  of  Brooklyn  is  owned  by  this  com- 
pany, but  is  held  by  the  Central  Trust  Co.  of  New  York,  as  trustee  under  6 per 
cent  purchase-money  mortgage.  (See  “Investments.”) 

Stockholders. — Number,  February  17,  1911,  618  ; residents  of  New  York  state, 
555,  holding  93,835  votes.  Total  voting  power  (number  of  shares  of  $100  par 
value  each),  100,000.  Number  of  votes  cast  at  the  last  general  meeting,  February 
28,  1910,  73,052,  of  which  J.  H.  Evans  cast  72,252  on  behalf  of  others  and 
William  Berri  cast  800  on  behalf  of  himself. 

Changes  in  1909-1910. — During  1910  the  company  issued  $2,500,000  6 per  cent 
convertible  debenture  bonds  for  extensions  and  additions  to  its  physical  property 
and  for  loans  to  its  lessee,  the  Edison  Electric  Illuminating  Company  of  Brooklyn, 
the  proceeds  of  said  loans  to  be  devoted  to  like  purposes.  The  issue  was  authorized 
by  the  Commission  on  January  24,  1910,  and  was  sold  for  cash  at  par.  On  Novem- 
ber 15,  1909,  R.  D.  Rubright  was  appointed  auditor  to  fill  vacancy  caused  by  resig- 
nation of  J.  H.  Evans. 


7 The  officers  and  employees  of  this  company  are  also  jointly  employed  by  Wood- 
haven  Gas  Light  Co.  and  Richmond  Hill  and  Queens  County  Gas  Light  Co.,  and  the 
amounts  of  salaries  and  wages  above  stated  are  the  proportions  chargeable  to  the 
Jamaica  Gas  Light  Co. 
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BALANCE  SHEET 


December  31, 

December  31, 

Increase  or 

1909 

Assets  Side 

1910 

(D)  decrease 

$6,692 

16 

Cash  

$55,618 

98 

$48,926 

82 

6,350,000 

00 

Bills  receivable  from  associated 

companies  

8,710,332 

71 

2,360,332 

71 

1,362,249 

90 

Accounts  with  associated  com- 

panies  

1,614,268 

69 

252,018 

79 

14,077 

43 

Interest  and  dividends  receivable. 

17,212 

04 

3,134 

61 

6,175,870 

00 

Mortgaged  or  pledged  investments. 

6,175,870 

00 

4,603,175 

08 

Fixed  capital,  December  31,  1908. 

4,589,700 

94 

D 13,474 

14 

326,339 

56 

Fixed  capital  installed  since  Dec. 

31,  1908  

450,688 

71 

124,349 

16 

19'6 

00 

Special  deposits  

1,188 

00 

992 

00 

93,333 

24 

Unamortized  debt  discount  and 

expense  

89,999 

91 

D 3,333 

33 

$18,931,933 

36 

Totals  

$21,704,879 

98 

$2,772,946 

62 

Liabilities  Side 

Interest  accrued  on  funded  debt.  . 

$50,492 

00 

$50,492 

00 

$196 

00 

Dividends  declared 

696 

00 

500 

00 

Owing  to  associated  companies. . . 

50,967 

24 

50,967 

24 

7,676,000 

00 

Funded  debt  

10,176,000 

00 

2,500,000 

00 

10,000,000 

00 

Stocks  

10,000,000 

00 

10,542 

00 

Prpminms  on  stocks 

10,542 

00 

1,245,195 

36 

Corporate  surplus 

1,416,182 

74 

170,987 

38 

$18,931,933 

36 

Totals  

$21,704,879 

98 

$2,772,946 

62 

Details  of  Asset  and  Debit  Balances 

Fixed  Capital  December  SI,  1908 


Balance 

Withdrawals  or  retirements 

Balance 

December  31, 
1908 

A 

December  31, 
1910 

1909 

1910 

Generating  stations : 

Real  estate 

$303  75 
507,726  14 

$303  75 
478,268  64 

Structures  

$28,470  00 

$987  60 

Boilers 

160,647  98 

20,960  00 

4,003  64 

136,584  34 

Piping  

Engines  

88,307  34 
322,035  86 

2 200  00 

86,107  34 
313,827  86 

8,208  00 

Mechanical  appa- 

ratus   

202,618  13 
23,881  13 
166,425  73 

18,025  00 

184,493  13 
23,881  13 
165,150  73 

Dynamos  

Electrical  apparatus. 

275  00 

Furniture  and  fix- 


tures  

Sundries 

218  42  . 

6,117  08  

218 

6,117 

42 

08 

Storage  batteries .... 

41,885  77  

41,885 

77 

Capital  previous  to  Nov. 

1,  1905 

3,153,862  75  

3,153,862 

76 

Totals  $4,672,830  OS  $69,655  00  $13,474  14  $4,589,700  94 


Description  of  Fixed  Capital  Withdrawn. — During  1909  : Six  Sterling  boilers, 

$20,160;  steam  leader  on  west  side  of  boiler  house,  $2,200  ; removal  of  old  flue, 
$6,500  ; removal  of  18  cast  steel  iron  columns,  $1,260  ; 4 ash  hoppers  on  Nos.  1 and  2 
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boilers,  $1,000  ; 10  ash  hoppers  on  Nos.  9 and  16,  $5,000  ; 1 Gober  heater,  $3,925  ; 8 
coal  chutes,  $900  ; wooden  covering  flue  between  boiler  houses,  $350 ; corrugated  sheet 
steel  roof,  $7,500*;  7,000  condenser  tubes,  $12,500  ; cast  iron  mud  drums,  $800  ; buck- 
ets, shaft  wheel,  links  and  tracks  from  conveyor,  $700  ; removal  of  18  cast  steel 
columns,  $1,260;  3 surface  condensers,  $5,600;  total  (charged  to  accrued'  amortiza- 
tion of  lessee  company,  Edison  Electric  Illuminating  Company  of  Brooklyn),  $69,655. 
During  year  1910 : Removal  of  cable,  $275  ; motor  driven  pump,  $3,208 ; blading 

and  dummy  strips  from  turbine  No.  5,  $5,000  ; withdrawal  4 belt  driven  blowers, 
$3,478.64  ; fittings  and  piping  from  four  blowers,  $525  ; window  frames,  doors,  etc., 
$987.60;  total  (charged  to  accrued  amortization  of  lessee  company),  $13,474.14. 

Fixed  Capital  Installed  Since  December  31,  1908 • — See  Table  XXXIX. 

Investments. — This  company  acquired  October,  1898,  the  entire  capital  stock  of 
the  Edison  Electric  Illuminating  Company  of  Brooklyn,  amounting  to  $5,000,000 
par  value,  for  which  this  company  issued  $5,176,000,  purchase  money,  6 per  cent 
mortgage  bonds.  Amount  at  which  carried  on  respondents’  books,  $5,175,870 ; 
income  accrued  in  1909  and  1910,  none. 

Guarantee  fund  held  by  Central  Trust  Company,  as  trustee,  as  guarantee  deposit 
required  under  purchase  money  mortgage  to  insure  payment  of  interest  on  said 
bonds,  consisting  of : Edison  Electric  Illuminating  Company  4 per  cent  bonds  of 

par  value,  $400,000 ; Kings  County  Electric  Light  and  Power  Company  6 per  cent 
bonds  of  par  value,  $342,000 ; New  York  Gas,  Electric  Light,  Heat  and  Power 
Company  5 per  cent  bonds  of  par  value,  $200,000 ; total  par  value,  $942,000 ; 
amount  at  which  carried  on  respondents  books,  $1,000,000 ; income  accrued  to 
respondent  during  1909,  $46,520  ; 1910,  $46,620. 

Special  Deposits. — Coupon  special  deposit  December  31,  1910,  $492 ; dividend 
special  deposits  December  31,  1909,  $196 ; December  31,  1910,  $696. 

Unamortized  Debt  Discount  and  Expense. — Discount  on  first  mortgage,  5 per  cent 
bonds  ; original  amount  of  item,  $100,000  ; amount  written  off  during  1909,  $6,666.76  ; 
during  1910,  $3,333.33  ; unamortized  balance,  $89,999.91. 


Details  of  Liabilities  and  Credit  Balances 

Funded  Debt. — Forty-year  first  mortgage  bonds,  October,  1897,  5 per  cent, 
interest  payable  April  and  October ; amount  authorized,  issued  and  outstanding, 
$2,500,000,  of  which  $1,500,000  were  issued  as  part  payment  on  account  of  real 
estate  and  construction,  and  $1,000,000  sold  at  90  and’  proceeds  deposited  with 
Central  Trust  Company,  in  part  payment  of  guarantee  fund.  Interest  accrued  dur- 
ing 1909,  $125,000  (paid)  ; during  1910,  $125,000  (paid)  ; interest  accrued  but  not 
yet  due,  1909,  $31,250 ; 1910,  $31,250.  Trustee,  Trust  Company  of  America,  37  Wall 
street,  New  York  city. 

Purchase-money  mortgage  bonds,  99-year,  October,  1898,  interest  6 per  cent, 
payable  April  and  October;  amount  authorized,  issued  and  outstanding,  $5,176,000; 
interest  accrued  in  1909,  $310,560  (paid)  ; in  1910,  $310,560  (paid)  ; interest 
accrued  but  not  yet  due,  1909,  $77,640 ; 1910,  $77,640.  Trustee,  Central  Trust 
Company,  54  Wall  street,  New  York  city. 

Interest  on  these  bonds  is  paid  by  the  Edison  Electric  Illuminating  Company  of 
Brooklyn  under  terms  of  lease  agreement. 

Convertible  debenture  bonds,  12-year,  March,  1910;  interest  6 per  cent,  payable 
March  and  September ; amount  authorized,  issued  and  outstanding,  $2,500,000 ; 
cash  actually  realized,  $2,500,000  ; interest  accrued  during  1910,  $110,184.37  ; paid, 
$59,692.37  ; interest  accrued  but  not  yet  due,  $50,000. 

Stocks. — Common,  authorized,  100,000  shares  of  $100  each;  amount  issued, 
100,000  shares  ; cash  realized,  $8,160,542  ; issued  for  real  estate,  construction,  cash, 
organization  expenses  and  services,  $1,850,000 ; amount  outstanding,  $10,000,000 ; 
dividends  declared  and  paid  in  1909,  $800,000  ; in  1910,  $800,000. 
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INCOME  ACCOUNT  1 

1909 

Rent  accrued  from  lease 

of  electric  plant $797,986  93  

Interest  from  investments  46,520  00  

Interest  on  bank  balances  398  02  


1910 


$1,016,926  57 
46,520  00 
21,058  51 


Total  non-operating 

revenue  

Non-operating  revenue  de- 
ductions   

Interest  on  debenture 

bonds  

Amortization  of  bond 
discount  


$844,904  95 
3,333  33 


$3,333  33 


$1,084,505  08 
113,517  70 


$110,184  37  

3,333  33  


Net  corporate  income. . . . 


$841,571  62 


$970,987  38 


Surplus  Account 


Surplus  January  1,  1909 $1,207,574  32 

Balance  transferred  from  1909  income  account 841,571  62 


Total  credits $2,049,145  94 

Dividends,  8 per  cent  on  common  stock $800,000  00 

Amortization  of  bond  discount  applicable  to  year  1908  3,333  43 

Adjustments 617  15 


Total  debits 


803,950  58 


Surplus  December  31,  1909 $1,245,195  36 

Balance  transferred  from  1910  income  account 970,987  38 

Total  credits  $2,216,182  74 

Dividends,  8 per  cent  on  common  stock 800,000  00 

Surplus  December  31,  1910 $1,416,182  74 


Physical  Equipment. — See  report  of  lessee. 

Operating  Statistics. — See  report  of  lessee. 

Officers. — President,  A.  N.  Brady ; First  Vice-President,  A.  M.  Young ; Second 
Vice-President  and  'General  Manager,  W.  W.  Freeman ; Secretary,  J.  H.  Evans ; 
Treasurer,  P.  R.  Atkinson ; General  Auditor,  R.  D.  Rubright ; Attorfteys,  Parker^ 
Hatch  & Sheehan. 

Directors. — A.  N.  Brady,  A.  M.  Young,  W.  W.  Freeman,  Bernard  Gallagher,  H.  C. 
Du  Val,  Wm.  Berri,  Seth  L.  Keeney,  Frank  Bailey,  N.  F.  Brady,  Walton  Ferguson, 
Thos.  E.  Murray,  Hugh  J.  Grant,  Wm.  F.  Sheehan. 

Main  Business  Office. — 360  Pearl  street,  Brooklyn,  N.  Y. 


KINGS  COUNTY  LIGHTING  COMPANY 

The  company  was  incorporated  May  26,  1904,  and  on  July  1,  1904,  absorbed  the 
Kings  County  Gas  and  Illuminating  Company.  It  supplies  water  gas  to  the  30th 
ward  and  a small  part  of  the  31st  ward  of  Brooklyn. 

Stockholders. — Number  December  31,  1910,  3;  in  New  York  state,  3;  holding 
20,000  shares  under  a voting  trust  agreement  dated  June  30,  190*  which  expired 


1A11  taxes  and  interest  on  first  mortgage  and  purchase-money  bonds  are  paid 
by  the  Edison  Electric  Illuminating  Company  of  Brooklyn  under  terms  of  lease 
agreement. 
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June  30,  1909,  and  was  renewed  until  June  30,  1914.  Total  voting  power  (number 
of  shares  of  $100  par  value  each),  20,000;  stockholders,  A.  N.  Brady,  Hugh  J. 
Grant  and  C.  K.  G.  Billings,  trustees  uunder  voting  agreement. 

Votes  cast  by  trustees  at  general  meeting  of  January  25,  1910,  20,000. 

Changes  in  1909-1910. — There  has  been  no  change  in  officers  since  1908.  The 
directors  remain  unchanged  except  that  Hugh  J.  Grant  died  during  the  year  1910, 
and  was  not  replaced.  On  July  6 and  October  22,  1909,  the  Commission  authorized 
the  issue  of  $200,000  first  refunding  mortgage  bonds,  which  were  sold  by  the  com- 
pany at  97%  and  interest.  On  January  1,  1910,  $250,000  debenture  bonds  of  the 
Kings  County  Gas  and  Illuminating  Company,  assumed  by  the  Kings  County  Light- 
ing Cbmpany,  matured,  but  were  not  retired.  In  1909  the  company  commenced  the 
construction  of  a Williamson  gas  generator,  estimated  tp  cost  $35,000.  During  that 
year  the  company  expended  on  new  construction  $117,787.33,  principally  for  new 
mains,  gas  services  and  meters  ; in  1910,  $84,530.85  was  expended  for  similar  con- 
struction. 


BALANCE  SHEET 


Dec.  31,  1909  Assets  Side  Dec.  31,  1910 

Current  assets  : 

$268,443  96  Cash $240,674  94 

1,000  00  Bills  receivable 1,000  00 

33,025  24  Accounts  with  City  of  New  York  36,473  96 

80,185  70  Consumers’  accounts  receivable.  97,870  S3 

10,716  82  Other  accounts  receivable 9,529  04 

31,823  61  Materials  and  supplies 39,643  16 

4,932,967  57  Fixed  capital  December  31,  1908.  . . . 4,929,993  37 

117,787  33  Fixed  capital  installed  since  Decem- 
ber 31,  1908  201,798  99 

102,025  00  Special  deposits,  coupon 139,200  00 

1,164  81  Prepayments 1,422  92 


$5,579,140  04  Total $5,697,607  21 


Liabilities  Side 

$10,114  04  Taxes  accrued  $6,804  55 

111,400  00  Interest  accrued  on  funded  debt.  . . 154,825  00 

Interest  accrued  on  consumers’  de- 
posits   893  11 

83,333  38  Consumers’  deposits  90,913  00 

17,842  49  Miscellaneous  accounts  payable 32,427  23 

1,276  20  Other  unfunded  debt 1,646  69 

2,803,000  00  Funded  debt  2,803,000  00 

19,811  92  Accrued  amortization  of  capital....  40,927  78 

2,000,000  00  .Stocks 2,000,000  00 

532,362  01  Corporate  surplus  566,169  '85 


Increase  or 
(D)  decrease 


D $27,769  02 


3,448 

72 

17,685 

13 

D 1,187 

78 

7,819 

55 

D 2,974 

20 

84,011 

66 

37,175 

00 

258 

11 

$118,467 

17 

D $3,309 

49 

43,425 

00 

893 

11 

7,579 

62 

14,584 

74 

370 

49 

21,115 

86 

33,807  84 


$5,579,140  04 


Total $5,697,607  21  $118,467  17 


Details  of  Assets  and  Debit  Balances 

Fixed  Capital  December  31,  1908 


Balance 
December  31, 
Item  1908 

Permanent  investment  ....  $4,766,938  09 

Construction  164,542  74 

Arc  lamps 1,001  75 

Stable  account 2,845  00 

Furniture  and  fixtures 4,039  44 


$4,939,367  02 


Withdrawals  or  retirements  Balance 


, K ^ December  31, 

1909  1910  1910 

$4,412  16  $4,762,525  93 

1,341  28  $2,197  50  161,003  96 

406  01  99  10  496  64 

225  0 0 677  60  1,942  40 

15  00  4,024  44 


$6,399  45  $2,974  20  $4,929,993  37 


Total 
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Description  of  Fixed  Capital  Withdrawn. — • Id  1909  : Sale  of  old  iron,  $1,062.16 ; 

car  destroyed,  $225  ; fire  brick,  etc.,  $3,125  ; mains,  $1,341.28  ; adjustment  of  book 
account  of  arc  lamps  to  inventory,  $406.01 ; motor-cycle  and  set  of  harness  retired, 
$225  ; sale  of  furniture,  $15.  In  1910 : Mains,  services  and  meters  abandoned, 

$2,197.50  ; adjustment  of  inventory  to  book  account  of  arc  lamps,  $99.10  ; sale  of 
three  horses  and  one  drip  wagon,  $677.60. 

Fixed  Capital  Installed  Since  December  31,  1908 ■ — See  Table  XXXIX. 

Materials  and  Supplies 

Quantities  on  hand  Book  value 

December  31,  December  31 


1909 

1910 

1909 

1910 

Steam  coal  (cwt.) 

17,396 

13,847 

$2,235  25 

$1,696 

75 

Gas  coal  (cwt.) 

64,855 

81,717 

12,937  93 

16,331 

56 

Gas  oil  (gals.) 

147,093 

139,421 

4,268  31 

3,453 

59 

Tar  (gals.) 

Purifying  material : 

3,469 

9,200 

65  17 

189 

99 

Iron  oxide  (bu.) . . . . 
•Shavings  (bu.) 

6,111  \ 
624  ) 

6,619  | 
1,200  f 

908  20 

1,017 

81 

Main,  pipe,  fittings  and 

service  stock  

6,887  26 

12,530 

79 

Gas  stoves 

Material  at  works,  fire 

1,208  96 

1,380 

45 

brick,  etc 

3,312  54 

3,042 

22 

Total 

$31,823  61 

$39,643 

16 

Prepayments: 

Insurance  

$326  36 
812  50 

$526 

875 

87 

Rents 

00 

Street  car  tickets 

25  95 

21 

05 

Details  of  Liabilities  and  Credit  Balances 


Taxes  Accrued: 

State  franchise  tax  on  gross  earnings 

Federal  tax  

Special  franchise  (disputed  portion) 

Consuumers  deposits:  1909  1910 

Added  during  year. . $46,682  00  $52,802  79 

Refunded  during  year  33,208  77  43,610  00 

Net  increase. .. . 13,473  23  9,192  79 

Balance 

Interest  paid  on  de- 
posits refunded  1  2 3 5,478  33 

(For  number  of  deposits  see  Table  XL.) 
Miscellaneous  Accounts  Payable: 

Unpaid  bills  

Unfunded  Debt: 

Wages  accrued 

Water  accrued 

Overpayments  by  consumers 


Dec.  31,  1909  Dec.  31, 1910 

$4,486  52  $5,004  55 

1,625  00  1,800  00 

4,002  52  

1 33,333  38  90,913  00 


17,842  49 

866  85 
94  26 
315  09 


32,427  23 

1,148  09 
95  15 
403  45 


1 Includes  $1,613.17  applied  to  unpaiid  bills  in  1909,  and  included  in  this  amount 
through  error. 

2 The  difference  between  the  above  amount  and  that  charged  to  income  is  due 
to  correction  of  vouchers  on  which  amount  of  interest  paid  was  charged  to  deposit 
account  by  error ; a journal  entry  was  subsequently  made  to  correct  it. 

3 Includes  $1,762.20  portion  of  deposits  not  collected  by  consumers  on  closed 

accounts. 


542  Public  Service  Commission  — First  District. 


Funded  Debt. — Kings  County  Gas  and  Illuminating  Company’s  5 per  cent  10- 
year  debenture  bonds,  January  1,  1900,  authorized  and  issued,  $250,000  ; net  amount 
outstanding,  $250,000  ; interest  accrued  and  paid  in  1909,  $12,500  ; accrued  in  1910, 
$12,500;  paid,  6,250; 4 interest  accrued  but  not  yet  due,  December  31,  1909,  none; 
December  31,  1910,  $6,250.  These  bonds  matured  on  January  1,  1910,  but  have 
not  been  retired. 

Kings  County  Gas  and  Illuminating  Company’s  50-year  first  mortgage  bonds, 
October  1,  1890,  5 per  cent,  payable  April  1 and  October  1 ; authorized  and 
issued,  $750,000 ; net  amount  outstanding,  $750,000 ; interest  accrued,  $37,500 
(paid)4  interest  accrued  but  not  yet  due  December  31,  1909,  $9,375;  December  31, 
1910,  $9,375.  Trustee,  People’s  Trust  Company. 

Kings  County  Lighting  Company’s  50--year  mortgage  bonds,  July  1,1904,  5 per 
cent,  payable  January  1 and  July  1;  authorized,  $5,000,000  ; issued,  $1,803,000, 
of  which  $1,112,000  were  issued  in  part  payment  for  $1,000,000  of  stock  of  the 
Kings  County  Gas  and  Illuminating  Company,  and  $217,000  were  sold  at  par  to 
provide  funds  for  meeting  current  liabilities  of  the  former  company  assumed  by 
the  respondent;  $274,000  were  issued  and  sold  at  90  in  1908;  $200,000  issued  and 
sold  at  9'7%  in  1909;  cash  realized  on  actual  issue,  $658,600;  net  amount  out- 
standing, $1,803,000  ; interest  accrued  and  paid  in  1909,  $85,150  ; in  1910,  $90, 150. 4 
Trustee,  Central  Trust  Company  of  New  York. 

Stocks. — Authorized  and  issued,  20,000  shares  of  common  stock  of  $100  par 
value  each,  in  part  payment  for  $1,000,000  of  stock  of  the  Kings  County  Gas  and 
Illuminating  Company  ; dividends  declared  and  paid  : In  1909,  $120,000 ; in  1910, 
$120,000  (l1/^  per  cent  or  $30,000  paid  April  1,  July  1,  October  1,  1909,  1910,  and 
January  1,  1910  and  1911). 

Accrued  Amortization  of  Capital. — Credits  in  1909,  $20,039.92  (8c.  per  M.  cu.  ft. 
of  gas  sold,  $41,053.68,  less  $21,613.76  actual  repairs  charged1  to  operating  ex- 
penses) ; debits  in  1909,  property  retired,  $228  (meters  destroyed,  $11.40 ; motor 
cycle  retired,  $53.33 ; harness  retired,  $5  : mains,  services  and  meters  abandoned, 
$158.27')  ; balance,  December  31,  1909,  $19,811.92;  credits  in  1910,  $21,893.49  (8c. 
per  M.  cu.  ft.  sold,  $46,458.24,  less  $24,564.75  actual  repairs)  ; debits  in  1910, 
$777.63  (accrued  depreciation  on  horses  and  wagons  sold,  $280.77 ; on  mains, 
services  and  material  abandoned,  $496.86)  ; balance,  December  31,  1910,  $40,927.78. 


INCOME  ACCOUNT 


Operating  revenue  

Revenue  deductions  

Operating  expenses 

Uncollectible  bills 

Taxes 


1909 

1 K ^ 

Item  Total 

$581,275  44 

314,097  99 

$276,556  30  

2,748  75  

34,792  94  


1910 


Item  Total 

$642,040  60 

349,792  20 

$307,557  81  

3,897  71  

38,336  68  


Operating  income  

Non-operating  income  

Interest  on  bank  balances 
Interest  on  other  ac- 
counts   

Rents 


$267,177  45 

7,430  84 

5,123  84  


$292,248  40 

9,665  18 

8,768  18  


1,333  33  

973  67  897  00 


Gross  income  applicable  to 
corporate  and  leased  proper- 
ties   $274,608  29  $301,913  58 

Deductions  from  gross  income 137,445  05  149.353  93 


4 In  1909  $55,175  and  in  1910.  $37,175  bond  interest  wras  paid  by  the  company 
to  the  trustee  under  the  mortgages,  which  was  not  paid  by  the  trustee,  and  is 
therefore  canned  among  the  liabilities  in  the  balance  sheet  as  “ Interest  accrued 
on  funded  debt,”  and  among  assets  in  “ Special  Deposits.” 
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Interest  accrued  on 

funded  debt  

Interest  on  consumers’ 

deposits 

Rent  of  office  building.  . . 

Net  corporate  income  


1909 

Item  Total 

$131,816  67  

2,378  38  

3,250  00  

$137,163  24 


1910 


Item  Total 

$140,150  00  

5,703  93  

3,500  00  


$152,559  65 


Corporate  Surplus 

Surplus  December  31,  1908 

Ealance  transferred  from  1909  income  account 

Adjustment  of  legal  expense  account  1908 

Bad  debts,  collected 

Discount  on  bonds 

Bad  debts  written  off 

Adjustment  account  fixed  capital  withdrawn 

Mortgage  recording  tax 

Dividends,  6 per  cent  on  $2,000,000  common  stock.  . . 
Surplus  December  31,  1909  


$5,000  00 
216  93 
912  64 
1,000  00 
120,000  00 
532,362  01 


$518,754  82 
137,163  24 
3,345  20 
228  32 


$659,491  58  $659,491  58 


Surplus,  December  31,  1909 

Balance  transferred  from  1910  income  account 

Bad  debts  collected 

Federal  tax  over-accrued  in  1909 

Adjustment  of  disputed  taxes,  1908  and  1909 

Bad  debts  written  off $228  70 

Adjustment  account,  fixed  capital  withdrawn 1,027  55 

Dividends,  6 per  cent  on  $2,000,000  common  stock..  120,000  00 
Surplus  December  31,  1910  566,169  85 


$532,362  01 
152,559  65 
426  60 
76  58 
2,001  26 


$687,426  10  $687,426  10 


Operating  Revenues 

Quantity  (M.  cu.  ft.)  Amount  of  revenue 


Sales  of  Gas  1909 

Municipal  street  lighting 72,707 

Lighting  municipal  buildings.  4,382 

Commercial  metered  lighting.  443,582 

Total  sales  of  gas 520,671 


Rent  of  gas  appliances 

Gas  merchandise  and  jobbing 


Total  miscellaneous  reve- 
nues   


— N 

( 

1910 

1909 

1910 

73,507 

$127,581  43 

$128,921 

59 

4,220 

4,382  40 

4,219 

90 

503,001 

443,420  85 

502,783 

15 

580,728 

$575,384  68 

$635,924 

64 

$1,459  43 

$1,063 

70 

4,431  33 

5,652 

26 

$5,890  76 

$6,115 

96 

Total  gas  revenues 


$581,275  44 


$642,040  60 


544  Public  Service  Commission- — First  District. 


Operating  Expenses 


Increase 

or 

1909 

1910 

(D)  decrease 

Works  superintendecnee 

.$8,922 

54 

$7,226 

42 

D $1,696 

12 

Boiler  house  labor 

5,115 

49 

5,007 

00 

D 108 

49 

Generator  house  labor 

6,149 

59 

6,688 

97 

539 

38 

Purifier  house  labor  

1,014 

91 

1,253 

57 

238 

66 

Miscellaneous  labor  at  works 

1,820 

14 

1,801 

74 

D 18 

40 

Gas  making  labor 

$23,022 

67 

$21,977 

70 

D $1,044 

97 

Boiler  fuel  

15,853 

48 

18,263 

00 

2,409 

52 

Water 

152 

44 

727 

13 

574 

69 

Generator  fuel  

41,799 

48 

41,870 

58 

71 

10 

Water  gas  oil 

67,283 

49 

70,136 

82 

2,853 

33 

Purification  supplies  

779 

42 

798 

65 

19 

23 

Miscellaneous  works  expense 

922 

00 

1,336 

97 

414 

97 

Repairs  of  works  and  station  structures. . 

2,357 

70 

1,357 

38 

D 1.000 

32 

Repairs  of  furunaces,  boilers  and  accessories 

817 

86 

2,123 

20 

1,305 

31 

Repairs  of  steam  engines 

186 

54 

189 

71 

3 

17 

Repairs  of  miscellaneous  power  plant  equip- 

ment 

154 

63 

448 

62 

293 

99 

Repairs  of  water  gas  sets  and  accessories. 

2,470 

74 

3,788 

87 

1,318 

13 

Repairs  of  purification  apparatus 

1,427 

59 

228 

93 

D 1,198 

66 

Repairs  of  holders  

1,762 

70 

325 

96 

D 1,436 

74 

Repairs  of  miscellaneous  equipment 

1,019 

63 

877 

34 

D 142 

29 

Gas  storage 

3,706 

55 

3,542 

03 

D 164 

52 

Residuals  produced 

Cr.  6,1,61 

28 

Cr.  5,908 

Sit 

552 

94 

Total  production  expenses 

$157,255 

67 

$162,084 

55 

$4,828 

88 

Distribution  superintendence  

$4,285 

20 

$5,706 

28 

$1,421 

08 

Distribution  supplies  and  expenses 

637 

78 

683 

82 

46 

04 

Gas  meter  and  installation  work 

2,652 

09 

3,281 

97 

629 

88 

Work  on  consumers’  premises 

4,312 

36 

6,204 

65 

1,892 

29 

Repairs  of  gas  mains 

3,527 

89 

5,48'5 

72 

1,957 

83 

Repairs  of  gas  services 

937 

25 

1,365 

88 

428 

63 

Repairs  of  gas  meters 

4,216 

21 

4,119 

57 

D 96 

64 

Repairs  of  gas  appliances 

969 

58 

1,383 

57 

413 

99 

Total  transmission  and  distribution 

expenses 

$21,538 

36 

$28,231 

46 

$6,693 

10 

Street  lamp  operating  

$36,763 

51 

$38,280 

67 

$1,517 

16 

Street  lamp  repairs  

1,765 

41 

2,870 

00 

1,104 

59 

Total  municipal  street  lighting  ex- 

penses   

$38,528 

92 

$41,150 

67 

$2,621 

76 

Commercial  administration  

$22,836 

16 

$24,799 

99 

$1,963 

S3 

Promotion  office  expense 

360 

00 

456 

00 

96 

00 

Advertising 

254 

56 

205 

99 

D 48 

57 

Canvassing  and  soliciting  

1.677 

68 

1,790 

64 

112 

96 

Total  commercial  expenses 

$25,128 

40 

$27,252 

62 

$2,124 

22 

Salaries  and  expenses  of  general  officers. 

$1,320 

49 

$1,908 

75 

$5S8 

26 

General  law  expenses  

2.235 

33 

10.682 

47 

8,447 

14 

Miscellaneous  general  expenses 

3.364 

87 

o,34o 

77 

1,980 

90 

Insurance  

488 

15 

730 

11 

241 

96 

General  amortization  

20,039 

92 

21,893 

49 

1.853 

67 

Accidents  and  damages  

485 

90 

1,159 

28 

673 

38 
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Increase  or 


1909 

1910 

(D)  decrease 

Law  expenses  connected  with  damages . . 

$526 

35 

$824 

71 

$298 

36 

General  stationery  and  printing 

87 

2,528 

64 

D 208 

23 

Stable  expenses T 

2,261 

63 

3,668 

19 

1,406 

56 

Inventory  adjustments  — Balance  

645 

44 

97 

10 

D 548 

34 

Total  general  expenses 

$34,104 

95 

■&> 

00 

00 

cc 

00 

51 

$14,733 

56 

Total  operating  expenses 

. $276,556 

30 

$307,557 

81 

$31,001 

51 

Taxes 

1909 

1910 

Increase  or 
(D)  decrease 

Assessed  during  year 

$31,561  34 

$37,567  07 

$6,005 

73 

State  tax  on  gross  earnings  and  excess 
dividends 

2,371  31 

3,921  05 

1,549 

74 

Special  franchise  

20,853  60 

23,564  87 

2,741 

27 

Real  estate 

8,336  43 

8,502  73 

166 

30 

TTprJpral  

1,548  42 
38,336  68 

1,548 

3,543 

42 

Accrued  and  charged  to  income 

34,792  94 

74 

State  tax  on  gross  earnings  and  ex- 
cess dividends  

3,977  91 

4,439  08 

461 

17 

Special  franchise 

20,853  60 

23,594  87 

2,741 

27 

Real  estate  

8,336  43 

8,502  73 

166 

30 

Federal  

1,625  00 

1,800  00 

175 

00 

Paid  during  year 

29,267  44 

39,568  33 

10,300 

89 

State  tax  on  gross  earnings 

2,371  31 

2,721  05 

349 

74 

Special  franchise 

18,559  70 

25,596  13 

7,036 

43 

Real  estate  

8,336  43 

8,502  73 

166 

30 

Federal  

1,548  42 
1,200  00 

1,548 

1,200 

42 

Excess  dividends  

00 

PHYSICAL  EQUIPMENT 

Works  and  Holders. — Water-gas  sets,  4 ; total  maximum  rated  capacity,  5.300  M. 
cu.  ft.  (details  in  Table  I).  Holders,  4;  capacity,  2,700  M.  cu.  ft.  (details  in 
Table  IV). 

Mains  (Dec.  31,  1910) — Distribution  pipe  lines,  length  in  feet,  842,352;  net  in- 
crease during  year,  29,158  (see  Table  V). 

Services. — Live  service  pipes  in  use  December  31,  1910,  12,751,  net  increase 
during  year,  1,207.  (See  Table  VI.) 

Meters. — Number  of  consumers’  meters  in  service  December  31,  1910,  17,558,  net 
increase  during  year,  2,433.  (See  Tables  VII  and  VIII.) 

OPERATING  STATISTICS 

Gas  Made,  Bought  and  Sold  (cu.  ft.). — On  hand  January  1,  1909,  1,934,000; 
made  in  1909,  609,656,000  ; sold,  520,671.000;  used  by  respondent,  2,243,000  ; on 
hand  December  31,  1909,  2,528,000  ; unaccounted  for,  86,148,000. 

On  hand  January  1,  1910,  2,528,000 ; made  in  1910,  686,522,000 ; sold,  580,- 
727,505  ; used  by  respondent,  2,749,900 ; on  hand  December  31,  1910,  2,116,000  ; 
unaccounted  for,  103,456,595.  (See  Tables  Xl-XIIIa.) 

Materials. — Materials  used,  see  Table  IX  ; materials  on  hand,  see  balance  sheet 
details  above. 

Residuals. — See  Table  X. 

Accidents. — Tables  XXV-XXIX. 

Employees. — General  officers,  4 ; salaries  in  1909,  $1,200  ; in  1910,  $1,800  ; all 
other  employees,  in  December,  1909,  113  ; December,  1910,  129  ; salaries  and  wages 
in. 1909,  $101,437.50;  in  1910,  $109,942.67.  (For  details,  see  Tables  XXX-XXXIV.) 
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Officers. — President,  C.  K.  G.  Billings  ; Vice-President,  A.  N.  Brady  ; Secretary 
and  Treasurer,  W.  M.  Flook  ; Assistant  Secretary,  F.  W.  Long. 

Directors. — C.  K.  G.  Billings,  A.  N.  Brady,  Geo.  O.  Knapp,  W.  M.  Flook. 

Offices. — Corporate  office,  54  Wall  street,  New  York  ; main  business  office,  4802 
New  Utrecht  avenue,  Brooklyn,  N.  Y. 


LONG  ACRE  ELECTRIC  LIGHT  AND  POWER  COMPANY 

Organized  April  21,  1903,  under  article  G of  the  Transportation  Corporations 
Law  of  the  state  of  New  York.  On  March  21,  1906,  it  acquired  from  Martin  F. 
Minturn  the  franchise  originally  granted  to  the  American  Electrical  Manufacturing 
Company.  The  Manhattan  Transit  Company  obtained  control  of  this  company  on 
March  22,  1906,  through  the  ownership  of  a voting  trust  certificate  representing 
490  shares  out  of  a total  of  500.  The  history  of  the  company  is  given  in  greater 
detail  in  volume  II  of  the  Commission’s  Annual  Report  for  1908  in  the  Opinion 
of  the  Commission  denying  the  application  of  this  company  for  approval  of  an 
issue  of  $10,000,000  preferred  stock,  and  $50,000,000  bonds.  The  company  supplies 
electricity  in  the  19th  ward  of  Majnhattan,  vicinity  of  47th  street  and  Second 
avenue. 

Stockholders. — Number  December  31,  1910,  9 ; New  York  state,  9,  holding  500 
shares.  Total  voting  power  (number  of  shares)  500  of  $100  par  value  each  ; 
principal  stockholder,  Manhattan  Transit  Co. 

Votes  cast  at  general  meeting  of  March  22,  1906,  six  1. 

Changes  during  1909-1910. — No  additional  powers  or  franchises  were  acquired 
and  no  extensions  to  the  system  were  made,  operations  being  confined'  to  the 
vicinity  of  East  47th  street  and  Second  avenue,  Borough  of  Manhattan,  City  of 
New  York. 

“ The  respondent  acquired  during  1909  ad  interim  certificates  of  the  Public 
Service  Telephone  Company,  entitling  them  upon  receipt  of  bonds  from  the  engraver 
to  receive  $500,000  par  value,  5 per  cent  30-year  gold'  bonds  issued  by  the  Public 
Service  Telephone  Company.” 

“ On  April  29,  1909,  the  respondent  sold  to  A.  D.  Williams  for  $500,000  that 
part  of  its  franchise  entitling  them  to  the  transmission  of  sound  in  the  Boroughs 
of  Manhattan  and  The  Bronx.” 

“ Edgar  Van  Etten  resigned  as  director  and  president  of  the  company  on  April 
29,  1909.  Dr.  John  A.  Burke  of  149  West  48th  street,  New  York  City,  was  on  the 
same  date  chosen  director  and  president  of  the  company  in  his  stead.  W.  M.  Gulick 
was  elected  director  April  29,  1909,  vice  W.  H.  Lamprecht,  resigned.  Henry  W. 
King,  general  counsel,  died  September  5,  1910,  and  vacancy  not  filled  during  that 
year.” 


Dec.  31,  1909 

$3,174  13 
286  63 
1,260  44 
500,000  00 
3 90,736  10 
897  21 

6,515  93 

2,139  54 
130,193  64 


$735,203  62 


BALANCE  SHEET 

Assets  Side 

Cash  

Consumers’  accounts  receivable 

Materials  and  supplies 

Free  investments 

Fixed  capital,  December  31,  1908.  . . 
Fixed  capital  installed  since  Dec.  31, 

1908  

Unamortized  debt  discount  and  ex- 
pense   

Other  suspense  

Corporate  deficit 

Total  


Dec.  31,  1910 


$450 

35 

1,405 

22 

500,000 

00 

92,539 

78 

3,938 

45 

6,515 

93 

199,645 

69 

$804,495  42 


Increase  or 
(D)  decrease 
D $3,174  13 
163  72 
144  78 


3 1,803  68 
3,041  24 


D 2,139  54 
69,452  05 


$69,291  80 


1 “ It  is  not  known  what  stockholders  were  present.  The  Inspector  of  Election 
reported  as  present  six  (6)  shares  of  stock  out  of  ten  (10)  outstanding.” 
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Liabilities  Side 


Increase  or 


Dec.  31,  1909 

Assets’  Side 

Dec.  31,  1910 

(D)  decrease 

$3,460 

11 

Taxes  accrued 

$5,479  30 

$2,019 

19 

34,166 

68 

Interest  accrued  on  funded  debt... 

61,026  68 

26,860 

00 

383 

33 

Interest  accrued  on  unfunded  debt. 

3,281  95 

2,898 

62 

5,723 

16 

Owing  to  associated  companies2... 

8,050  07 

2,326 

91 

64,150 

80 

Miscellaneous  bills  payable 

53,310  28 

D 10,840 

52 

77,319 

54 

Miscellaneous  accounts  payable.  . . . 

118,369  67 

41,050 

13 

Accrued  amortization  of  capital . . . 

. 4,977  47 

4,977 

47 

500,000 

00 

Mortgage  bonds 

500  000  00 

50,000 

00 

Capital  stock 

50,000  00 

$735,203 

62 

Total  

$69,291 

80 

Details  of  Assets  and  Debit  Balances 


Fixed  Capital  December  31,  1908 


Organization  

Franchise,  goodwill  and  - con- 
tracts   

Gas  engines  — Diesel 

Gasoline  motor 

Electric  generators 

Accessory  electric  power  equip- 
ment   

Storage  battery  

Miscellaneous  power  plant 

equipment  

Distribution  system 

Electrical  services 

Electrical  meters 

Electric  meter  installation . . . 

Commercial  arc  lamps 

Electrical  tool  equipment.  . . . 


Total 


Balance  Withdrawals  and  retirements  Balance 

December  31,  , K % December  31, 

1908  1909 3 1910  1910 


$3,308  06  $3,308  06 

566,313  50  $500,000  00  66,313  50 

12,849  17  110  00  12,739  17 

542  38  $542  38  

3,654  23  3,654  23 

1,560  64  1,560  64 

2,129  45  2,129  45 

18  97  18  97 

1,157  89  7 28  1,150  61 

284  93  284  93 

260  01  260  01 

94  87  94  87 

884  21  884  21 

141  13  141  13 


$593,199  44  $500,117  28  $542  38  $92,539  78 


Details  of  Fixed  Capital  Withdrawn. — S'ale  of  that  part  of  franchise  pertaining 
to  ttie  transmission  of  sound  in  the  Boroughs  of  Manhattan  and  The  Bronx. 
$500,000 ; exhaust  line  to  Diesel  engine,  $110  ; adjustment  of  item  erroneously 
charged  to  power  plant  equipment  prior  to  December  31,  1908,  $7.28 ; cost  of 
installing  gasoline  motor  which  was  returned  to  company  who  loaned  it,  $542.38. 

Fixed  Capital  Installed  Since  December  SI,  1908. — For  details,  see  Table  XXXIX. 

Description  of  Capital  Installed  Since  December  31,  1908 ■ — In  1909  : Connecting 

gas  engine  plant  with  city  water  maims  and  installing  8-inch  sewer  from  gas  engines 
to  city  service  in  street.  $287.00  ; installing  exhaust  line  to  gas  engine,  $468.05. 
In  1910 : One  13"  x 12"  Ball  Erie  steam  engine,  complete.  $907.96 ; one  40  kw. 

generator,  installed,  $637.73  ; ventilating  exhaust  system,  $348.06  ; minor  projects, 
1909,  $142.16  ; 19il0,  $1,154.01. 


2 Manhattan  Transit  Company  for  supplies  and  payroll  less  collection  for  power 
and  light  furnished. 

3 During  1909  sundry  amounts  totalling  $2,346.06  were  written  off  for  deprecia- 
tion and  were  restored  during  1910. 
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Materials  and  Supplies 


Item 

Fuel  oil 

Lubricating  oil 

Arc  lamp  accessories 

Incandescent  lamps 

Wire  and  cable 

Fittings  stock  

Battery  supplies 

Wiring  accessories 

Shop  and  engine  room  tools. . . . 
Parts  of  electrical  machinery . . . 

Total  


Book  value  December  31, 


1909 

1910 

' 

$192  50 

$59 

50 

17  07 

64 

48 

20  21  

684  94 

664 

18 

142  55 

396 

07 

22  28 

15 

26 

46  07 

12 

85 

109  24 

181 

13 

25  58 

11 

76 

. $1,260  44 

$1,405 

22 

Investments. — Public  Service  Telephone  Company  ad  interim  certificate  for 
$500,000  par  value  5 per  cent  30-year  gold  bonds,  received  September  27,  1909,  in 
excchange  for  sale  of  franchise  for  transmission  of  sound  in  the  Boroughs  of  Man- 
hattan and  The  Bronx. 

Unamortized  Debt  Discount  and  Expense. — Expense  in  connection  with  first 
mortgage  4 per  cent  50-year  gold  bonds,  $6,515.93  ; “ pending  development  of  com- 
pany to  an  earning  stage,  no  provision  will  be  made  for  amortizing  this  amount.” 
Other  Suspense. — December  31,  1909,  deferred  duct  rent,  “ rent  on  ducts  as  per 
contract  and  which  at  present  are  not  used  and  have  not  been  used,  carried  as 
deferred  charge  until  ducts  are  used  and  are  a source  of  revenue,”  $2,139.54. 


Details  of  Liabilities  and  Credit  Balances 

Taxes  Accruea. — December  31,  1909,  special  franchise  tax,  $3,292.11 ; accrued 
interest,  $168 ; December  31,  1910,  special  franchise  tax,  1908,  $1,614.07 ; 1909, 
$1,678.04;  1910,  $1,757.90;  accrued  interest,  $429.29;  total,  $5,479.30. 

Funded  Debt. — Fifty-year  first  mortgage  gold  bonds,  October  15,  1906 ; 4 per 
cent  payable  April  15  and  October  15  ; authorized,  $1,000,000 ; issued1  and  out- 
standing, $600,000 ; held  on  behalf  of  respondent,  $100,000 ; par  value  of  net 
amount  outstanding,  $500,000  ; interest  accrued  during  1909,  $20,000.02 ; paid  in 
1909,  $10,000  ; matured  and  unpaid,  $30,000  ; accrued  but  not  yet  due,  $4,166.68 ; 
interest  accrued  in  1910,  $20,000 ; paid  in  1910,  none ; matured  and  unpaid, 
$56,860  4 ; accrued,  not  yet  due,  $4,166.68;  interest  waived  by  bondholders  .to 
May  1,  1911,  $57,318.35  ; trustee,  Metropolitan  Trust  Company  of  the  City  of 
New  York.  Of  these  bonds  $500,000  were  issued  in  part  payment  of  electrical 
franchise,  granted  by  the  common  council  of  the  City  of  New  York,  June  13,  1887, 
and  $100,000  is  held  as  general  collateral  security  by  the  American  and  British 
Manufacturing  Company. 

Stocks. — Authorized  and  issued,  500  shares  of  $100  par  value  each  ; net  amount 
outstanding,  $50,000 ; no  dividends  were  declared  or  paid.  This  stock  was  part 
of  the  purchase  price  of  electrical  franchise. 

Accrued  Amortization  of  Capital. — “Amount  of  depreciation  in  year  1909,  which 
was  deducted  from  the  capital  accounts  and  so  shown  in  the  annual  report  for  1909, 
restored  to  said  capital  accounts  and  now  set  up  as  a reserve  fund,”  $2,346.06 ; 
reserve  for  1910,  $2,713.09  ; total  credits,  $5,059.15  ; debits  in  1910,  $81.68  (retir- 
ing gasoline  motor)  ; balance  December  31,  1910,  $4,977.47. 


4 Includes  $6,860  bond  interest  transferred  from  notes  payable. 
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INCOME  ACCOUNT 


Operating  revenues 

Revenue  deductions 

Operating  expenses  . . . 

Taxes  

Uncollectible  bills 

Operating  loss 

Non-operating  income  : 

Rent  for  machine  shop 


1909 


Item  Total 

$3,679  93 

19,917  51 

$18,213  06  

1,678  04  

26  41  


$16,237  58 


1910 

A ^ 

Item  Total 


$4,893  05 

20,398  44 

$18,637  50  

1,757  90  

3 04  


$15,505  39 
5 677  50 


Gross  loss  applicable  to  cor- 
porate and  leased  properties  

Income  deductions 

Interest  accrued  on  funded 

debt  20,000  02 

Interest  on  demand  notes  2,925  82 

Interest  on  open  accounts  2,921  79 

Rent  of  space  for  E.  47th 

street  power  plant.  . . . 2,400  00 

Rent  of  unused  ducts 

Engineering  and  superin- 
tendence   7,500  00 


$16,237  58  $14,827  89 

85,747  63  39,653  96 

20,000  00  

2,898  62  

4,267  16  

2,400  00  

713  18  

9,375  00  


Net  corporate  loss 


$51,985  21 


$54,481  85 


Corporate  Deficit  Account 


Deficit  January  1,  1909 

Loss  transferred  from  1909.  income  account $51,985  21 

Bad  debts  written  off 45  88 

Legal  expenses,  former  years 2,526  36 

Interest  on  legal  expenses 260  92 

Depreciation  exhaust  line  to  gas  engines  retired1.  . . . 100  00 


$75,275  27 


54,918  37 


Deficit  December  31,  1909 

Loss  transferred  from  1910  income  account $54,481  85 

Bad  debts  written  off 13  84 

Salary  chief  engineer,  1907-1909 13,208  33 

Deferred  duct  rent 2,139  54 

Gasoline  motor  withdrawn 467  22 

Sundry  adjustments  49  75 


$130,193  64 


70,360  53 


Total $200,554  17 

Less  — Refund  interest,  prior  years,  $806.39,  and  sundry  adjust- 
ments, $102.09  908  48 


Deficit  December  31,  1910  $199,645  69 


Operating  Revenues. — Year  1909,  commercial  metered  lighting,  34,945  kw.  hrs. 
at  7.6c,  $2,675.16;  commercial  metered  power,  19,280  kw.  hrs.  at  5.2c,  $1,004.77. 
Year  1910,  commercial  metered  lighting,  66,226  kw.  hrs.  at  5.23c,  $3,416.09  ; 
commercial  metered  power,  26,868  kw.  hrs.  at  5.49c,  $1,476.96. 


$687.50  less  $10  expenses. 
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Operating  Expenses 


1909 


1910 


Power  plant  labor 

Fuel  for  power  

Lubricants  for  power 

Station  supplies  and  expenses 

Repairs  of  power  plant  buildings  . . . 

Repairs  of  steam  equipment 

Repairs  of  gas  power  equipment 
Repairs  of  power  plant  electric  equi 

Miscellaneous  station  repairs 

Steam  from  other  sources 

Total  production  expenses 

Total  electric  storage  expenses. 


formers 

Distribution  subway  rent 


Total  distribution  expenses 

Commercial  arc  operation  

Commercial  arc  repairs  

Commercial  incandescent  operation  .... 
Consumers’  installation  expenses 

Total  utilization  expenses  

Total  commercial  expenses  

Salaries  and  expenses  of  general  officers 
Salaries  and  expenses  of  general  office  clerks 
General  office  supplies  and  expenses.  . . . 

General  law  expenses 

Miscellaneous  general  expenses 

Insurance  

General  amortization  

General  stationery  and  printing 

Inventory  adjustments,  balance  

Total  general  expenses 

Total  operating  expenses.  ... 


Increase  or 
(D)  decrease 


. $4,590 

59 

$4,218 

95 

D $371 

64 

530 

10 

1,105 

65 

575 

55 

. * 207 

99 

408 

52 

200 

53 

260 

56 

384 

27 

123 

71 

1 

09 

51 

00 

49 

91 

30 

66 

30 

66 

. 2,506 

87 

1,262 

74 

D 1,244 

13 

339 

37 

157 

46 

D 181 

91 

37 

83 

100 

40 

62 

57 

1,350 

00 

1,350 

00 

. $8,474 

40 

$9,069 

65 

$595 

25 

$689 

61 

$75 

84 

D $613 

77 

5- 

$4 

42 

$2 

53 

D $1 

89 

409 

43 

404 

13 

Do 

30 

24 

91 

19 

43 

D 5 

48 

$438 

76 

$426 

09 

D $12 

67 

$454 

34 

$245 

30 

D $209 

04 

96 

20 

37 

26 

D 58 

94 

101 

31 

177 

85 

76 

54 

130 

90 

183 

31 

52 

41 

$782 

75 

$643 

72 

D $139 

03 

$35 

52 

$2 

83 

D $32 

69 

. . $2,400 

48 

$2,336 

61 

D $63 

87 

3.  839 

74 

409 

31 

D 430 

43 

385 

45 

1,198 

12 

812 

67 

. 1,666 

94 

il,738 

85 

71 

91 

184 

19 

100 

69 

D 83 

50 

125 

00 

125 

00 

. 2,356 

06 

2,713 

09 

357 

03 

13 

75 

23 

95 

10 

20 

. . Cr.  5k 

59 

Cr.  226 

25 

D 171 

66 

02 

$8,419 

37 

$627 

35 

. . $18,213 

06 

$18,637 

50 

$424 

44 

PHYSICAL  EQUIPMENT 

Station  Equipment. — In  service  January  1,  1909  : 3 direct  connected1  gas  engines, 

210  h.  p.  ; 3 D.  C.  direct  connected  generators,  150  kw.  ; 1 set  storage  battery  cells, 
800  a.  h.  Installed  during  1910  : 1 steam  engine,  75  h.  p.  ; 1 generator,  40  kw. 

Withdrawn  during  1910  : 1 gas  engine,  60  h.  p.  For  number  of  units,  kind  and 

capacity,  see  Table  XV. 

Circuits. — See  Table  XVI. 

Poles,  Line  Transformers  and  Services. — See  Table  XVII. 

Meters. — See  Table  XVIII  A and  B.  For  disposition  of  meters  owned,  see 
Table  XIX. 
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OPERATING  STATISTICS 

Electric  Current  Generated  and  Sold  (kw.  hrs.). — During  1909;  Generated, 
168,880  ; sold,  64,225  ; unaccounted  for,  114,665.  During  1910  : Generated,  234,- 

502  ; sold,  92,094  ; unaccounted  for,  142,408.  See  Table  XXIII. 

For  other  operating  statistics,  see  Table  XX,  Connected  load ; Table  XXI,  Elec- 
tric current  generated  and  fuel  consumed ; Table  XXII,  Maximum  peak  load ; 
Table  XXIV,  Consumption  of  electric  current  by  companies  and  boroughs. 

Materials. — Fuel  oil:  On  hand  Jan.  1,  1909,  1,203  gallons;  received  in  1909, 

17,409  gallons  ; used  in  1909,  13,612  gallons  ; on  hand  December  31,  1909,  5,000 
gallons  ; received  in  1910,  26,066  ; used  in  1910,  29,366  gallons  ; on  hand  December 
31,  1910,  1,700  gallons.  Gasoline. — Received  and  used  in  1909,  11%  gallons.  For 
cost  of  materials  on  hand,  see  balance  sheet  details  above. 

Accidents. — See  Tables  XXV-XXIX. 

Employees. — Salaries  of  officers  in  1909,  nothing;  in  1910,  $5,000;  number, 
December  31,  1909,  7 ; December  31,  1910,  6 ; compensation  1909,  $9,417.30  B ; 
1910,  $11,882.88  6.  See  Tables  XXX-XXXIV. 

Officers.- — •President,  John  A.  Burke;  Vice-President,  John  C.  Sheehan;  (Secre- 
tary and  Treasurer,  William  W.  Walters  ; Assistant  Secretary  and  Treasurer,  O.  B. 
Corbin  ; Chief  Engineer,  Walter  H.  Knight. 

Directors.- — Wm.  Harris,  Henry  B.  Harris,  John  C.  Sheehan,  G.  Tracy  Rogers, 
W.  II.  Knight,  J.  A.  Burke,  W.  M.  Gulick. 

Offices. — Corporate  office,  No.  166  Broadway ; main  business  office,  No.  250 
East  48th  street,  New  York  City. 


NEW  AMSTERDAM  GAS  COMPANY 

The  report  of  this  company  combines  with  it  the  report  of  the  East  River  Gas 
Company  of  Long  Island  City  [whose  properties  have  been  in  fact,  though  not  in 
la-w,  merged  with  those  of  the  New  Amsterdam  Gas  Company ]. 

The  New  Amsterdam  Gas  Company,  Equitable  Gas  Light  Company  of  New  York 
and  New  York  and  East  River  Gas  Company  were  consolidated  on  March  4,  1898, 
to  form  the  present  New  Amsterdam  Gas  Company.  It  supplies,  water  gas  in.  the 
Borough  of  Manhattan  from  Canal  street  to  137th  street,  North  river  to  East  river, 
and  in  the  Borough  of  Queens,  First  ward. 

This  company  holds  stock  control  of  the  following  companies : Central  Union 

Gas  Company,  East  River  Gas  Company  of  Long  Island  City,  New  York  Carbide 
and  Acetylene  Company  (inchoate)  and  Northern  Union  Gas  Company.  (See 

The  Consolidated  Gas  Company  of  New  York  reports  that  it  holds  89,913  shares 
of  preferred  stock  out  of  a total  issue  of  90,000  shares,  and  121,542  shares  of 
common  stock  out  of  a total  issue  of  121,650. 

Stockholders. — Number,  February  9,  1911,  30  ; in  New  York  state,  27,  holding 
210,676,shares.  Total  voting  power  (number  of  shares)  211,660  of  $100  par  value 
each  ; principal  stockholder  — Consolidated  Gas  Company  of  New  York. 

Votes  cast  at  general  meeting  of  March  3,  1910,  211,332  ; by  stockholders  on 
behalf  of  themselves  : Lewis  B.  Gawtry,  100  ; M.  M.  Graham,  60 ; on  behalf  of 

others  : Lewis  B.  Gawtry,  152,000  ; J.  A.  Bennett,  21,935  ; M.  M.  Graham,  2,674  ; 
Benj.  Whiteley,  16,793  ; R.  A.  Carter,  17,780. 

Changes  in  1909-1910. — The  company  is  continually  making  additions,  exten- 
sions, and  improvements  and  betterments  to  every  portion  of  its  property.  The 
financial  result  of  such  expenditures  is  shown  in  Table  XXXIX.  No  additional 
powers  or  franchises  were  acquired. 


e Tn  addition  to  those  amounts,  charges  were  made  to  income  deductions  for 
engineering  and  superintendence  aggregating  $7,500  in  1909,  and  $9,375  in  1910. 
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BALANCE  SHEET 


December  31, 

December  31, 

Increase  or 

1909 

Assets  Side 

1910 

(D)  decrease 

Current  assets  : 

$192,212 

37 

Cash 

$232,192 

72 

$39,980 

35 

66,134 

76 

Accounts  with  associated  com- 

panies 

1 98,825 

68 

32,690 

92 

594,209 

66 

Accounts  with  City 

of  New 

York 

94,306 

21 

D 499,903 

45 

115,005 

08 

Consumers’  accounts 

receiv- 

able 

125,307 

22 

10,302 

14 

40,476 

03 

Other  accounts  receivable... 

32,318 

41 

D 8,157 

62 

1,414 

90 

Other  current  assets. . 

1,414 

90 

258,247 

67 

Materials  and  supplies.  . . 

293,971 

69 

35,723 

92 

625,788 

73 

Free  investments  

638,762 

51 

12,973 

78 

41,012,222 

75 

Fixed  Capital,  December 

31,  1908 

40,959,063 

27 

D 53,159 

48 

147,5i55 

72 

Fixed  capital  installed  since  De- 

cember  31,  1908.... 

215,582 

95 

68,027 

23 

20,292 

16 

Prepayments 

17,118 

53 

D 3,173 

63 

2,956,702 

10 

Corporate  deficit  

2,594,048 

55 

D 362,653 

55 

$46,030,261 

93 

Total 

$45,302,912 

54 

D $727,349 

39 

Liabilities  Side 

$873,959 

42 

Taxes  accrued  

$163,341 

36 

D $710,618 

06 

192,410 

44 

Interest  accrued  on  unpaid  taxes 

10,665 

58 

D,  181,754 

86 

60,193 

34 

Interest  on  funded  debt.. 

60,208 

34 

15 

00 

1,651,421 

82 

Owing  to  associated  companies.  . . 

1,531,421 

8'2 

D 120,000 

00 

336,111 

39 

Consumers’  deposits  . . . . 

343,672 

34 

7,560 

95 

261,165 

98 

Miscellaneous  accounts  payable. . 

274,961 

17 

13.795 

19 

28,987 

81 

Other  unfunded  debt.  . . . 

34,506 

09 

5,518 

28 

19.235,000 

00 

Funded  debt  

19,235,000 

00 

2,157,234 

74 

Renewal  and  contingency 

account 

2,402,259 

20 

245.024 

46 

68,776 

99 

Casualties  and  insurance 

reserve 

81,886 

64 

13,109 

65 

21,165,000 

00 

Stocks  

21,165,000 

00 

$46,030,261 

93 

Total  

54 

D $727,349 

39 

Details  of  Assets  and  Debit 

Balances 

< 

Fixed  Capital  December  31,  1908 

Withdrawals  or  retire- 

ments 

Balance  Dec.  r 

K 

\ 

Balance  Dec. 

Item 

31,  1908 

1909 

1910 

31,  1910 

Franchise  and  property.  $37,328,166  64 

$1,650 

00  

$37,326,516 

64 

New  street  mains 

; 994,478  39 

4,636 

19  $7,629 

82 

982,212 

38 

New  services  . . 

176.404  03 

22,8i81 

00  18,966 

00 

134,557 

03 

New  meters 

152,98'4  60 

16,350 

51  12.224 

92 

124,409 

17 

Gas  stoves, 

rental 57.077  68 

11,415 

54  9,132 

43 

36.529 

71 

Motpr  mnnppHnns  97  055  11 

27,055 

11 

Horses  and 

wagons 5,689  49 

1.137 

89  

4.551 

60 

Tools  and  implements.  . 6,831  61 

1,707 

90  1,280 

92 

3,842 

79 

Office  furniture 

and  fix- 

tures 

7.068  74 

1,767 

18  1,325 

39 

3.976 

17 

Additions  No.  1 . 

983,753  39 

1,025 

00  2,600 

00 

980,128 

39 

AOrlitirms  TVr>  9 

1 335,284  28 

1,335,284 

28 

$41,074,793  96 

$62,571 

21  $53,159 

48 

$40,959,063 

27 

1 Consolidated  Gas  Company,  $64,264.18  ; Astoria  Light,  Heat  and  Power  Com- 
pany, $34,561.50. 
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Fixed  Capital  installed  since  December  31,  1908.—  See  Table  XXXIX. 

Investments,  December  31,  1910. — Northern  Union  Gas  Company  stock,  par 
value,  $740,000 ; Central  Union  Gas  Company  stock,  par  value,  $3,500,000 ; East 
River  Gas  Company  of  Long  Island  City  stock,  par  value,  $1,000,000  ; New  York 
Carbide  and  Acetylene  Company  stock,  $7,000,000. 

All  foregoing  stocks  were  acquired  through  consolidation,  and  are  carried  on 
the  books  as  part  of  fixed  capital  (“  Franchise  and  property  ”)  without  valuation. 

New  York  Edison  Company  bond  and  mortgage,  dated  June  1,  1905,  due  June  1, 
1907,  $357,011.74;  5 per  cent  interest;  income  accrued  to  respondent  during  year, 
$17,850.58. 

Northern  Union  Gas  Company,  bills  receivable,  $200,000  ; interest  at  6 per  cent 
payable  January  and  July  ; income  accrued  to  respondent  during  year,  $12,000. 

Insurance  participation  certificates,2  par  value,  $81,750.77,  3 per  cent ; income 
accrued  to  respondent  during  year,  $2,452.52. 


Materials  and  Supplies 
Quantities  on  hand 

December  31,  Book  value  December  31, 


1909 

1910 

1909 

1910 

Steam  coal,  lbs 

Fuel  oil,  gals 

2,356,610 

9,493 

91,189,123 

1,035,333 

$5,067 

24 

$2,067 

09 

Gas  coal,  lbs 

92,565,470 

180,839 

47 

182,876 

91 

Coke,  lbs 

3,144,614 

3,729,207 

4,410 

34 

6,548 

29 

Gas  oil,  gals 

1,147,779 

1,121,236 

38,323 

19 

37,635 

23 

Tar,  gals 

Purifying  material  (iron 

166,021 

295,870 

4,289 

50 

5,917 

40 

oxide),  bu 

153,319 

123,128 

8,231 

83 

10,764 

45 

Main  stock 

Fittings  stock  . 

28,302 

17,238 

2,272 

348 

81 

16,017 

1,068 

77 

24 

Appliance  stock 

33 

45 

Merchandise  

72 

$258,247 

67 

$293,971 

59 

Prepayments  — Insurance  .... 

$3,1715 

40 

$2,401 

77 

Remodeling  22d  st.  office.  . 

17,116 

76 

14,716 

76 

Details  of  Liabilities  and  Credit  Balances 


Taxes  Accrued 

Special  franchise 

Mains,  pipes  and  connections 
Gross  earnings 


Dec.  31,  1909 
$831,136  67 
29,563  85 
13,258  90 


Dec.  31,  1910 
$115,056  85 
33,961  23 
14,323  28 


Owing  to  Associated  Companies 

Consolidated  Gas  Co.  demand  notes  at  i 
Consolidated  Gas  Co.  demand  notes  at 

cent 

Consolidated  Gas  Co.  demand  notes  at  < 


Consumers’  Deposits  1909 

Added  during  the  year.  . $143,049  00 

Refunded  during  year.  . . 126,342  04 

Net  increase  16,706  96 

Balance  

Interest  paid  on  deposits 

refunded  9,908  20 

(For  number  of  deposits,  see  Table  XL.) 


i per  cent...  955,000  00  

5 and  6 per 

835,000  00 

i per  cent...  696,421  82  696,421  82 

1910 

$135,643  86  

128,082  91  

7,560  95  

336,111  39  343,672  34 

10,330  96 


2 On  December  31.  1909,  the  amount  of  these  certificates  held  was.  par  value, 
$68,776.99,  and  the  income  accrued  to  respondent  during  1909  was  $2,063.31. 
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Miscellaneous  Accounts  Payable  Dec.  31,  1900  Dec.  31,  1910 

Due  sundry  creditors  for  20c.  rebates  on  gas  bills.  . . $90,448  91  $80,186  46 

Other  accounts  payable 170,717  07  194,774  71 


Other  Unfunded  Debt 

Items  applicable  to  year,  bills  not  received 19,222  38  21,289  37 

Water  accrued 9,765  43  13,216  72 


Funded  Debt. — Equitable  Gas  Light  Company  40-year  first  consolidated  mort- 
gage bonds  1892,  5 per  cent,  payable  March  and  September ; authorized  issue, 
$4,000,000 ; issued,  $3,500,000  ; net  amount  outstanding,  $3,500,000  ; interest  ac- 
crued, $175,000  ; interest  paid,  $175,000  ; interest  accrued  but  not  due  at  end  of 
year,  $58,333.34  ; trustees,  Central  Trust  Co.,  54  Wall  st.,  New  York  City. 

New  York  and  East  River  Gas  Company  50-year  first  mortgage,  1894,  5 per 
cent,  payable  January  and  July ; authorized  and  issued,  $3,500,000 ; net  amount 
outstanding,  $3,500,000 ; interest  accrued,  $175,000 ; interest  paid,  $175,000 ; 
trustee,  Guaranty  Trust  Co.,  30  Nassau  st.,.  New  York  City. 

New  York  and  East  River  Gas  Company  50-year  first  consolidated  mortgage, 
1895 ; 5 per  cent,  payable.  January  and  July ; authorized,  $5,000,000 ; issued 
$1,500,000  ; net  amount  outstanding,  $1,500,000  ; interest  accrued,  $75,000 ; inter- 
est paid,  $75,000  ; trustee,  Knickerbocker  Trust  Company,  60  Broadway,  New 
York  City. 

New  Amsterdam  Gas  Company  50-year  first  consolidated  mortgage,  1808  ; 5 per 
cent  payable  January  and  July ; authorized,  $20,000,000 ; issued,  $11,500,000 ; 
treasury  bonds,  $865,000,  of  which  $500,000  is  held  as  collateral  by  Consolidated 
Gas  Company ; net  amount  outstanding,  $10,635,000  ; interest  accrued,  $531,750 ; 
interest  paid,  $531,750  ; trustee,  Central  Trust  Company,  54  Wall  st.,  New  York 
City. 

Equitable  Gas  Light  Company,  purchase-money  mortgage,  on  property  at  42d 
and  43d  streets,  First  avenue  and  East  river,  made  July  12,  1897 ; extended 
indefinitely,  subject  to  agreement;  4%  per  cent  payable  February  and  August; 
amount,  $100,000  ; interest  accrued,  $4,500  ; interest  paid,  $4,500  ; interest  accrued 
but  not  due  at  end  of  year,  $1,875. 

More  than  86  per  cent  of  respondent’s  funded  debt  was  issued  directly  for 
plant  and  property,  and  for  securities  of  other  companies  ; the  remaining  14  per 
cent  was  issued  for  corporate  purposes. 

Stocks. — > Preferred  ; authorized,  100,000  shares  of  $100  par  value  each  ; issued 
and  outstanding,  90,000  shares  of  a par  value  of  $9,000,000.  Common  ; author- 
ized, 130,000  shares  of  $100  par  value  each ; issued  and  outstanding,  121,660 
shares  of  a par  value  of  $12,165,000.  No  dividends  were  declared  or  paid  during 
1909  or  1910. 

All  stock  was  issued  directly  for  the  plant  and  property,  and  for  securities  of 
other  companies. 


Reneical  and  Contingency  Account 


Balance,  December  31,  1908 $1,928,517  07 

Credits  in  1909  (10c.  per  M.  cu.  ft.  of  gas  sold)3 302,377  88 


$2,230,894  95 

Debits  in  1909 73,660  21 

(General  equipment,  $2,905.07  ; furnaces,  boilers  and  accessor- 
ies, $950  ; purification  apparatus,  $76  ; accessory  equipment, 
works,  $1,650  ; trunk  lines  and  mains,  $4,636.19  ; gas  services, 

$22,881  ; gas  meters,  $16,361.84  ; gas  engines  and  appliances, 

$22,493.21  ; gas  tools  and  implements,  $1,707.90.) 


3 See  note  3,  page 
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Balance,  December  31,  1909 .$2,157,234  74 

Credits  in  1910  (10c  per  M.  cu.  ft.  of  gas  sold)* 315,484  20 


$2,472,718  94 

Debits  in  1910  70,459  74 


(iSteam  engines,  $285.45  ; miscellaneous  power  plant  equipment, 

$475  ; purification  apparatus,  $1,273.47 ; new  street  mains, 

$6,081.14 ; new  services,  $18,966 ; new  meters,  $12,224.92  ; 
tools  and1  implements,  $1,562.77  ; general  equipment,  $2,385.31  ; 
gas  engines  and  appliances,  $26,605.68.) 

Balance,  December  31,  1910 $2,402,259  20 


Casualties  and  Insurance  Reserve. — Insurance  Participation  Reserve  : Balance, 

December  31,  1908,  $57,235.83  ; credits  during  1909,  $11,541.16  ; balance  December 
31,  1909,  $68, 776.99  ; credits  during  1910,  $12,973.78  ; balance  December  31,  1910, 
$81,750.77.  Employees  Insurance  Reserve : Credits  during  1910,  $750 ; debits 

during  1910,  $614.13;  balance  December  31,  1910,  $135.87. 

INCOME  ACCOUNT 

1909  1910 


Item  Total  Item  Total 

Operating  revenue  $2,550,989  21  $2,703,446  58 

Revenue  deductions 1,557.686  63  1,611,24S  44 

Operating  expenses..  *$1,345,399  26  *$1,391,459  65  

Uncollectible  'bills  . 14,154  97  10,455  04  

Taxes 198,132  40  209,333  75  

Operating  income  $993,302  58  $1,092,198  14 

Non-operating  revenues : 

Rent  accrued  for 
use  of  mains  by 
Astoria  Light, 

Heat  & Power  Co.  $74,787  14  $75,852  80  

Other  rents  35,165  30  46,479  24  

Interest  on  securi- 
ties, loans,  etc.  . 32,113  59  32,389  29  


Total  non-oper- 
ating revenues 

Non-operating  revenue  de- 
ductions : Repairs.  . . . 

Non-operating  income . 

Gross  income  applicable 
to  corporate  and  leased 
properties $1,131,256  21  $1,237,398  37 


$142,066  03 
4,112  40 


137,953  63 


$154,721  33 
9,521  10 


145,200  23 


3 According  to  a rule  adopted  by  the  directors  of  this  company  operating 
expenses  were  to  be  charged,  for  general  amortization,  at  the  rate  of  18.75c  per 
M.  cu.  ft.  of  gas  sold  ; 10c  to  be  credited  to  Renewal  and  Contingency  account  and 
8.75c.  to  Accrued  Amortization  of  Capital.  In  1909  and  1910  the  actual  repairs 
were  less  than  the  estimated  allowance  and  adjustments  were  made  leaving  in 
operating  expenses  only  the  actual  cost  of  repairs.  This  error  was  corrected  in 
February  1911  by  charging  “ Profit  and  Loss  ” and  crediting  Accrued  Amortization 
of  Capital  with  the  amounts  taken  out  in  1909  and  1910.  These  amounts  were 
$11,643.67  and  $47,522.54  respectively. 

4 As  revised.  See  note  (6). 
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1909 

_A 


Item 


from  gross 


Total 

$1,101,860  96 


Deductions 

income 
Interest  accrued  on 

funded  debt  

Interest  on  loans.  , . 
Interest  on  consum- 
ers’ deposits  . ... 
Interest  on  unpaid 
taxes  

Net  corporate  income . . . 


$961,250  00  

83,873  41  

9,908  20  

46,829  35  

$29,395  25 


1910 

Item  Total  ^ 

$1,060,835  81 

$61,250  00  

85,787  94  

10,330  96  

3,466  91  

$176,562  56 


Corporate  Deficit 

Deficit,  December  31,  1908 $2,689,411  81  

Balance  transferred  from  1909  income  account 5$29,395  25 

Appropriations  to  reserves 6302,37  7 88  

Miscellaneous  adjustments  applicable  to  former  years  5,692  34 

Deficit , December  31.  1909 2,956,702  10 


$2,991,789  69  $2,991,789  69 


Deficit,  December  31,  1909 $2,956,702  10 

Balance  transferred  from  1910  income  account 

Expense  “ gas  rate  appeal  litigation  ” applicable  to 

former  years 10,228  45 

Interest  on  taxes  on  mains,  pipes  and  connections, 

applicable  to  former  years 7,188  67 

Fire  insurance  on  East  15th  street  holder,  applicable 

to  former  years  1,417  50 

Bad  debts  written  off 743  '52 

Appropriations  to  reserves  6315,484  20 

Adjustment  of  special  franchise  taxes  and  interest, 

applicable  to  years  1901  to  1909  inclusive 


Amount  received  from  City  of  New  York  on  account 
of  interest  on  city  lighting  bills  to  November  30, 

1909  

Refund  on  gross  earnings  tax  applicable  to  year 

1906  

Miscellaneous  items  

Deficit , December  31,  1910 


5$176,562  56 


430,300  53 


86,877  35 

3.932  06 
43  39 
2,594,048  55 


$3,291,764  44  $3,291,764  44 


Operating  Revenues 


Quantity  (M. 

A 

cu.  ft.) 

Amount  of  revenue 

A 

Sales  of  Gas 

1909 

1910  ^ 

1909 

1910  ' 

Municipal  street 
Blackwell’s  Island 

lighting  — 

24 

24 

$24  00 

$24 

00 

Lighting  municipal 
N.  Y 

buildings, 

79,534 

76,822 

59,688  03 

57,616 

62 

Lighting  municipal 
L I 

buildings, 

5,911 

5,802 

4,433  52 

4,351 

39 

5 As  revised. 

6 This  item  is  transferred  from  the  operating  expense  account,  General  Amortiza- 
tion. where  it  is  improperlv  shown  in  the  company’s  report  since  the  corresponding 
credit  is  made  to  a “ Renewal  and  Contingency  Account”  instead  of  the  prescribed 
account,  Accrued  Amortization  of  Capital. 
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Quantity  (M.  cu.  ft.) 

Sales  of  Gas  1909  1910^ 

Prepaid  gas,  N.  Y 228,144  269,139 

Prepaid  gas,  L.  1 8,519  9,850 

Commercial  metered  lighting, 

N.  Y 2,276,661  2,326,642 

Commercial  metered  lighting, 

L.  1 344,047  382,505 

Private  lamps,  N Y 12  14 

Private  lamps,  L.  1 74  

Other  gas  corporations : 

New  York  Mutual  Gas 

Light  Co 43,781  *6,354 

Standard  Gas  Light  Co..  37,022  37,690 


Amount  of  revenue 


1909 

$180,943  58 
6,642  88 


1910 

$214,704  12 
7,82,1  18 


1,820,295  23  1,860,900  33 


275,151  90 
9 86 
58  88 


21,890  25 
18,511  15 


305,914  48 
11  04 


23,177  10 
18,845  20 


Total  sales  of  gas..  3,023,779  3,154,842 

$2,387,649  28 

$2,493,365  46 

Miscellaneous  Revenues 

Rent  of  gas  appliances 

Gas  merchandise  and  jobbing 

Sale  of  residuals  and  byproducts 

Commission,  gas  made  for  Consolidated  Gas  Co.7.  . . 
Commission,  enriching  gas  for  Astoria  Light,  Heat 
and  Power  Co.8 

$30,183  45 
114  00 
24,176  76 
93,234  42 

15,631  30 

$37,774  75 
90  92 
59,260  66 
94,768  80 

18,185  99 

Total  miscellaneous  revenues  

$163,339  93 

$210,081  12 

Total  gas  revenues  

$2,550,989  21 

$2,703,446  58 

Operating  Expenses 
1909 

1910 

Increase  or 
(D)  decrease 

Works  superintendence  

$15,241 

16 

$13,986 

75 

D $1,254 

41 

Boiler  house  labor  

19,099 

14 

19,061 

29 

D 37 

81 

Generator  house  labor  

37,185 

27 

37,425 

12 

239 

8S 

Purifier  house  labor 

3,511 

11 

3,341 

71 

D 169 

40 

Miscellaneous  labor  at  works 

15,088 

19 

15,619 

87 

531 

68 

Gas  making  labor 

$90,124 

87 

$89,434 

74 

D $690 

13 

Boiler  fuel 

77,228 

61 

73,383 

09 

D 3,845 

52 

Water 

8,679 

37 

8,921 

62 

242 

15 

Generator  fuel 

248,105 

68 

255,118 

06 

7,012 

38 

Water  gas  oil  

725,167 

03 

764,178 

35 

39,011 

32 

Purification  supplies  

3,645 

08 

2,670 

24 

D 974 

84 

Miscellaneous  works  expense 

13,909 

19 

12,430 

48 

D 1,478 

71 

Repairs  of  works  and  station  structures. . 

14,122 

23 

13,668 

96 

D 453 

27 

Repairs  of  furnaces,  boilers  and  acces- 

sories   

8,580 

81 

8,740 

93 

160 

12 

Repairs  of  steam  engines 

4,972 

74 

3,246 

58 

D 1,726 

16 

7 Gas  made  for  Consolidated  Gas  Co. : 

1909 

1910 

Number  of  cu.  ft.  delivered 

1.124,347,500 

1,246,151,200 

Total  price  

$357,104  83 

$369,201 

37 

Credited  to  production 

263,870  41 

274,432 

57 

Credited  to  operating  revenues.. 

93,234  42 

94,768 

80 

8 Gas  enriched  for  Astoria  Light,  Heat  & Power  C'o. : 

Total  price $171,944  28 

Credited  to  production 156,312 

Credited  to  operating  revenues ir'  ftQ1 


98 

15,631  30 


$200,046  02 
181,860  03 
18.185  99 
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Repairs  of  miscellaneous  power 
equipment 

plant 

1909 
1.613  98 

1910 
1.414  24 

Increase  or 
(D)  decrease 

D 199  74 

Repairs  of  water  gas  sets  and  accessories. 

23,354 

29 

21,691  76 

D 1,662 

53 

Repairs  of  purification  apparatus  . 

493 

68 

1,105  52 

611 

84 

Repairs  of  holders  

1,349 

34 

4,620  93 

3,271 

59 

Repairs  of  miscellaneous  equipment 

13,346 

20 

14,383  74 

1,037 

54 

Repairs  of  works  tools 

2,053 

26 

2,315  70 

262 

44 

Gas  storage  

28,946 

31 

29,633  70 

687 

39 

Cost  of  manufacture  

$1,265,692 

67 

$1,306,958  54 

$41,265 

87 

Deduct : 

Manufacture  for  Consolidated  Gas  Co. 

263,870 

41 

274,432  57 

D 10,562 

16 

Enriching  gas  for  Astoria 
Heat  and  Power  Co 

Light, 

156,312 

98 

181,860  03 

D 25,547 

05 

Add:  Gas  bought9 

56,039 

39 

59,549  30 

3,509 

91 

Total  production  expenses  . . . . 

$901,548 

67 

$910,215  24 

$8,666 

57 

Transmission  pumping  

$111 

61 

$13  05 

D $98  56 

Distribution  superintendence  

22,152 

12 

26.373  44 

4,221 

32 

Distribution  supplies  and  expenses. 

5,343 

37 

7,594  96 

2,251 

59 

Gas  meter  and  installation  work.  . . 

30,412 

88 

36,145  56 

5,732 

68 

Work  on  consumers’  premises 

22,268 

76 

30.093  93 

7,825 

17 

Repairs  of  gas  mains 

72,782 

69 

74,601  30 

1,818 

61 

Repairs  of  gas  services  

45,805 

84 

35,755  15 

D 10,050 

69 

Repairs  of  gas  meters  

52,038 

88 

27,953  35 

D 24,085 

53 

Repairs  of  distribution  tools 

855 

16 

1,147  26 

292 

10 

Repairs  of  gas  appliances 

7,801 

85 

10,414  40 

2,612 

55 

Total  transmission  and1  distribution 
expenses 

$259,573 

16 

$250,092  40 

D $9,480 

76 

Commercial  administration  

$127,749 

34 

$130,075  70 

$2,326 

36 

Promotion  office  expense 

8,125 

67 

22,892  71 

14,767 

04 

Advertising 

1,693 

74 

1,479  60 

D 214 

14 

Canvassing  and  soliciting  

2,770 

41 

4,767  54 

1,997 

13 

Total  commercial  expenses  . . . 

$140,339 

16 

$159,215  55 

$18,876 

39 

Salaries  and  expenses  of  general  officers. 

$9,700 

00 

$10,380  57 

$680  57 

Salaries  and  expenses  of  general 
clerks 

office 

11,218 

77 

11,764  60 

545 

83 

General  office  supplies  and  expenses 

10,704 

85 

12,224  83 

1,519 

98 

General  law  expenses  

23,700 

69 

19,876  49 

D 3,824 

20 

Miscellaneous  general  expenses  . . . . 

8,820 

29 

8,359  44 

D 460 

85 

Insurance  

23,575 

63 

25,526  42 

1,950 

79 

R<  lief  department  and  pensions .... 

1,039 

53 

1,199  24 

159 

71 

General  amortization 


Quantities 

(M.  cu.  ft.)  Net  cost 


^1909  1910  ' 1909  1910 

8 Details  of  gas  bought: 

New  York  Mutual  Gas  Light  Co.  . 78.058  84,597  $39,029  05  $42,298  45 


Standard  Gas  Light  Co.? ! .'  31.094  34?502  15:546  95  17,250  85 

Newtown  Gas  Co 2,439  1,493  39  

Total  111,591  119,099  $56,039  39  $59,549  30 


i°  xhe  company’s  reports  show  charges  to  General  Amortization  at  the  rate  of 
10c  per  M.  cu.  ft.  which  wrere  concurrently  credited  to  the  reserve.  “ Renewal  and 
Contingency  Aceouat  Instead  of  the  prescribed  account  Accrued  Amortization 
of  Capital.  The  cnargcs  are  therefore  transferred  to  the  surplus  account,  Appro- 
priations to  Reserves. 
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1909 

1910 

Increase  or 
(D)  decrease 

Accidents  and  damages 

$1,721  39 

$375  11 

D $1,346  28 

General  stationery  and  printing 

562  20 

334  96 

D 227  24 

Store  expenses 

1.792  45 

1,928  90 

136  45 

Stable  expenses 

10,784  35 

12,145  10 

1,360  75 

Residuals  and  by-products  expense 

471  80 

601  14 

129  34 

Inventory  adjustments,  balance 

1,187  77 

4,516  28 

3,328  51 

Duplicate  charges  : 

Gas  

Cr.  7,J,0Jt  11 

Cr.  5,890  58 

1,513  53 

Tar  

Cr.  53,937  3h 

Cr.  31,Jf06  0Jt 

22,531  30 

Total  general  expenses. . . . 

$43,938  27 

$71,936  46 

$27,998  19 

Total  operating  expenses 

.$1,345,399  26 

$1,391,459  65 

$46,060  39 

Taxes 

1909 

1910 

Increase  or 
(D)  decrease 

Assessed  and  charged  to  income 

$198,132  40 

$209,333  75 

$11,201  35 

Real  estate 

52,089  45 

55,130  16 

3,040  71 

Mains,  pipes  and  connections 

4,029  65 

4,397  38 

367  73 

Special  franchise 

109,782  40 

115,056  85 

5,274  45 

Gross  earnings  — state 

13,258  90 

14,323  28 

1,064  38 

Gross  receipts 

18,972  00 

20,426  08 

1,454  08 

Paid  during  year 

84,062  56 

682,061  72 

597,999  16 

Real  estate 

52,089  45 

55,130  16 

3,040  71 

Gross  earnings 

13,001  11 

13,258  90 

257  79 

Gross  receipts 

18,972  00 

20,426  08 

1,454  08 

Special  franchise 

593,246  58 

593,246  58 

Miscellaneous  Rent  Revenues. — Forty 

-second  to  Forty 

-third  street, 

First  avenuet 

and  East  river,  leased  to  Interborough  Rapid  Transit  Company  in  1909,  $2,499.96  ; 
Degnon  Contracting  Company  in  1909,  $7,500 ; in  1910,  $15,000 ; Forty-first  to 
Forty-second  street,  First  avenue  and  East  river,  leased  to'  B/rooklyn  Ferry  Com- 
pany in  1909,  $3,750  ; Fortieth  to  Forty-first  street,  First  avenue  and  East  river, 
leased  to  New  York  Edison  Company  in  1909,  $20,502.84  ; Fortieth  to  Forty-second 
street,  First  avenue  and  East  river,  leased  to  New  York  Edison  Company  in  1910, 
$30,435.24.  Minor  rents  in  1909,  $912.50  ; in  1910,  $1,044. 

PHYSICAL  EQUIPMENT 

..  urks  and  Holders. — Water-gas  sets,  16;  total  maximum  rated  capacity,  33,600 
M.  cu.  ft.  (details  in  Table  I).  Holders,  13;  capacity,  20,875  M.  cu.  ft.  (details  in 
Table  IV). 

Mains. — - December  31,  1910  : No  transmission  pipe  lines.  Distribution  pipe  line, 

length  in  feet,  in  the  Borough  of  Manhattan,  1,302,793  ; net  decrease  during  year, 
2,838;  in  the  Borough  of  Queens,  374,589;  net  increase  during  year,  5,894.  (See 
Table  V.) 

Services. — Live  service  pipes  in  use  December  31,  1910,  in  Borough  of  Manhattan, 
24,777  ; net  decrease  during  year,  720  ; in  the  Borough  of  Queens,  8',952  ; net 
increase  during  year,  492.  (See  Table  VI.) 

Meters. — Number  of  consumers’  meters  in  service  December  31,  1910,  in  the 
Borough  of  Manhattan,  83,499  ; net  increase  during  year,  318  ; in  the  Borough  of 
Queens,  14,953;  net  increase  during  year,  918.  (See  Tables  VII  and  VIII.) 

OPERATING  STATISTICS 

Oas  Made , Boufjht  and  Sold  (cu.  ft.). — On  hand  January  1,  1909,  11,439,000; 
made  in  1909,  4,308,448,000;  bought.  111,1590,976;  sold  in  1909  (as  recorded), 
3.023,778,800;  manufactured  for  Consolidated  Gas  Company,  1,124,347,500  ; used  by 
respondent,  15,314,500 ; on  hand  December  31,  1909,  12,578,000  ; unaccounted  for 
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(indicated  but  not  actual),  255,459,176.  On  hand  January  1,  1910,  12,578,000; 
made  in  1910,  4,561,065,000 ; bought,  119,098,600  ; sold  in  1910,  3,154,842,000  ; 
manufactured  for  Consolidated  Gas  Company,  1,246,151,200 ; used  by  respondent, 
14,386,600 ; on  hand  December  31,  1910,  12,133,000 ; unaccounted  for  (indicated 
but  not  actual),  265,228,800.  (See  Tables  Xl-XIIIa.) 

Materials. — Materials  used,  see  Table  IX  ; materials  on  hand,  see  Balance  Sheet 
details  above. 

Residuals. — See  Table  X. 

Accidents. — See  Tables  XXV-XXIX. 

Employees. — Salaries  paid  to  officers  in  1909,  $9,700  ; in  1910,  $10,380.57  ; all 
other  employees,  December  18,  1909,  full-time,  447 ; part-time,  55  ; December  17, 
1910,  full-time,  502  ; part-time,  48.  Salaries  and  wages  paid  to  officers  and  em- 
ployees in  1909,  $413,142  ; in  1910,  $422,928.23.  (For  details,  see  Tables  XXX- 
XXXIV.) 

Officers. — President,  George  W.  Doane  ; Vice-President,  George  H.  Church  ; Sec- 
retary and  Treasurer,  M.  M.  Graham. 

Directors. — Geo.  B.  Cortelyou,  Percy  R.  Pyne,  2d,  E.  S.  Marsfon,  W.  A.  Simonson, 
A.  N.  Brady,  G.  H.  Church,  J.  W.  Sterling,  J.  C.  Tomlinson,  James  C.  Brady, 
James  Jourdan  (deceased),  W.  B.  Cardozo,  J.  G.  Johnson  and  G.  W.  Doane. 

Main  Business  Office. — 22  East  22d  street,  New  York  City. 


THE  NEWTOWN  GAS  COMPANY 

Organized  under  an  act  of  the  Legislature  passed  February  16,  1848,  and  incor- 
porated April  6.  1891.  It  supplies  Ward  2,  Borough  of  Queens,  former  town  of 
Newtown,  with  water  gas. 

The  Brooklyn  Union  Gas  Company  acouired  control  of  this  company  November 
4.  1895,  from  The  Williamsburgh  Gas  Light  Company,  which  owned  its  entire 
capital  stock. 

Stockholders. — Number  April  4,  1910,  5,  all  residing  in  New  York  state.  Total 
voting  power  (number  of  shares)  600  of  $100  par  value  each,  all  owned  by  the 
Brooklyn  Union  Gas  Company. 

Changes  in  1909-1910 ■ — - No  additional  powers  or  franchises  were  acquired.  In 
1909  the  company  completed  the  erection  and  equipment  of  an  office  building  and 
a stable.  The  construction  of  a new  10,000,000  cu.  ft.  holder  with  steel  tank, 
together  with  connections,  etc.,  was  commenced  in  1910  and  nearly  completed. 
Details  of  new  mains  laid  are  shown  in  Table  V.  On  October  20,  1910,  the  fol- 
lowing changes  were  made  in  the  company’s  officers  : A.  F.  Staniford,  former  sec- 

retary and  treasurer,  elected  vice-president,  vice  W.  K.  Rossiter,  deceased ; F.  B. 
Jourdan  elected  secretary,  vice  A.  F.  Staniford ; J.  H.  Benedict,  former  assistant 
secretary  and  treasurer,  elected  treasurer,  vice  A.  F.  Staniford ; James  Gilmer 
elected  auditor ; Frederick  R.  Wogan  elected  assistant  secretary,  vice  J.  H.  Bene- 
dict; T.  P.  Payne,  Jr.,  elected  assistant  treasurer,  vice  J.  H.  Benedict.  On  Sep- 
tember 1.  1909,  the  Brooklyn  Union  Gas  Company  reduced  the  price  of  gas  sold  to 
this  company  from  60  cents  to  50  cents  per  M.  cu.  ft. 


BALANCE  SHEET 

Increase  or 

Dec.  31,  1909 

Assets  Side 

Dec.  31,  1910 

(D)  decrease 

Current  assets  : 

$78,000 

35 

Cash 

$46,272  24 

D $31,728  11 

462.3S0 

95 

Accounts  with  City  of  New  York 

463.245  71 

864  71 

46.106 

64 

Consumers’  accounts  receivable. 

46,369  29 

262  65 

1.412 

08 

Other  accounts  receivable 

4.243  42 

2,831  34 

6.024 

02 

Materials  and  supplies 

6,983  93 

959  91 

736.054 

26 

Fixed  Capital,  December  31,  1908.. 

728,030  17 

D 8,024  09 

109, S33 

58 

Fixed  capital  installed  since  Decem- 

ber 31,  1908  

513.279  58 

403,146  00 

175 

00 

Special  deposits 

400  00 

225  00 

1,059 

96 

Prepayments  (insurance) 

1,139  05 

79  09 

$1,441,046 

■84 

Total  

$1,S09.963  39 

$368,916  55 
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December  31,  December  31, 

1909  Liabilities  Side  1910 

$33,238  60  Taxes  accrued $2,879  83 

4515,252  22  Owing  to  associated  companies 761,755  76 

44,738  71  Consumers’  deposits 52,737  39 

144,401  65  Miscellaneous  accounts  payable 141,391  i58 

41,704  96  Accrued  amortization  of  capital....  87,466  73 

60,000  00  Stocks  60,000  00 

661,710  70  Corporate  surplus 703,732  10 


Increase  or 
(D)  decrease 
D $30,358  77 
306,503  54 
7,998  68 
D 3,010  07 
45,761  77 


42,021  40 


$1,441,046  84  Total 


$1,809,963  39  $368,916  56 


Details  of  Assets  and  Debit  Balances 


Fixed  Capital  December  21,  1908 


Balance 
December  31, 


Item  1908 

Real  estate $12,221  67 

Franchises  150,000  00 

Mains  367,412  43 

Services  49,657  78 

Meters 136,319  37 

Tools  and  implements 1,547  50 

Horses,  wagons  and  harness  . . 1,796  53 

Office  furniture  and  fix- 
tures   1,152  79 

Lamp  posts 20,145  34 


Totals  $740,253  41 


Withdrawals  or  retirements  Balance 
( K ^ December  31, 


1909 


1910 


1910 


$12,221  67 

150,000  00 

367,412  43 

$44  00  49,613  78 

$3,999  15  7,980  09  124,340  13 

1,547  50 

1,796  53 

200  00  952  79 

20,145  34 


$4,199  15  $8,024  09  $728,030  17 


Description  of  Capital  Withdrawn. — During  1909  : 756  meters ; 1 Hall  safe. 

During  1910  : 4 services  ; 2,205  meters.  For  sizes  of  meters,  see  Table  VII  B. 
Fixed  Capital  Installed  Since  December  21,  1908 ■ — See  Table  XXXIX. 

Description  of  Capital  Installed. — During  1909:  Land,  $33,205.12;  erection  and 

equipment  of  office  and  stable  buildings,  Grand  street  near  Hoffman  boulevard, 
$30,062.43  ; preliminary  expenses  in  connection  with  erection  of  10,000,000  cu.  ft. 
holder,  $178.15;  trunk  lines  and  mains,  $28,260.53;  gas  services,  $5,778.90  ; gas 
meters.  $11,866.05  ; gas  tools  and  implements.  $482.40. 

During  1910  : Completion  of  office  and  stable  buildings,  $4,107.68  ; stable  equip- 

ment, etc.,  $1.360.27 ; erection  of  a 10,000,000  cu.  ft.  gas  holder,  $311,032.66 ; 
trunk  lines  and  mains,  $59,030.50  ; gas  services,  $5,592.99  ; gas  meters,  $22,038.90 ; 
gas  tools,  $283. 

Materials  and  Supplies. — Cost  of  amount  on  hand  — December  31,  1909  : Mer- 

chandise, $1,023.07  ; miscellaneous,  $S,000I.95  ; total,  $6,024.02  ; December  31,  1910  : 
Merchandise,  $905.14  ; miscellaneous,  $6,078.79  ; total,  $6,983.93. 

Details  of  Liabilities  and  Credit  Balances 

December  31, 

Taxes  Accrued:  1909 

Special  franchise $31,140  94 

Gross  earnings 2,097  66 

Federal  tax  (estimated) 

Owing  to  Associated  Companies: 

Brooklyn  Union  Gas  Co.  open  account,  at 

5 per  cent 1455,252  22 


December  31, 
1910 


$2,529  83 
350  00 


761,755  76 


1 The  interest  rate  was  reduced  to  3 per  cent  on  October  1,  1910. 
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Consumers’  Deposits : 

Added  during  year.  . 

Refunded  during  year 

Net  increase 

Balance  

Interest  paid  on  de- 
posits refunded. . . 794  85  900  48 

(For  number  of  deposits,  see  Table  XL.) 


1909 

$19,999 


1910 


$21,018  68 
11.845  82  13.620  00 

8.153  91  7.998  68 


December  31, 
1909 


$44,738  71 


Miscellaneous  Accounts  Payable: 

Open  accounts  for  materials  and  supplies 


144,401  65 


December  31, 
1910 


$52,737  39 


141.391  58 


Funded  Debt. — None. 

Stocks. — Common,  authorized,  600  shares  of  $100  par  value  each  ; issued  and 
outstanding,  600  shares  of  par  value  of  $60,000 ; cash  realized  on  amount  issued, 
not  known  ; no  dividends  declared  or  paid. 

Accrued  Amortization  of  Capital. — Credits  during  year  1909  (on  the  basis  of 
13  cents  per  M.  cu.  ft.  of  gas  sold,  less  actual  cost  of  all  repairs),  $41,704.96; 
credits  during  year  1910,  $46, 770.07  ; total  credits,  $87,475.03  ; debit,  for  services 
taken  up  in  1910,  proportion  chargeable  to  this  account,  $8.30 ; credit  balance 
December  31,  1910,  $87,466.73. 


INCOME  ACCOUNT 

1909  1910 


Item 

Operating  revenue 

Revenue  deductions 

Operating  expenses $396,433  43 

Taxes  12,739  67 

Uncollectible  bills 5,138  67 


Operating  income 

Non-operating  income : Interest 
on  bank  balances 

Gross  income  applicable  to 
corporate  and  leased  prop- 


erties   

Deductions  from  gross  income 

Interest  on  loans 19,355  02 

Interest  on  consumers’ 

deposits  794  85 


Net  corporate  income.  . 


Total  Item  Total 

$433,531  20  $511,701  17 

414,311  77  448,980  56 

$429,526  47  

14,186  25  

5,268  84  

$19,219  43  $62,720  61 

1,018  35  1,913  40 


$20,237  78  $64,634  01 

20,149  87  25,131  25 

24,230  77  

900  48  

$87  91  $39,502  76 


Corporate  Surplus 

Surplus  December  31,  1908 $659,928  53 

Balance  transferred  from  1909  income  account 87  91 

Materials  recovered  from  removal  of  meters  from  consumers’ 

premises 1,770  95 


Total  surplus.  1909 $661,787  39 

Less  expenses  elsewhere  unprovided  for,  $45.60  ; bad  dtebts  written 

off,  $31.19  76  69 
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Surplus  December  31,  1909 •• $661,710  70 

Balance  transferred  from  1910  income  account 39,502  76 

Reduction  of  11  per  cent  on  original  assessments,  special  franchise 

tax,  as  follows  : 1907,  $1,049.20  ; 1908,  $1,232.77  ; 1909,  $1,138.74  3,420  71 

Material  recovered  in  removing  meters  from  consumers’  premises.  . . . 2,672  27 


Total  surplus,  1910 

Less  expenses  elsewhere  unprovided  for $7  00 

Interest  accrued  on  special  franchise  tax,  1907, 

$1,678.43;  1908,  $1,267.74;  1909,  $527.84 3,474  01 

Allowances  to  city  of  New  York  for  outages,  etc.  ...  57  63 

Depreciation  on  services 35  70 


$707,306  44 


3,574  34 


Surplus  December  31,  1910 


$703,732  10 


Operating  Revenues 

Quantity  (M.  cu.  ft.)  Amount  of  Revenue 


dales  of  Gas 

Municipal  street  lighting 

Lighting  municipal  buildings.  . . 

Prepaid  gas 

Commercial  metered  lighting.  . . 
Other  gas  corporations  : 

East  River  Gas  Co 

r -A- 

1909 

35,228 

3,423 

2,332 

400,180 

2.439 

\ 

1910 

36,273 

3,486 

2,492 

477,876 

1909 

$26,421  30 
2,568  34 
2,332  00 
400,087  99 

1,463  39  . 

1910 

$27,196  36 
2,614  27 
2,492  00 
477,583  55 

Total  sales  of  gas .... 

443,602 

520,127 

$432,873  02 

$509,886  18 

Gas  merchandise  and  jobbing.  . 

658  18 

1,814  99 

Total  gas  revenues 

$433,531  20 

$511,701  17 

Operating  Expenses 


Increase  or 


1909 

1910 

(D)  decrease 

Gas  purchased  2 

$278,060  74 

$283,101 

42 

$5,040 

68 

Transmission  pumping 

$2 

85 

$2 

85 

Distribution  superintendence 

$7,274  52 

$8,129 

02 

854 

50 

Distribution  supplies  and  expenses 

438  02 

778 

14 

340 

12 

Gas  meter  and  installation  work 

13,686  22 

16,516 

47 

2.830 

25 

Work  on  consumers’  premises 

1,448  06 

3,554 

89 

2J06 

83 

Repairs  of  gas  mains 

6,171  57 

7,967 

53 

1.795 

96 

Repairs  of  gas  services 

2,744  36 

5,019 

28 

2.304 

92 

Repairs  of  gas  meters 

6,987  41 

8,737 

46 

1,750 

05 

Repairs  of  distribution  tools 

59  95 

92 

15 

32 

20 

Repairs  of  gas  appliances 

12  82 

D 12 

82 

Total  transmission  and  distribu- 

tion expenses 

$38,822  93 

$50,827 

79 

$12,004 

86 

Street  lamp  repairs 

Cr.  $1,1,07  72 

Cr.  $552 

58 

$855 

04 

2 From  Brooklyn  Union  Gas  Company  : in  1909.  302,556  M.  cu.  ft.  at  60  cents ; 

193.054  M.  cu.  ft.  at  50  cents : in  1910.  566.203  M.  cu.  ft.  at  50  cents.  The 
price  was  reduced  to  50  cents  on  September  1,  1909. 


564  Public  Service  Commission  — First  District. 


Increase  or 


Commercial  administration 

1909 

$30,044  39 

1910 

$35,335 

75 

(D)  decrease 
$5,291  36 

Promotion  office  expense 

357  20 

590 

20 

233 

00 

Canvassing  and  soliciting 

410  i50 

738 

00 

327 

50 

Total  commercial  expenses 

$30,812  09 

$36,663 

95 

$5,851 

86 

Salaries  and  expenses  of  general  officers . . 

$1,870  20 

$1,836  92 

D $33 

28 

Salaries  and  expenses  of  general  office 
clerks  

244  56 

264 

62 

20 

06 

General  office  supplies  and  expenses.  .... 

95  59 

45 

39 

D 50 

20 

General  law  expenses 

13  90 

2,939 

60 

2,925 

70 

Other  general  expenses 

628  95 

1,026 

4i5 

397 

50 

Insurance  

2,043  33 

2,412 

91 

369 

58 

General  amortization 

41,704  96 

45,770 

07 

4, 06i5 

11 

Accidents  and  damages 

2 00 

44 

75 

42 

75 

General  stationery  and  printing 

1,228  41 

1,213 

22 

D 15 

19 

Stable  expenses  

2,481  94 

3,932 

06 

1,450 

12 

Inventory  adjustments  — balance 

Cr.168  J,5 

168 

45 

Total  general  expenses 

$50,145  39 

$59,485 

99 

$9,340 

60 

Total  operating  expenses 

$396,433  43 

$429,526 

47 

$33,093 

04 

Taxes : 

Assessed  and  charged  to  income. . . . 

1909 

$12,739  67 

1910 

$14,185 

25 

Increase  or 
(D)  decrease 
$1,445  58 

Real  estate  

117  32 

530 

55 

413 

2:; 

Gross  earnings  — state 

2,097  66 

2,529 

83 

432 

17 

Personal 

172  53 

181 

07 

8 

54 

Special  franchise 

10,352  16 

10,475 

42 

123 

26 

Federal  

3468 

38 

468 

38 

Paid  during  year  

2,112  39 

44,544 

02 

42,431 

63 

Real  estate  

117  32 

530 

55 

413 

23 

Personal 

172  53 

181 

07 

8 

54 

Gross  earnings 

1,822  54 

2,097 

66 

275 

12 

Special  franchise  

441,616 

36 

441,616 

36 

Federal  

118 

38 

118 

38 

PHYSICAL  EQUIPMENT 

Works  and  Holders. — The  company  has  no  plant,  but  purchases  gas  from  the 
Brooklyn  Union  Gas  Company.  A 10,000,000  cu.  ft.  holder  is  under  construction. 

Mains. — December  31,  1910  : Transmission  pipe  line,  length  in  feet,  17,703  ; 

increase  during  year,  9,202.  Distribution  pipe  line,  length  in  feet,  676,144 ; in- 
crease during  year,  22.864.  (See  Table  V.) 

Services. — Live  service  pipes  in  use  December  31,  1910,  12,479  ; net  increase 
during  year,  1,114.  (See  Table  VI.) 

Meters. — Number  of  consumers’  meters  in  service  December  31,  1910,  25,309; 
increase  during  year,  3,197.  (See  Tables  VII  and  VIII.) 


3 Of  this  amount  $118.38  is  applicable  to  the  year  1909. 

4 Includes  $10,475.42  applicable  to  1910  ; the  balance  is  made  up  as  follows  : 

1907  1908  1909 


Original  assessment $9,581  69  $11,207  09  $10,352  16 

Reduced  to  8,532  49  9,974  32  9,213  42 


$1,049  20  $1,232  77 


Credited  to  surplus 

Interest  paid,  charged  to  surplus 
Cash  in  settlement,  $31,194.24. 


$1,678  43 


$1,267  74 


$1,138  74 
$527  84 
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OPERATING  STATISTICS5 

Gas  Bought  and  Sold  ( cu . ft.). — Bought  during  1909,  495,610,207;  supplied  to 
other  companies,  2,438,976 ; sold  during  1909,  441,162,966 ; used  by  respondent, 
541,700 ; unaccounted  for,  51,466,565.  Bought  during  1910,  566,202,826 ; sold 
during  1910,  520,126,805;  used  by  respondent,  779,800  ; unaccounted  for,  45,296,221. 
(See  Tables  Xl-XIIIa.) 

Materials. — Materials  on  hand,  see  Balance  Sheet  details  above. 

Accidents. — See  Tables  XXY-XXIX. 

Employees. — Salaries  of  general  officers  in  1909,  $625 ; in  1910,  $1,696.67. 
Number  of  all  other  employees  December  18,  1909,  full-time,  59 ; part-time,  13 ; 
December  17,  1910,  full-time,  71  ; part-time,  31  ; salaries  and  wages  in  1909,  $61,- 
495.03;  in  1910,  $88,570.37.  (For  details,  see  Tables  XXX-XXXIV.) 

Officers. — President,  E.  R.  Chapman  ; Vice-President,  A.  P.  Stamford  ; Secretary, 
F.  B.  Jourdan  ; Treasurer,  J.  H.  Benedict ; Assistant  Secretary,  Frederick  R.  Wogan  ; 
Assistant  Treasurer,  T.  P.  Payne,  Jr.;  General  Auditor,  James  Gilmer;  General 
Counsel,  Dykman,  Oeland  & Kuhn;  Manager,  Edward  Merrick;  Engineer,  James 
H.  Jourdan  ; General  Purchasing  Agent,  G.  W.  Gatehouse. 

Directors. — E.  R.  Chapman,  M.  D.  Chapman,  A.  F.  Stamford,  James  H.  Jourdan 
and  F.  B.  Jourdan. 

Main  Business  Office. — Grand  street,  near  Hoffman  boulevard,  Elmhurst,  Long 

Island. 


NEW  YORK  AND  QUEENS  ELECTRIC  LIGHT  AND  POWER  COMPANY 

Incorporated  July  23,  1900,  under  article  VI  of  the  Transportation  Corpora- 
tions Law.  On  July  27,  1900,  the  New  York  and  Queens  Gas  and  Electric  Company, 
the  Jamaica  Electric  Light  Company  and  the  Electric  Illuminating  and  Power 
Company  of  Long  Island  City  were  merged  with  the  above  company,  and  on  May 
14,  1903,  the  Long  Island  Illuminating  Company  was  merged  with  the  respondent. 
It  supplies  electricity  in  Wards  1,  2,  3 and  4 of  the  Borougn  of  Queens. 

Stockholders. — Number  July  11,  1910,  170;  in  New  York  state,  152,  holding 
21,108  shares.  Total  voting  power  (number  of  shares  of  $100  par  value  each), 
25,000.  Principal  stockholders  December  31,  1908  : George  F.  Baker,  2,207  ; H.  E. 

Gawtry,  1,650 ; John  D.  Jackson,  2,490  ; Frank  Tilford,  3,169 ; C.  G.  M.  Thomas, 
1,225  ; J.  Z.  Bray,  1,075  ; W.  C.  Sheldon  & Co.,  800  ; Charles  M.  Allaire,  500  ; J.  U. 
Brookman,  412  ; Manton  B.  Metcalf,  400. 

Votes  cast  at  general  meeting  of  July  8,  1910,  13,908,  all  by  A.  M.  Hyatt ; 100 
on  behalf  of  himself  and  13,808  on  behalf  of  others. 

Changes  in  1909-1910 • — Important  physical  changes  were  as  follows : 1909  — 

Extension  of  high  tension  system  from  Flushing  to  Fort  Totten ; installation  of 
four  500  kw.  transformers,  also  four  100  ampere  regulators  ; replacement  of  coils 
in  31  station  transformers  used  in  connection  with  street  lighting  system  on  ac- 
count of  changing  over  from  6.6  to  7.5  amperes.  In  1910  — Completion  of  high 
tension  system  to  Fort  Totten  ; also  sundry  extensions  of  lines,  all  in  Wards  1,  2,  3 
and  4 of  the  Borough  of  Queens ; installation  of  four  500  kw.  transformers  at 
Astoria  plant ; installation  of  two  synchronous  rotary  condensers,  one  at  Flushing 
sub-station  and  one  at  Jamaica  sub-station,  to  increase  power  factor ; built  sub- 
station at  Bayside  and  installed  therein  apparatus  having  a rated  capacity  of 
425  kw.  ; increased  capacity  of  Jamaica  sub-station  400  kw.  ; increased  capacity 
of  Maspeth  sub-station  325  kw.  ; installed  sub-station  apparatus  at  Fort  Totten, 
rated  capacity  of  200  kw.  ; built  sub-station  and  district  headquarters’  building 
on  Hamilton  street,  near  Harris  avenue,  Long  Island  City. 

In  1910  $78,000  outstanding  bonds  of  New  York  and  Queens  Gas  and  Electric 
Company’s  first-mortgage  bonds  — $12,000  held  in  treasury  of  respondent  (reac- 
quired in  previous  years),  and  $66,000  in  hands  of  public  — were  reacquired,  retired 


5 The  company  has  no  plant  but  purchases  gas  from  The  Brooklyn  Union  Gas 
Company. 
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and  canceled,  making  the  consolidated-mortgage  bond's  of  the  respondent  a first- 
mortgage  on  its  property.  Seventy-eight  thousand  dollars  of  respondent’s  bonds 
held  by  trustee  to  retire  the  above-mentioned'  bonds  of  the  New  York  and  Queens 
Gas  and  Electric  Company  were  reacquired  from  trustee  and  sold.  (See  also 
Corporate  Surplus.) 

During  the  year  $250,000  one-year  notes  dated  June  21,  1909,  were  retired  and 
canceled,  and  $350,000  one-year  notes  dated  June  21,  1910,  were  issued. 

No  new  franchises  or  rights  were  acquired. 

On  September  1,  1909,  Mr.  Prank  Tilford  resigned  as  president  of  the  company, 
and  his  successor  has  not  as  yet  been  elected. 


Dec.  31,  1909 


$-54,610  85 
73,060  31 

21,975  34 

27,537  44 
7,500  00 
5,166,343  26 
111,885  43 

1,950  00 
3,555  82 
590  32 


$5,469,008  77 


$48,983  33 
375  03 
250,000  00 
18,108  06 
49,973  35 
3,449  98 
2,338,000  00 
59,809  15 
425  79 

930  00 


2,500,000  00 
198,954  08 


$5,469,008  77 


BALANCE  SHEET 


Increase  or 

Assets  Side  Dec.  31.  1910  (D)  decrease 

Current  assets  : 


Cash  

Accounts-  with  city  of  New 

York 

Consumers’  accounts  receiv- 
able   

Materials  and  supplies 

Investments  

Fixed  capital  December  31,  1908. 
Fixed  capital  installed  since  De- 
cember 31,  1908 

Special  deposits 

Prepayments  (insurance)... 

Unamcrtized  debt  discount  and  ex- 
pense   

Construction  work  in  progress.  . . . 


Total 


Liabilities  Side 

Taxes  accrued 

Interest  accrued  on  funded  debt.  . . 
Interest  accrued  on  unfunded  debt 

Miscellaneous  bills  payable 

Consumers’  deposits 

Miscellaneous  accounts  payable.  . . 

Other  unfunded  debt 

Funded  debt  (mortgage  bonds)  .... 
Accrued  amortization  of  capital.  . 
Reserve  for  interest  on  consumers’ 

deposits 

Reserve  for  taxes 

Casualties  and  insurance  reserve.  . 

Capital  stocks  

Corporate  surplus 

Total 


$111,208 

78 

75,549 

63 

25,167 

36 

44,647 

99 

7,500 

00 

5,133,777 

49 

326,864 

65 

3,837 

98 

92 

37 

826 

41 

5,412 

63 

$5,734,885 

29 

$1,500 

00 

48,958 

33 

583 

33 

350.000 

00 

23,811 

24 

79,984 

08 

3,583 

72 

2,350,000 

00 

111,865 

26 

1,205 

52 

531 

49 

2,500,000 

00 

262,862 

32 

$5,734,885  29 


$56,597 

93 

2,489 

32 

3,192 

02 

17,110 

55 

D 32,565 

77 

214,979 

22 

1.887 

98 

D 3,463 

45 

236 

09 

5,412 

63 

$265,876 

52 

$1,500 

00 

D 25 

00 

208 

30 

100,000 

00 

5,703 

18 

30,010 

73 

133 

74 

12,000 

00 

52,056 

11 

779 

73 

D 930 

00 

531 

49 

63,908 

24 

$265,876  52 
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Details  of  Assets  and  Debit  Balances 


Fixed  Capital  December  31,  1908  1 


Balance 

Withdrawals  or 

retirements 

Balance 

December 

r 

A. 

v 

December 

Item 

31,  1908 

1909 

1910 

31,  1910 

Franchises,  good  will,  etc.  . 

$3,495,103 

57 

$3,495,103 

57 

Real  estate  and  buildings . . 

247,519 

80 

247,519 

80 

Miscellaneous  construction . 

68,932 

64 

68,932 

64 

Steam  plant  

336,781 

12 

$525 

75 

$60 

00 

336,195 

37 

Electric  plant 

453,460 

99 

12,250 

47 

13,441 

17 

427,769 

35 

Tools  and  implements;.  . 

8,686 

99 

8,686 

99 

Pole  lines  and  circuits .... 

318,844 

98 

4,280 

09 

8,697 

04 

305,867 

85 

Installations  

45  381 

68 

71 

40 

338 

31 

44,971 

97 

Arc  lamps 

63,379 

61 

7,082 

87  . 

56,296 

74 

Nernst  lamps 

6,703 

39 

6,703 

39 

Electric  signs 

798 

75 

798 

75 

Tungsten  lamp  installations 

255 

69 

255 

69 

Transformers  

82,854 

30 

6 

00 

29 

90 

82,818 

40 

Meters  

47,481 

51 

65 

23 

8,237 

55 

39,178 

73 

Stable  equipment 

8.200 

63 

600 

00 

1,675 

00 

5,925 

63 

Office  fixtures 

6,839 

42 

86 

80 

6,752 

62 

Totals 

$5,191,225 

07 

$24,881 

81  \ 

>32,565 

77 

$5,133,777 

49 

Description  of  Capital  Withdrawn. — ■ During  1909  : Replacement  of  all  arc  tub 
coils  in  changing  over  from  0.6  to  7.5  amperes,  $12,250.47 ; correcting  entry  ac- 
count rebate  on  contract  (steam  plant),  $525.75;  sundry  withdrawals,  poles  and 
wires,  $4,280.09  ; loss  of  2 horses  at  $150  each,  $300  ; electric  truck,  $300  ; replace- 
ment of  parts  of  all  lamps  in  municipal  system  covering  change  from  6.6  to  7.5 
amperes,  $7,082.87  ; other  minor  credits,  $142.63  ; total,  $24,881.81. 

During  1910  : Replacement  of  switchboard  at  plant,  $13,441.17 ; sundry  re- 
movals of  poles  and  wires,  $8,697.04  ; sales  and  condemnation  of  meters,  $8,237.55  ; 
horses,  wagons,  etc.,  $925  ; auto  body  exchange,  $750 ; minor  credits,  $515,01  ; 
total,  $32,565.77. 

Fixed  Capital  Installed  Since  December  31,  1908. — See  Table  XXXIX,  and 
“ Changes  in  1909  and  1910,”  ante. 

Investments.—  Power  house  and  2 y2  acres  of  land  at  Valley  Stream  acquired 
through  foreclosure  proceedings  February,  1908  ; actual  money  cost,  $7,500. 


Materials  and  Supplies 

Book  value  December  31, 


r~  ■ 

^ 

Item 

1909 

1910 

Steam  coal  

$595  25 

$2,170  94 

Carbons  

469  88 

404  98 

Arc  globes 

826  01 

1,141  72 

Incandescent  lamps 

3,514  74 

2,964  02 

Wire  and  cable 

9,677  07 

14,454  98 

Poles 

5,459  28 

8,467  60 

Merchandise,  etc 

6,995  21 

15,043  75 

$27,537  44 

$44,647  99 

1 “ The  original  balance  sheet  of  the  company  was  hastily  prepared  on  the  organi- 
zation of  the  company  for  the  purpose  of  opening  the  books,  without  an  engineer- 
ing inventory  or  any  attempt  at  an  exact  valuation  or  classification  ; but  additions 

to  or  subtractions  from  property  since  that  time  have  been  accurately  made  and 
kept  under  the  classifications  shown  above.  In  illustration  and  in  particular  the 
item  of  “ Franchises,  etc.,”  $3,495,103.57  has  always  been  a lump  sum  covering 

not  only  the  company’s  intangible  rights  but  also  a large  valuation  of  tangible 

property.” 
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Materials  (coal). — On  hand  December  31,  1908:  Anthracite,  18,211  cwt. ; re- 
ceived in  1909,  492,464  cwt.  ; used,  505,948  cwt. ; on  hand  December  31,  1909, 
4,727  cwt.  ; received  in  1910,  620,621  ; used,  607,538  ; on  hand  December  31,  1910, 
17,810  cwt. 

Special  Deposits. — Coupon  deposits  December  31,  1909,  $1,950 ; to  cover  city 
bid,  December  31,  1910,  $3,837.98. 

Construction  Work  in  Progress. — Rebuilding  of  poles,  lines,  etc.,  in  College  Point, 
erecting  larger  poles,  stringing  cables  and  wires,  $5,412.63. 


Details  of  Liabilities  and  Credit  Balances 


December  31,  December  31, 


Taxes  Accrued: 

1909 

1910 

Reserve  for  Federal  income  tax 

$930  00 

Unenumerated 

$1,500 

00 

Miscellaneous  Accounts  Payable: 

Advances  by  customers 

for  services 

and  exten- 

sions 

13,562  86 

18,952 

25 

Materials  and  supplies  (per  voucher  register) .... 

36,410  49 

61,031 

83 

Other  Unfunded  Debt: 

Wages  accrued 

2,940  81 

3,010 

72 

Registration  of  stock  . . . , 

16  67 

16 

66 

Unvouchered  petty  expenses 

492  50 

556 

34 

Consumers’  Deposits: 

1909 

1910 

Added  during  year 

$9,480  29 

$15,876  44 

Refunded  during  year. . . 

4,938  30 

10,173  26 

Net  increase 

$4,541  99 

$5,703  18 

Balance 

18,108  06 

23,811 

24 

Interests  accrued  during  year. 

780  00 

1,290  00 

Interest  paid  on  deposits  re- 

funded   

354  21 

510  27 

For  number  of  deposits,  see  Table  XL. 

Funded  Debt. — Thirty-year  first-mortgage  bonds  of  August  1,  1900  ; 5 per  cent, 
payable  February  and  August ; amount  authorized,  $2,500,000 ; amount  issued, 
$2, 350, 000 ; cash  realized,  see  note  2 below ; net  amount  outstanding  December 
31,  1909,  $2,272,000  ; interest  accrued  and  paid  in  1909,  $113,600 ; accrued,  but 
not  yet  due,  December  31,  1909,  $47,333.33 ; amount  outstanding  December  31, 
1910,  $2, 350, 0002  3 ; interest  accrued  and  paid  in  1910,  $117,091.25;  accrued,  but 
not  yet  due,  December  31,  1910,  $48,958.33 ; trustee,  Union  Trust  Company,  80 
Broadway,  New  York  City. 

New  York  and  Queens  Gas  and  Electric  Company,  50-year  first  mortgage  bonds  of 
July  1,  1899;  5 per  cent,  payable  January  and  July;  amount  authorized,  $1,000,000; 
amount  issued,  $951,000 ; cash  realized,  nDt  known,  issued  by  prior  company ; 
amount  outstanding  December  31,  1909,  $66,000 ; in  treasury,  $12,000 ; interest 
accrued  and  paid  in  1909,  $3,325.83  ; amount  retired  during  1910,  $78,000. 

Stocks. — Authorized,  12,500  shares  of  common  of  $100  par  value  each ; amount 
issued,  12,500  shares  of  a par  value  of  $1,250,000;  12,500  shares  of  preferred  of 
$100  par  value  each  ; amount  issued,  $1,250,000  ; cash  realized  on  amount  of  com- 
mon and  preferred  issued,  see  note  2 below  ; amount  outstanding  December  31,  1910, 
$2,500,000 ; dividends  declared  and  paid  on  preferred  stock : 1909,  $83,332.83 ; 

1910,  $62,500. 


2 Bonds  of  the  par  value  of  $361,000  were  sold  for  $338,130  cash  : $1,968,000 
(including  $78,000  which  had  been  in  the  hands  of  trustee  and  sold  in  1910  for 
$76,732.50)  par  value  of  bonds  and  respondent’s  stock  were  issued  for  the  prop- 
erty acquired  by  respondent  upon  its  incorporation  and  $90,000  in  cash  ; $21,000 
issued  as  part  consideration  for  property  acquired  after  organization. 

3 Bonds  of  the  par  value  of  $78,000.  held  by  trustee  to  retire  an  equal  amount 
of  bonds  of  the  New  York  and  Queens  Gas  and  Electric  Company,  were  sold 
during  1910. 
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Reserve:  Accrued  Amortization  of  Capital 

Credited  in  1909  and  concurrently  charged1  to  operating  expenses 
“general  amortization”  (1.10c  per  kw.  hrs.  sold  in  1909,  less 

repairs) $81,481  27 

Charges  in  1909  (“Meters  burned  on  consumers’  premises,  $57.80 ; 
horses  lost  during  year,  $280  ; replacement  of  coils  in  all  arc  tubs, 

$10,761.43  ; replacement  of  parts  of  arc  lamps  changing  over  from 
6.6  to  7.5  amperes,  no  depreciation,  change  being  made  to  increase 
our  income  from  $90  to  $100  per  lamp  per  year,  $6,853.54  ; sundry 
replacements,  poles,  etc.,  which  became  inadequate  during  year, 


$3,719.35.”) 21,672  12 

Balance  December  31,  1909  $59,809  15 

Credited  in  1910  78,792  73 

Total  credits $138,601  88 


Charges  in  1910  (meters  burned,  condemned  and  sold,  $5,785.68 ; 
horses  died  and  sold,  $555 ; poles,  sundry  replacements  and 
removals,  $3,516.29 ; wires  and  cables,  $1,510,30 ; auto  body 
exchanged,  $600 ; removal  of  switchboard  at  Astoria  plant, 
$13,182.57 ; 137  arc  lamp  installations  removed  during  year, 


$1,212.98  ; other  minor  credits,  $373.80) 26,736  62 

Balance  December  31,  1910 $111,865  26 


Interest  on  Consumers’  Deposits. — Accrued  during  1909,  $780  ; paid  during  1909, 
$354.21 ; balance  December  31,  1909,  $425.79 ; accrued  during  1910,  $1,290 ; paid 
during  1910,  $510.27  ; balance  December  31,  ‘1910,  $1,205.52. 

Casualties  and  Insurance  Reserve. — Opened  December  1,  1910,  from  which  date 
respondent  carries  its  own  public  and  employees’  liability  insurance ; balance, 
December  31,  1910,  $531.49. 


INCOME  ACCOUNT 


Operating  revenue 

Revenue  deductions 

Operating  expenses . . . 
Uncollectible  bills  . . . 
Taxes  


1909 


Item  Total 

$585,995  68 

350,642  39 

$334,298  65  

1,674  31  

14,669  43  


1910 


Item  Total 

$687,226  21 

410,843  84 

$394,370  41  

966  77  

15,606  66  


Operating  income 

Non-operating  revenues : 

Miscellaneous  rent  rev- 
enues   

Interest  on  bank  balances. 


$235,353  29 


$276,382  37 


$5  00 
851  93 


$5  00 
468  33 


Total  non-operating 

revenues $856  93  $473  33  

Non-operating  revenue  deduc- 
tions4   523  03  398  64  

Non-operating  income 333  90  74  69 


4 Non-operating  expense  Valley  Stream  property:  1909,  $308.02;  1910,  $288.94; 
non-operating  taxes,  Valley  Stream  prDperty,  1909,  $215.01  ; 1910,  $109.70. 
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1909 


1910 


Item 

Gross  income  applicable  to 
corporate  and  leased  prop- 
erties   

Deductions  from  gross  income  

Interest  accrued  on 


funded  debt $116,923  S3 

Interest  accrued  on 

bills  payable 15,543  92 

Interest  accrued  on 

consumers’  deposits  ...  780  00 

Amortization  of  debt  dis- 
count and  expense....  5 4,409  68 


Total  Item  Total 

$235,687  19  $276,457  06 

137,659  43  136,054  49 


$117,091  25 
16,159  33 
1,290  00 
1,513  91 


Net  corporate  income 


$98,027  76  $140,402  57 


Corporate  Surplus 

Balance  December  31,  1908 $183,943  55 

Balance  transferred  from  1909  income  account 98,027  76 

Bad  debts  collected 373  22 

Miscellaneous  adjustments  applicable  to  former  years 1,400  69 


Dividends  (6%  per  cent  on  $1,250,000  preferred 

stock)  

Bad  debts  written  off 

Other  deductions  from  surplus  (“  taxes  prior  to 
1908  carried  in  debit  balance  Dec.  31,  1908, 
$875.79 ; taxes  on  property  of  one  of  the  old 
underlying  companies,  liability  not  known  until 

this  year  when  paid  $126.98.”) 

Surplus  December  31,  1909 


$283,745  22  $283,745  22 


$83,332  83 
455  54 


1,002  77 
198,954  08 


$198,954  08 
140,402  57 


Other  deductions  from  surplus  (”  error  in  consumer’s 
bill  1909  sales,  $556.20;  bill  for  engineering 
services  covering  previous  years,  $1,615.20 ; dis- 
count on  66  New  York  and  Queens  Gas  and  Elec- 
tric Co.  bonds  purchased  during  year  and  can- 
celled, $10,700;  discount  on  78  bonds  of  respond- 


ent sold  at  98%  and  interest,  $1,267.50.”) 14,138  90 

Surplus  December  31,  1910 262,862  32 


Surplus  December  31,  1909 

Balance  transferred  from  1910  income  account 

Bad  debts  collected 

Dividends  (5  per  cent  on  $1,250,000  preferred) $62,500  00 

Bad  debts  written  off 50  38 


$339,551  60  $339,551  60 


5 Discount  on  notes  charged  in  equal  monthly  accruals  during  period  of  loan. 
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Operating  Revenues 

Quantity  (kw.  hours)6  Amount  of  Revenue 


Hales  of  Electric  Current  1909 

Municipal  street  lighting  — arc6.  3,903,630 
Municipal  street  light  — incan- 
descent6   553,318 

Lighting  municipal  buildings  — 

electric 164,576 

Municipal  heat  and  power  — 

electric 22,006 

Miscellaneous  electric  revenue  — 

municipal 4,746 

Commercial  flat  rate  lighting6..  7,632 

Commercial  metered  lighting.  . . 1,698,761 

Commercial  metered  power 3,100,101 

Railroad  corporations : Long 

Island  R.  R.  Co 20,448 


Total  from  sales  of  current.  9,475,218 


1910 

1909 

1910 

4,225,826 

$187,290 

70 

$198,500 

47 

924,198 

54,890 

88 

73,295 

76 

184,676 

16,457 

45 

18,467 

60 

23,132 

1,471 

25 

1,566 

90 

196 

41 

6,485 

863 

33 

662 

82 

2,068,552 

202,214 

98 

242,455 

78 

3,824,917 

116,287 

32 

144,952 

04 

28,713 

858 

23 

1,155 

39 

11.286.499 

$580,530 

55 

$681,056 

76 

Miscellaneous  Revenues 

Rent  of  electric  appliances 

Electric  merchandise  and  jobbing  revenue 
Other  miscellaneous  revenue 

Total  miscellaneous  revenues 

Total  electric  revenues 


$77  50 


$3,938 

49 

4,605 

69 

1,526 

64 

1,486 

26 

. $o,46o 

13 

$6,169 

45 

$585,995 

68 

$687,226 

21 

Operating  Expenses 

1909 


Increase  or 
1910  (D)  decrease 


Station  superintendence  and  care., 

Boiler  labor 

Engine  labor  

Electric  labor  

Power  plant  labor 

Fuel  for  steam 

Water  for  steam  power  and  gas.  . 

Lubricants  for  power 

Production  supplies  

Station  expense  

Repairs  of  power  plant  buildings. 
Repairs  of  furnaces  and  boilers.  . . 

Repairs  of  boiler  apparatus  

Repairs  of  steam  accessories  .... 
Repairs  of  reciprocating  engines  . 

Repairs  of  steam  turbines  

Repairs  of  other  steam  equipment 


$3,863 

27 

$4,254 

80 

$391 

53 

11,635 

15 

12,266 

51 

631 

36 

9,631 

85 

10,488 

52 

856 

67 

3.3S8 

18 

4,011 

71 

623 

53 

$28,518 

45 

$31,021 

54 

$2,503 

09 

63,888 

63 

74,163 

41 

10,274 

78 

311 

10 

692 

40 

381 

30 

759 

50 

829 

18 

69 

68 

1.144 

37 

1,673 

43 

529 

06 

1,879 

71 

3,233 

49 

1,353 

78 

483 

94 

2,736 

08 

2,252 

14 

1,558 

62 

2,610 

21 

1,051 

59 

117 

26 

537 

31 

420 

05 

215 

83 

1,069 

31 

853 

48 

6 

86 

118 

89 

112 

03 

444 

68 

1,140 

91 

696 

23 

423 

65 

356 

64 

D 67 

01 

6 Prior  to  August  1,  1910,  current  on  arc  circuits  in  Long  Island  City  was 
metered ; from  this  was  deducted  the  amount  consumed  by  incandescent  lamps 
on  the  basis  of  81  watts;  and  the  consumption  per  arc  obtained  by  dividing  by 
number  of  burning  hours,  and  this  average  used  for  all  arcs  on  district.  Subse- 
quent to  August,  1910,  current  on  all  arc  circuits  is  metered,  from  which  is 
deducted  current  consumed  by  incandescents  on  basis  of  81  watts  and  the  balance 
is  arc  consumption.’  ” 
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Increase  or 


1909 

1910 

(D)  decrease 

Repairs  of  electric  generators 

$45 

02 

$40 

64 

D $4 

38 

Repairs  of  accessory  electric  equipment. 

207 

46 

90 

93 

D 116 

53 

Repairs  of  station  tools  and  implements. 

201 

88 

136 

78 

D 65 

10 

Repairs  of  miscellaneous  station  equip- 

ment  

6 

77 

422 

85 

416 

08 

Total  production  expenses 

$.100,213 

73 

$120,874 

00 

$20,660 

27 

Transmission  subway  and  pole  attach- 

ment  rent 

$148 

54 

$149 

56 

$1 

02 

Transmission  pole  and  fixture  repairs.. 

178 

18 

863 

42 

675 

24 

Transmission  underground  conduit  repairs 

21 

73 

95 

45 

73 

72 

Overhead  transmission  system  repairs. . . 

473 

65 

773 

14 

290 

49 

Underground  transmission  system  repairs 

61 

90 

181 

22 

119 

32 

Substation  labor  

10.578 

69 

11,362 

53 

773 

84 

Substation  supplies  and  expenses 

841 

51 

1,027 

61 

186 

10 

Repairs  of  substation  buildings 

509 

43 

1,740 

86 

1,231 

43 

Repairs  of  substation  equipment 

324 

25 

1,286 

92 

962 

67 

Total  transmission  expenses 

$13,137 

88 

$17,460 

71 

$4,322 

83 

Electric  distribution  superintendence  . . 

$11,365 

54 

$14,875 

49 

$3,509 

95 

Electric  distribution  maps  and  records.  . 

1,691 

71 

7,793 

21 

6,101 

50 

Electric  distribution  office  expenses 

119 

94 

345 

41 

225 

47 

Setting  and  removing  meters  and  trans- 

formers   

2,054 

71 

2,429 

65 

374 

94 

Distribution  subway  and  pole  attach- 

ment rent 

396 

93 

360 

23 

D 46 

70 

Distribution  pole  and  fixture  repairs.  . . . 

5,323 

25 

8,132 

10 

2,808 

85 

Distribution  underground  conduit  repairs 

17 

47 

65 

91 

48 

44 

Overhead  distribution  system  repairs.  . . . 

3,65-6 

06 

5,492 

94 

1,836 

88 

Miscellaneous  distribution  expenses 

316 

67 

654 

05 

337 

38 

Repairs  to  distribution  tools 

397 

68 

1,221 

48 

823 

80 

Repairs  of  electric  services 

491 

03 

1,224 

00 

732 

07 

Repairs  of  transformers 

347 

05 

287 

80 

D 109 

25 

Electric  meter  operation 

2,850 

33 

3,308 

79 

458 

46 

Electric  meter  repairs 

224 

57 

285 

73 

61 

16 

Total  distribution  expenses 

$29,253 

84 

$46,416 

79 

$17,162 

95 

Commercial  arc  labor 

$903 

17 

$661 

71 

D $331 

46 

Commercial  arc  supplies 

1,209 

33 

1,034 

05 

D 175 

28 

Commercial  arc  repairs 

302 

07 

405 

49 

103 

42 

Commercial  incandescent  renewals 

3,817 

60 

5,299 

20 

1,481 

60 

Inspection  of  consumers’  premises 

539 

68 

357 

64 

D 182 

14 

Repairs  of  consumers’  installation 

461 

84 

253 

09 

D 208 

75 

Municipal  street  arc  labor 

6,716 

72 

6,487 

87 

D 228 

86 

Municipal  street  arc  supplies 

5,131 

05 

3,876 

98 

D 1,254 

07 

Municipal  street  arc  repairs 

4,451 

72 

7,314 

74 

2,863 

02 

Municipal  street  incandescent  installa- 

tion   

8 

05 

662 

70 

644 

65 

Municipal  street  incandescent  renewals. 

7,231 

22 

0,948 

29 

2,717 

07 

Municipal  street  incandescent  repairs. 

832 

24 

2,621 

64 

1,789 

40 

Total  utilization  expenses 

$31,604 

69 

$38,913 

30 

$7,218 

61 

Commercial  administration  

$9,626 

64 

$11,314 

81 

$1,688 

17 

Promotion  office  expenses 

2,483 

16 

2.876 

13 

392 

97 

Advertising 

873 

53 

646 

79 

D 226 

74 
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Increase  or 


1909 

1910 

(D)  decrease 

Canvassing  and  soliciting 

$3,813 

29 

$6,339 

10 

$2,525 

81 

Promotion  wiring  and  devices 

675 

29 

596 

42 

D 78 

87 

Total  commercial  expenses 

$17,471 

91 

$21,773 

25 

$4,301 

34 

Salaries  and  expenses  of  general  officers. 

$13,789 

97 

$14,642 

99 

$853 

02 

Salaries  and  expenses  of  general  office 

clerks  

3,617 

59 

4,768 

40 

1,150 

81 

General  office  supplies  and  expenses .... 

6,571 

81 

5,567 

41 

D 1,004 

40 

General  law  expenses 

4,168 

59 

3,065 

32 

D 1,103 

27 

Miscellaneous  general  expenses 

5,520 

27 

7,171 

68 

1,651 

41 

Insurance  

9,600 

00 

8,333 

41 

D 1,266 

59 

Franchise  requirements  

3,019 

34 

3,269 

90 

250 

56 

General  amortization  

81,481 

27 

78,792 

73 

D 2,688 

54 

Accidents  and  damages 

176 

00 

597 

48 

421 

48 

General  stationery  and  printing 

3,795 

66 

5,753 

24 

1,957 

58 

Store  expenses  

2,286 

92 

3,083 

58 

796 

66 

Stable  expenses 

11,054 

62 

17,156 

12 

6,101 

50 

Duplicate  charges 

Cr.  2,555 

U 

Cr.  8,269 

90 

D 714 

46 

Total  general  expenses 

$142,526 

60 

$148,932 

36 

$6,405 

76 

Total  operating  expenses 

$334,298 

65 

$394,370 

41 

$60,071 

76 

Rents  Payable  Charged  to  Operating  Expenses. — Leased  from  New  York  and 
Queens  County  Railway  Company:  Underground  conduits,  9,631%  feet,  1909 

and  1910,  $385.27  ; attachment  of  respondent's  wires  to  railway  poles,  1909,  $160.20  ; 
1910,  $114.52;  two  boilers  (leased  for  one  year  from  November  9,  1909) 
1909,  $158.33  ; 1910,  $1,375  ; other  rentals,  1909,  $5,455.02  ; 1910,  $5,417.28. 


Taxes 

Assessed  and  charged  to  income  : 

Real  estate  

Special  franchise  

Gross  earnings,  state 

Excess  dividends,  state.... 

Federal  corporation  

Assessed  and  charged  to  capital.  , 
Paid  during  year : 

Real  estate  

Special  franchise 

Gross  earnings,  state 

Excess  dividends 

Federal  corporation 


Increase 

i or 

1909 

1910 

(D)  decrease 

$2,491 

39 

$2,822 

97 

$331 

58 

6,901 

44 

7,243 

16 

341 

72 

2,832 

70 

3,356 

86 

524 

16 

375 

00 

531 

23 

156 

23 

982 

44 

982 

44 

68 

78 

68 

78 

2.491 

39 

2,891 

75 

400 

36 

6,901 

44 

7,243 

16 

341 

72 

2,449 

00 

2,832 

70 

383 

70 

375 

00 

3 To 

00 

982 

44 

982 

44 

PHYSICAL  EQUIPMENT 

Station  Equipment.—-  Installed  during  1909 : Two  water  tube  boilers,  total 

rated  capacity,  700  h.  p.  ; two  station  transformers,  total  rated  capacity,  1,000  kw. 
Installed  during  1910  : Four  station  transformers,  total  rated  capacity,  2,000  kw. 
No  withdrawals  in  1909  ; withdrawals  in  1910,  2 water  tube  boilers  of  a total  rated 
capacity  of  700  h.  p.  ; 8 station  transformers  of  a total  rated  capacity  of  1,600  kw. 


T Excluding  taxes  on  property  at  Valley  Stream,  amounting  to  $215.01  in  1909, 
and  $109.70  in  1910  ; these  are  shown  as  non-operating  revenue  deductions. 
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Substation  Equipment. — Installed  during  1909  : One  68  kw.  transformer.  In- 

stalled during  1910,  11  transformers  of  a total  rated  capacity  of  1.350  kw.,  and  2 
rotary  condensers  of  a total  rated  capacity  of  400  kw.  ; withdrawals  in  1909  and 
1910,  none. 

For  number  of  units,  kind  and  capacity,  see  Table  XV. 

Circuits. — See  Table  XVI. 

Poles , Line  Transformers  and  Services. — See  Table  XVII. 

Meters. — Number  of  meters  owned.  December  31,  1910,  3,776 ; increase  during 
year,  142 ; active  meters,  December  31.  1910,  3,593,  increase  during  year,  658. 
For  details  see  Table  XVIII  A and  B-.  For  disposition  of  meters  owned  see 
Table  XIX. 


OPERATING  STATISTICS 


Current  Generated  and  Sold  1909  1910 

Kilowatt  hours  generated 12,610,324  15,186,560 

Kilowatt  hours  delivered  at  switchboard 12,610,324  15,186,560 

Delivered  over  respondents’  meters 5,010,638  6,129,960 

Kilowatt  hours  sold  by  respondent 9,475,218  11,286,499 

Kilowatt  hours  used  by  respondent 310,788  376,076 

Kilowatt  hours  lost  and  unaccounted  for 2,824,318  3,523,985 


See  Table  XXIII. 

For  other  operating  statistics  see  Table  XX,  connected  load  ; Table  XXI,  electric 
current  generated  and  fuel  consumed ; Table  XXII,  maximum  peak  load ; Table 
XXIV,  consumption  of  electric  current,  by  companies  and  boroughs ; Table 
XXIVa,  consumption  of  electric  current,  public  lighting,  1910. 

Accidents. — See  Tables  XXV— XXIX. 

Employees. — Salaries  of  officers  in  1909,  $13,249.92 ; in  1910,  $13,749.90. 

Number  of  employees  — week  ending  December  18,  1909,  full-time,  151;  part-time, 
24 ; December  17,  1910,  full-time,  236 ; part-time,  18 ; total  compensation  paid 
officers  and  employees  — in  1909,  $130,255.06 ; in  1910,  $170,576.09.  For  details, 
see  Table  XXX-XXXIV. 

Officers. — President,  vacant;  First  Vice-President,  John  Day  Jackson;  Vice- 
President  and  General  Manager,  C.  G.  M.  Thomas  ; Secretary  and  Treasurer,  H.  L. 
Snyder;  Assistant  Treasurer,  Jesse  Richards;  General  Counsel,  Krauthoff,  Harmon 
& Mathewson. 

Directors. — John  Day  Jackson,  Abram  M.  Hyatt.  J.  Craig  Havemeyer,  George 
Leask,  Alfred  Skitt,  James  Tolman  Pyle,  Julian  D.  Fairchild,  Harrison  E.  Gawti’y, 
Lewis  B.  Gawtry,  C.  G.  M.  Thomas,  H.  L.  Snyder,  C.  F.  Mathewson,  J.  F.  Eagle. 

Main  Business  Office. — 244,  246  Jackson  avenue.  Long  Island  City,  N.  Y. 


NEW  YORK  AND  QUEENS  GAS  COMPANY 

Incorporated  July  12,  1904,  under  article  VI  of  the  Transportation  Corpora- 
tions Law  of  the  State  of  New  York.  On  March  22.  1901,  the  College  Point  Gas 
Compaqy  was  merged  into  the  Newtown  and  Flushing  Gas  Company,  and  on 
July  18.  1904,  the  latter  company  was  merged  into  the  New  York  and  Queens 
Gas  Company. 

The  company  supplies  water  gas  to  the  third  ward  of  Queens  which  includes 
the  former  villages  of  Flushing,  College  Point,  Whitestone  and  Bayside. 

Stockholders. — Number — June  22,  1910,  19;  in  New  York  state,  18,  holding 
5,886  shares.  Total  voting  power  (number  of  shares),  6,000  of  $100  par  value 
each.  On  December  31,  1908,  the  principal  stockholders  were  reported  as  follows  : 
H.  L.  Snyder,  1,192  votes ; H.  E.  Gawtry,  1,150 ; George  F.  Baker,  918 ; Frank 
Tilford,  918  ; J.  K.  Clark,  522  ; C.  G.  M.  Thomas,  175  ; II.  R.  Wilson,  132  ; George 
E.  Woods,  102  ; M.  E.  Brown,  100  ; L.  B.  Gawtry,  100. 
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Votes  cast  at  general  meeting  of  July  8,  1910,  4,194:  five  highest  votes  cast; 
A.  iS.  Webb,  Jr.,  for  H.  E.  Gawtry,  1,160  ; for  Geo.  F.  Baker,  918;  for  Joseph  Z. 
Bray,  620  ; C.  G.  M.  Thomas,  175  ; H.  L.  Snyder  on  behalf  of  himself,  114  ; on  behalf 
of  others,  1,074. 

Changes  in  1909-1910 ■ — The  company  constructed  an  oil  tank,  coal  bins  and 
purifying  box  during  1909,  and  made  an  addition  to  the  building  and  installed1  a 
compressor  in  1910. 

Sixty-six  thousand  dollars  of  bonds 1 held  as  collateral  by  the  Lincoln  Trust 
Company  were  sold  at  93  and  interest  on  January  10,  1910,  and  a demand  note  for 
$60,000  was  retired. 

On  September  17,  1909,  H.  L.  Snyder  was  elected'  president,  vice  Frank  Tilford, 
resigned,  and  George  E.  Woods  was  elected  vice-president. 

The  rate  per  M.  cu.  ft.  was  reduced  from  $1.16  to  $1.10  January  1,  1909,  and  to 
$1.05  January  1,  1910. 

No  new  franchises  or  additional  powers  were  acquired. 


BALANCE  SHEET 


Increase  or 

Dec.  31,  1909  Assets  Side  Dec.  31,  1910  (D)  decrease 

Current  assets  : 


$7,560 

97 

Cash 

$11,094 

48 

$3,533 

51 

6,397 

38 

Accounts  with  City  of  New  York 

2,096 

25 

D 4,301 

13 

11,017 

82 

Consumers’  accounts  receivable. 

12,926 

24 

1,908 

42 

3,807 

43 

Other  accounts  receivable 

4,906 

23 

1,098 

80 

11,928 

61 

Materials  and  supplies 

17,707 

89 

5,779 

28 

1,416.344 

57 

Fixed  Capital  December  31,  1908  . . . 

1,415,719 

57 

D 625 

00 

37, '59<8 

97 

Fixed  capital  installed  since  De- 

cember 31,  1908 

77,973 

48 

40,374 

51 

12,583 

19 

Special  deposits  (coupon) 

15,488 

19 

2,905 

00 

787 

51 

Prepayments  (insurance) 

219 

89 

D 567 

62 

180 

00 

Suspense  

275 

00 

95 

00 

$1,508,206 

45 

Total  

$1,558,407 

22 

$50,200 

77 

• Liabilities  Side 


$15,625 

00 

Interest  on  funded  debt 

$17,000  00 

$1,375 

00 

920 

00 

Interest  on  unfunded  debt 

D 920 

00 

14,831 

92 

Consumers’  deposits 

16,245  85 

1,413 

93 

23,989 

38 

Miscellaneous  accounts  payable 

34,810  i55 

10,821 

17 

906 

52 

Other  unfunded  debt  

766  40 

D 140 

12 

810,000 

00 

Funded  debt 

816,000  00 

6,000 

00 

10,910 

97 

Accrued  amortization  of  capital 

24,028  00 

13,117 

03 

399 

97 

Other  reserves  (interest  on  con- 

sumers’ deposits) 

886  14 

486 

17 

600,000 

00 

St nek  

600,000  00 

30,622 

69 

Corporate  surplus 

48,670  28 

18,047 

59 

$1,508,206 

45 

Total  

$1,558,407  22 

$60,200 

77 

1 “ These  bonds  were  issued  and  pledged  with  the  Lincoln  Trust  Company  be- 
fore the  enactment  of  the  Public  Service  Commissions  Law  to  secure  a loan  by 
the  trust  company  to  this  company.”  The  sale  was  made  by  the  trust  com  pah  y 
to  realize  on  this  collateral  and  discharge  the  loan. 
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Item 

Real  estate,  etc.  . . . 

Fixed  capital  not  separable 

Mains 

Services  

Street  lamps 

Meters 

Meter  installations 

Tools  

Stable  equipment 

Arc  lamps 

Office  fixtures 


31,  1908 

1909 

$95,631 

81 

$1,551 

86 

1,032,407 

52 

173,316 

44 

8 

63 

51,719 

66 

367 

73 

2,054 

16 

38,899 

95 

574 

14 

15,664 

13 

593 

20 

1,903 

69 

2,091 

57 

4,111 

65 

1,126 

90 

2,766 

45 

Balance 
December 
31,  1910 
$94,004  95 

1,032,407  52 

173,307  81 

51,351  93 

2,054  16 

38,325  81 

15,070  93 

1,903  69 

550  00  1,541  57 

2,984  75 

2,766  45 


Details  of  Assets  and  Debit  Balances 

Fixed  Capital  December  si,  1908 

Balance  Withdrawals  or  retirements 

December  , ^ , 

1910 
$75  00 


Total  . 


$1,420,567  03  $4,222  46  $625  00  $1,415,719  57 


Description  of  Capital  Withdrawn .—  During  1909  : Oil  tank  sold,  $900  ; entry 

to  correct  error,  $344.47  ; coal  bin  destroyed,  $307.39;  arc  lamps  condemned,  $207  ; 
arc  lamps,  amount  transferred  to  materials  and  supplies,  $919.90  ; services,  amount 
transferred  to  materials  and  supplies,  $367.73;  meters  condemned,  $574.14;  meter 
installations,  amount  transferred  to  materials  and  supplies,  $593.20  ; mains,  entry 
to  correct  error,  $8.63  ; total,  $4,222.46.  During  1910 : Automobile  sold,  $300  ; 
drip  cart  sold,  $100  ; horse  sold,  $150  ; Worthington  pump,  $75  ; total,  $625. 

Fixed  Capital  Installed  Since  December  SI,  1908 ■ — S'ee  Table  XXXIX. 


Materials  and  Supplies 


Quantities  on  hand 

December  31,  Book  value  December  31, 


f 

“ r 

4\ 

1909 

1910 

1909 

1910 

Item 

Steam  coal,  lbs.  j 

r 

$282  48 

$950  66 

Gas  coal,  lbs. . . 1 

. 1,172,200 

2,695,600  J 

2,281  02 

5,527  20 

Coke,  lbs I 

[ 

173  80 

Gas  oil,  gals 

139,690 

160,722 

4,190  70 

4,821  66 

Purifying  material  (oxide),  bu. 

1,400 

362  65 

2 181  60 

Main  stock 

972  96 

2,979  44 

Fitting  stock  

381  41 

295  67 

Service  stock 

234  66 

374  30 

Arc  lamp  stock 

910  76 

672  66 

Appliance  stock 

1,786  41 

1,753  62 

Stationery 

351  76 

151  08 

Total 

$11,928  61 

$17,707  89 

Represents  the  book  value  of  checker  brick  and  other  purifying  materials. 
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Details  of  Liabilities  and  Credit  Balances 


1909 

Consumers’  Deposits: 

Added  during  year.  . $4,433  81 

Refunded  during  year  2,718  94 

Net  increase.  . . . 1,714  87 

Balance 

Interest  accrued  dur- 
ing year  $660  00  $816  00 

Interest  paid  on  de- 
posits refunded . . . 2G0  03  329  S3 

(For  number  of  deposits  see  Table  XL.) 


1910 

$4,766  00 
3,352  07 
1,413  93 


December  31, 
1909 


$14,831  92 


December  31, 
1910 


$16,245  S; 


Miscellaneous  Accounts  Payable: 


Advances  by  customers  for  mains 

8,834  32 

12,824 

61 

For  material  and  supplies 

3 21,985 

94 

Other  Unfunded  Debt: 

Wages  accrued 

176  24 

392 

17 

Water  accrued  

239  28 

61 

94 

Insurance  accrued 

491  00 

Cashier’s  suspense  items 

312 

29 

Funded  Debt.4 — Thirty-year  first  mortgage  bonds  of  August  1,  1904,  5 per  cent 
payable  February  and  August ; authorized,  $1,000,000 ; par  value  of  amount  nom- 
inally but  not  actually  issued,  $184,000  ; par  value  of  actual  issue  December  31, 
1910,  $816,000  ; cash  realized,  $166,380  (50  bonds  sold  at  par,  50  at  90  and  66 
bonds  at  93)  ; remaining  bonds  were  issued  for  property.  Net  amount  outstanding: 
December  31,  1909,  $750,000  ; December  31,  1910,  $816,000.  Interest  accrued  during 
1909,  $37,500  (paid)  ; during  1910,  $40,745  (paid).  Interest  accrued  but  not  yet 
due  December  31,  1909,  $16,625  ; December  31,  1910,  $17,000.  Trustee,  Lincoln 
Trust  Company,  208  Fifth  avenue,  New  York  City. 

Stocks. — Authorized  6,000  shares  of  common  of  $100  par  value  each  ; amount 
issued  and  outstanding,  $600,000,  all  issued  for  property.  No  dividends  declared  or 
paid  in  1909  or  1910. 

Accrued  Amortization  of  Capital. — Credits  during  1909,  $12,507.50  (on  basis  of 
12c  per  M.  cu.  ft.  of  gas  sold,  less  repairs)  ; debits  during  1909,  $1,596.53  (coal 
bin,  $307.39;  oil  tank,  $715;  meters  condemned,  $574.14);  balance  December  31, 
1909,  $10,910.97;  credits  during  1910,  $13,517.03;  debits  $400  (automobile,  $200; 
drip  cart,  $75;  horse,  $50;  steam  pump,  $75)  ; balance  December  31,  1910,  $24,028. 

INCOME  ACCOUNT 

1909  1910 


Operating  revenue 

Revenue  deductions 

Operating  expenses . . 

Taxes 

Uncollectible  bills... 

Operating  income  

Non-operating  income  (in- 
terest on  bank  balances) 


Item  Total 

$164,575  77 

105,399  90 

$100,228  19  

5 4,692  51  

479  20  


$59,175  87 
370  13 


Item  Total 

$182,788  27 

116,317  92 

$110,302  87  

5,774  85  

240  20  


$66,470  35 
392  23 


3 Includes  gross  earnings  tax  accrued,  $896.88. 

4 Notes  payable  on  demand  at  6 per  cent  (renewed  from  time  to  time),  aggregat- 
ing $60,000  were  retired  during  1910 : interest  accrued  in  1909,  $3.766.23 : paid 
in  1909,  $2,846.23;  matured  and  unpaid  December  31,  1909,  $920.  See  “Changes 
in  1909—1910.”  ante. 

5 Includes  $250.36  applicable  to  year  1908. 
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Gross  Income  applicable 
to  corporate  and  leased 

properties 

Deductions  from  gross  in- 
come   

Interest  on  funded 

debt 

Interest  on  consum- 
ers’ deposits,  etc. . 

Net  corporate  income. . . . 


1909 



Item  Total 

$59,646  00 

41,926  23 

$41,266  23  

660  00  

$17,619  77 


1910 

.a. 

Item  Totai 

$66,862  58 

41,631  00 

$40,746  00  

886  00  

$25,231  58 


Corporate  Surplus 

Surplus  December  31,  1908 $14,002  25 

Balance  transferred  from  1909  income  account 17,619  77 

Bad  debts  collected 85  91 

Other  additions  to  surplus  (materials  and  supplies) 321  64 


Deductions  from  surplus $1,406  88 

(Adjustment  of  old  taxes,  $882.90  ; legal  expenses, 

$523.98.) 

Surplus  December  31,  1909 30,622  69 


$32,029  57  $32,029  57 


Surplus  December  31,  1909 $30,622  69 

Balance  transferred  from  1910  income  account 25,231  58 

Bad  debts  collected  54  49 

Inventory  adjustments  (materials  and  supplies) 87  71 

Deductions  from  surplus  (settlement  of  old  city  bills, 

$356.19 ; discount  on  66  bonds,  $4,620 ; mortgage 
tax,  $350 ; premium  on  prior  lien  bond  retired, 


$2,000®)  $7,326  19 

Surplus  December  31,  1910 48,670  28 


$55,996  47  $55,996  47 


Operating  Revenues 

Quantity  (M.  cu.  ft.)  Amount  of  revenue 


— N 

, -A- 

'i 

Sales  of  Gas 

1909 

1910 

1909 

1910 

Municipal  street  lighting 

7,534 

7,949 

$5,605  99 

$5,893 

98 

Lighting  municipal  buildings . . . 

2,018 

1,962 

1,514  32 

1,473 

98 

Prepaid  gas  

34,374 

41,107 

37,804  39 

43,179 

33 

Commercial  metered  lighting.  . . 

102,571 

117,647 

112,790  94 

123,631 

32 

Total  sales  of  gas 

146,497 

168,665 

$157,715  64 

$174,178 

61 

, Miscellaneous  Revenues 

Rent  of  gas  appliances 

$2,705  27 

$3,007 

81 

Gas  merchandise  and  jobbing  revenue 

3,048  12 

4,988 

14 

Sale  of  residuals  and  by-products 

38  20 

107 

55 

Other  miscellaneous  gas  revenue. 

1,068  54 

506 

16 

Total  miscellaneous  revenues 

$6,860  13 

$8,609 

66 

Total  gas  revenues $164,575  77  $182,788  27 


® “ This  was  our  proportion  of  the  premium  paid  to  retire  the  $78,000  bonds  of 
the  New  York  and  Queens  Gas  and  Electric  Company,  which  was  a first  mort- 
gage on  the  property  of  both  the  gas  and  electric  companies  located  in  Flushing.” 
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Operating  Expenses 

Increase  or 


1909 

1910 

(D)  decrease 

Works  superintendence  

$1,100 

00 

$1,132 

42 

$32 

42 

Boiler  house  labor 

l,85i5 

65 

2,041 

50 

185 

85 

Generator  house  labor  

2,072 

14 

2,150 

41 

78 

27 

Purifier  house  labor 

626 

02 

481 

17 

D 144 

85 

Miscellaneous  labor  at  works 

815 

88 

1,331 

28 

515 

40 

Gas  making  labor  

$0,469 

69 

$7,136 

78 

$667 

09 

Boiler  fuel  

3,934 

91 

1,976 

66 

D 1,958 

25 

Water 

526 

18 

611 

06 

84 

88 

Generator  fuel  

15,364 

64 

15,490 

64 

126 

00 

Water  gas  oil 

21,301 

20 

25,664 

91 

4,363 

71 

Purification  supplies  

333 

43 

465 

41 

131 

98 

Miscellaneous  works  expense  

714 

31 

926 

43 

212 

12 

Repairs  of  works  and  station  structures 

5'75 

85 

1,025 

72 

449 

87 

Repairs  of  power  plant  equipment 

400 

13 

646 

57 

246 

44 

Repairs  of  water  gas  .sets  and  acces- 

series 

1,673 

89 

1,976 

33 

302 

44 

Repairs  of  works  tools  

25 

55 

34 

06 

8 

51 

Total  production  expenses 

$51,319 

78 

$55,954 

57 

$4,634 

79 

Transmisssion  pumping  

$1 

00 

$7 

96 

$6 

96 

Distribution  superintendence  

1,669 

82 

1,350 

43 

D 319 

39 

Distribution  supplies  and  expenses .... 

166 

27 

352 

01 

185 

74 

Gas  meter  and  installation  work 

1,231 

62 

1,229 

73 

Dl 

89 

Work  on  consumers’  premises 

5,178 

40 

5,793 

71 

615 

31 

Repairs  of  gas  mains 

165 

44 

1,141 

53 

976 

09 

Repairs  of  gas  services 

116 

07 

104 

91 

D 11 

10 

Repairs  of  gas  meters 

1,786 

96 

1,627 

50 

D 159 

46 

Repairs  of  distribution  tools 

237 

12 

133 

37 

D 98 

iT5 

Repairs  of  gas  appliances  

82 

71 

27 

75 

D 54 

96 

Total  transmission  and  distribu- 

tion expenses 

$10,635 

41 

$11,773 

90 

$1,138 

49 

Street  lamp  operating  

$490 

82 

$1,102 

82 

$612 

00 

Commercial  administration  

$7,625 

06 

$6,804 

63 

D $820 

43 

Advertising 

463 

94 

352 

12 

D 111 

82 

Canvassing  and  soliciting  

1,995 

68 

2,046 

29 

50 

61 

Total  commercial  expenses  

$10,084 

68 

$9,203 

04 

D $881 

64 

Salaries  and  expenses  of  general  officers 

$6,258 

20 

$7,137 

99 

$879 

79 

Salaries  and  expenses  of  general  office 

clerks  

1,548 

33 

1,548 

33 

General  office  supplies  and  expenses.  . . 

4,062 

58 

3,442 

95 

D 619 

63 

General  law  expenses 

1,452 

55 

1,485 

83 

33 

28 

Insurance  

944 

53 

1,235 

58 

291 

05 

General  amortization  

12,507 

50 

13,517 

03 

1,009 

53 

General  stationery  and  printing 

798 

82 

869 

17 

70 

35 

Stable  expenses  

1,673 

32 

3,031 

66 

1,358 

34 

Total  general  expenses 

$27,697 

50 

$32,268 

54 

$4,571 

04 

Total  operating  expenses 

$100,228 

19 

$110,302 

87 

$10,074 

68 
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Taxes 

Assessed  and  charged  to  income 

Real  estate  

Special  franchise  

Gross  earnings  — state  .... 

Federal  corporation 

Taxes  paid  during  year 

Real  estate  

Special  franchise 

Gross  earning  — state  .... 
Federal  corporation  


Increase  < 

or 

1909 

1910 

(D)  decrease 

$4,442 

15 

$5,774 

85 

$1,332 

70 

1,044 

69 

1,555 

46 

510 

77 

2,588 

04 

3,078 

34 

490 

30 

809 

42 

896 

SS 

87 

46 

244 

17 

244 

17 

3,632 

73 

5,687 

39 

2,054 

66 

1,044 

69 

1,555 

46 

510 

77 

2,588 

04 

3,078 

34 

490 

30 

809 

42 

809 

42 

244 

17 

244 

17 

PHYSICAL  EQUIPMENT 

Works  and  Holders.- — Water  gas  sets,  2 ; total  maximum  rated  capacity,  1500  M. 
cu.  ft.  details  in  Table  I).  Holders,  2;  total  capacity,  350  M.  cu.  ft.  (details  in 
Table  IV). 

Mains. — December  31,  1910  : Transmission  pipe  line,  length  in  feet,  13,785; 

increase  during  year,  none  ; distribution  pipe  line,  length  in  feet,  404,992  ; increase 
during  year,  29,391.  (Stee  Table  V.) 

Services. — Live  service  pipes  in  use  December  31,  1910,  4,769;  increase  during 
year  355.  (See  Table  VI.) 

Meters. — Number  of  consumers’  meters  in  service  December  31,  1910,  6,141  ; 
increase  during  year,  584.  (Siee  Tables  VII  and  VIII.) 


OPERATING  STATISTICS 

Gas  Made  and  Sold  (cu.  ft.). — On  hand  January  1,  1909,  98,600;  made  in 

1909,  174,653,100  ; sold  in  1909,  146,496,900  ; used  by  respondent,  1,127.600  ; unac- 
counted for,  27,024,200  ; on  hand  December  31,  1909,  103,000  ; made  in  1910, 
210,264,500;  sold  in  1910,  168,664,800  ; used  by  respondent  during  year,  1,498,700; 
on  hand  December  31,  1910,  217,100;  unaccounted  for,  39,986,900.  (See  Tables 
Xl-XIIIa.) 

Materials. — Materials  used,  see  Table  IX  ; materials  on  hand,  see  Balance  Sheet 
details  above. 

Accidents. — Tables  XXV-XXIX. 

Employees. — Salaries  of  general  officers  in  1909,  $6,100;  in  1910,  $7,075.  All 
other  employees  December  18,  1909,  full-time,  35  ; part-time,  12 ; December  17, 

1910,  full-time,  39  ; part-time,  none  ; total  compensation  paid  officers  and  employees 
in  1909,  $31,112.78;  in  1910,  $34,366.46.  (For  details,  see  Tables  XXX-XXXIV.) 

Officers. — President  and  Treasurer,  II.  L.  Snyder ; Vice-President,  George  E. 
Woods  ; Secretary  and  Manager,  M.  II.  Spear. 

Directors. — Harrison  E.  Gawtry,  Lewis  B.  Gawtry,  Alex.  S.  Webb,  Jr.,  George  E. 
Woods,  J.  F.  Eagle,  C.  G.  M.  Thomas,  H.  L.  Suyder. 

Main  Business  Office. — 88  Main  street,  Flushing,  N.  Y. 


NEW  YORK  AND  RICHMOND  GAS  COMPANY 

Incorporated  July  13,  1901,  as  a consolidation  of  the  New  York  and  Richmond 
Gas  Company  and  the  Richmond  County  Gas  Light  Company.  It  is  the  only 
company  supplying  gas  in  the  Borough  of  Richmond. 

Stockholders.- — Number  January  20,  1911,  90  ; in  New  York  state,  42,  holding 
4 440  shares.  Total  voting  power  (number  of  shares  of  $100  par  value  each), 
15,000.  On  December  31,  1908,  the  principal  stockholders  were  reported  to  be  as 
follows:  Forrest  & •Company,  4,750;  C.  C.  Knauf,  2,520;  M.  J.  Dodsworth,  1,000; 


Excludes  $250.36  charged  to  income,  applicable  to  year  1908. 
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Helen  L.  Shelton,  900 ; Clyde  Not  man,  755  ; John  Hallett  Clark,  629 ; James  A. 
Trowbridge,  331 ; Elliston  P.  Morris,  300 ; Frank  Hall,  230 ; Ashley  P.  Hunter, 
200. 

Votes  cast  at  general  meeting  of  February  6,  1911,  11,887 ; by  W.  J.  Welsh, 
11,8:25  (6  on  behalf  of  himself  and  11,819  on  behalf  of  others)  ; R.  L.  Forrest,  57  ; 
F.  H.  Shelton,  5. 

Changes  in  1909—1910 ■ — No  additional  powers  or  franchises  were  acquired.  The 
company  laid  new  mains  at  various  locations : During  1909  — 2-inch  mains, 

11,666  ft.  ; 3-inch,  485  ft.  ; 4-inch,  11,297  ft.  ; 6-inch,  1,821  ft. ; total,  25,269  ft. 
During  1910  — 2-inch  mains,  11,983  ft.  ; 4-inch,  15,639  ft.  ; 6-inch,  2,200  ft.  ; total, 
29,822  ft.  The  erection  of  a new  1,000,000  cu.  ft.  holder  was  begun  in  1909  and 
completed  in  1910. 

In  June,  1910,  the  presidency  of  the  company  was  made  vacant  ny  the  death  of 

T.  O.  Horton. 

The  price  of  gas  was  reduced  on  January  1,  1909,  to  $1.10  per  M.  cu.  ft.  and 
on  January  1,  1910,  to  $1.05. 


BALANCE  SHEET 


Increase  or 


Dec.  31,  1909 

Assets  Side 

Dec.  31,  1910 

(D)  decrease 

$53,221 

35 

Cash  

$65,939  86 

$12,718 

51 

3,078 

87 

Accounts  with  city  of  New  York .... 

2,838  32 

D 240 

55 

31,908 

60 

Consumers’  accounts  receivable 

40,442  17 

8,533 

57 

19,961 

79 

Materials  and  supplies 

23,118  00 

3,156 

21 

2,926,925 

83 

Fixed  Capital,  December  31,1908... 

2,926,708  63 

D 217 

20 

104,899 

21 

Fixed  capital  installed  since  Decem- 

ber 31,  1908 

147,409  89 

42,610 

68 

2,19S 

68 

Prepayments 

710  88 

D 1.487 

80 

1 695 

13 

Unamortized  repairs 

D 695 

13 

Unamortized  debt  discount  and'  ex- 

pense   

3,395  17 

3,395 

17 

4,516 

70 

Suspense  

217  76 

D 4,298 

94 

$3,147,406 

16 

Total  

$3,210,780  68 

$63,374 

52 

Liabilities  Side 

$24,409 

31 

Taxes  accrued  

$6,058  00 

D $18,351 

31 

12,191 

66 

Interest  on  funded  debt 

12,500  00 

308 

34 

2,331 

85 

Interest  on  unfunded  debt 

2,7S4  97 

453 

12 

Bills  payable,  due  on  demand  (at 

6 per  cent)  

34,750  00 

34,750 

00 

13,388 

42 

Consumers’  deposits  

13,709  83 

321 

41 

17,014 

49 

Miscellaneous  accounts  payable 

17,010  34 

D 4 

15 

1,463,000 

00 

Funded  debt 

1,500,000  00 

37,000 

00 

1 

Accrued  amortization  of  capital.... 

1 

5,414 

73 

Casualties  and  insurance  reserve . . . 

6,688  09 

1,273 

36 

44,019 

91 

Other  optional  reserves 

37,563  00 

D 6,456 

91 

1,500,000 

00 

Stocks  

1,500,000  00 

65,635 

79 

Corporate  surplus  

79,716  45 

14,080 

66 

$3,147,406 

16 

Total 

.$3,210,780  68 

$63,374 

52 

1 The  company’s  estimate  for  depreciation.  $15,000.  proved  insufficient.  The 
actual  repairs  in  1909  exceeded  that  amount  by  $695.13,  and  in  1910  by  $494.71. 
The  deficiency  of  $695.13  in  1909  is  shown  above  as  “ unamortized  repairs,” 
(subsequently  closed  by  a charge  to  surplus)  and  the  1910  deficiency  was  closed 
by  a charge  to  the  general  reserve.  The  company  has  subsequently  increased  its 
annual  amortization  charge  to  $18,000,  to  take  effect  January  1,  1911.  [Ed.] 
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Details  of  Assets  and  Debit  Balances 

Fixed  Capital  December  31,  1908-* 2 — Balance  December  31,  1908,  $2,927,217.51  ; 
debits  in  1909,  $210.65  ;3  withdrawals  or  retirements  ini  1909,  $502.33  (meters 
condemned,  $265.50  ; horse  sold,  $175  ; correcting  entries,  $61.83)  ; in  1910,  $217.20 
(meters  condemned,  $117.20;  credit  on  account  of  overpayment  for  street  permits 
previous  to  December  31,  1908,  $100)  ; balance  December  31,  1910,  $2, 926, 708.63. 

Fixed  Capital  Installed  Since  December  31,  1908 • — See  Table  XXXIX. 


Materials  and  Supplies. 

Quantities  on  hand 
December  31, 


Book  Value 
December  31, 


1909 

1910 

1909 

1910 

Steam  coal  (long  tons) 

173 

159 

$451  70 

$376  03 

Generator  fuel  (long  tons) 

210 

500 

888  62 

2,374 

11 

Gas  coal  (long  tons) 

1,169 

1,105 

3,653  05 

3,452 

91 

Gas  oil  (gallons) 

82,178 

118,125 

1,845  90 

2,646 

24 

Tar  (gallons) 

14,937 

241  71 

Purifying  material  (iron  oxide, 

bushels  estimated) 

8,836 

7,517 

1,345  29 

1,153 

23 

Storeroom  stock  and  merchandise.  . 

11,446  02 

12,973 

60 

Stable  supplies 

89  50 

141 

88 

Total 

$19,961  79 

$23,118 

00 

Prepayments: 

Taxes 4 $2,126  68  

Street  permits 72  00  

Interest  paid  in  advance  on  bills  payable $710  88 

Suspense: 

Advance  salary 756  08  

Doubtful  accounts '500  67  217  76 

Advertising  3,259  95  


Unamortized  Debt  Discount  and  Expense. — Discount,  etc.,  on  $37,000  first  mort- 
gage bonds  sold  in  1910,  at  90,  $3,718.50,  8.695  per  cent  to  be  written  off  annually  ; 
amount  written  off  in  1910,  $323.33  ; balance  December  31,  1910,  $3,395.17. 


Details  of  Liabilities  and  Credit  Balances 

December  December 
31,  1909  31,  1910 

5 $24,409  31  $4,800  00 

250  00 

8 00 

400  00 

600  00 

1 

- Details  not  segregated  by  company. 

3 Charges  on  account  of  1908  bills  which  were  justly  chargeable  to  this  account 
but  were  not  received  in  the  office  till  1909. 

4 The  above  amount  was  improperly  reported  as  prepayment;  it  represents  the 
difference  between  amounts  charged  to  operating  expenses  and  amounts  of  actual 
tax  bills  rendered. 

3 Represents  amount  which  the  company  estimated  it  will  have  to  pay:  tbe  unpaid 
special  franchise  taxes  as  levied  amounted  on  December  31,  1909,  to  $24,938.26. 


Taxes  Accrued: 

Special  franchise  (in  dispute) 

Gross  earnings  — state 

Personal  property  

Improved  land 

Federal  corporation  


Returns  of  Gas  and  Electric  Corporations, 


583 


consumers’  Deposits:  1909 

Added  during  year $4,487  84 

Refunded  during  year 3,360  00 

Net  increase 1,127  84 

Balance  

Interest  accrued  during  year  770  04 

Interest  paid  on  deposits  re- 
funded   294  20 


(For  number  of  deposits,  see  Table  XL.) 

Miscellaneous  Accounts  Payable: 
Unclaimed  wages 

Advances  by  customers  for  services 
Unpaid  wages 
Over  and  short  cash 
Sundry  creditors  for  purchases 


December  December 
1910  31,  1909  31,  1910 

$4,605  00  

4,283  59 
$321  41 

$13,388  42  $13,709  83 

821  31  

•868  19 


83  39 
126  93 
262  40 
154  75 
16,382  87 


49  59 
222  13 
123  59 
142  92 
16,476  26 


Funded  Debt. — Twenty-year  first  mortgage  gold  bonds,  1901,  5 per  cent  payable 
May  and  November ; authorized  and  issued,  $1,500,000 ; cash  realized,  $466,900 ; 
balance  issued  in  part  payment  for  property ; outstanding  December  31,  1909, 
$1,463,000  ; December  31,  1910,  $1,500,000 ; interest  accrued  during  1909,  $73,- 
150.02  ; paid,  $73,150  ; accrued  but  not  due  December  31,  1909,  $12,191.66  ; accrued 
during  1910,  $74,878.76;  paid,  $74,570.42;  accrued  but  not  due  December  31,  1910, 
$12,500. 

Stocks. — Common  : Authorized,  issued  and  outstanding,  15,000  shares  of  $100  par 
value  each  ; cash  realized,  $100,000  ; balance  issued  in  part  payment  for  property  ; 
dividends  declared  and  paid  during  1909,  $30,000  ; during  1910,  $45,000. 

Reserves. — General  reserve,  balance  January  1,  1909,  $35,225  ; transfer  from 
depreciation  reserve,  $15,695.63  ; total  credits,  $50,920.63  ; debits  in  1909,  $7,176.31 
(uncollectible  accounts,  $1,990.10  ; allowance  to  City  of  New  York  for  difference  in 
rates  charged  from  July  1,  1905,  to  December  31,  1908,  $4,920.71  ; meters  condemned, 
$265.50)  ; balance  December  31,  1909,  $43,744.32  ; credits  in  1910,  $200.19  (over- 
accrual of  back  franchise  taxes,  $150.47  ; bad  debts  collected,  $49.72)  ; debits  in 
1910,  $6,712.80  (old  accounts  previously  carried  in  suspense,  $298.15  ; old  accounts 
previously  carried  as  deposit  on  street  permits,  $72  ; meters  condemned  in  1910 
purchased  previous  to  December  31,  1908,  $117.20 ; to  close  advertising  as  of  De- 
cember 31,  1909,  $3,259.95  ; adjustment  of  tax  account,  $2,218.09 ; old  accounts 
written  off,  $252.70;  excess  of  maintenance  charges  over  estimate,  $494.71)  ; balance 
December  31,  1910,  $37,231.71. 

Reserve  for  law  expense  and  injury  and  damages,  debit  balance  January  1,  1909, 
$421.99;  credit  in  1909  (by  charges  to  operating  expenses),  $1,500;  debits  in  1909, 
$802.42 ; balance  December  31,  1909,  $275.59 ; credits  in  1910,  $1,500 ; debits  in 
1910,  $1,444.30  (damage  paid,  $600;  legal  fees  and  expenses,  $844.30);  balance 
December  31,  1910,  $331.29. 

Insurance  and  casualty  reserve,  balance  January  1,  1909,  $4,411.75  ; credits  in 
1909  (by  charges  to  operating  expense),  $1,234.65;  debits  in  1909,  $231.67  ; balance 
December  31,  1909,  $5,414.73 ; credits  in  1910,  by  charges  to  operating  expenses, 
$1,200;  other  credits,  $717.38;  charges  in  1910,  $644.02;  balance  December  31, 
1910,  $6,688.09. 

INCOME  ACCOUNT 

1909  1910 


Operating  revenue 

Revenue  deductions  . . . 
Operating  expenses 

Taxes 

Uncollectible  bills. 


Item  Total 

$277,026  35 

156,780  53 

$147,116  39  

8,055  00  

1,609  14  


Item  Total 

$298,565  34 

166,109  04 

$155,147  34  

9,813  95  

1,147  75  
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Operating  income 

Non-operating  income 

Interest  on  bank  bal- 
ances   

Miscellaneous  rents.. 

Gross  income  applicable  to 
corporate  and  leased 

properties  

Deductions  from  gross  in- 
come   

Interest  accrued  on 

funded  debt 

Interest  on  notes. . . . 
Interest  accrued  on 
consumers’  deposits. 
Unamortized  debt  dis- 
count and  expense. . 

Net  corporate  income. . . . 


1909 

K ^ 

Item  Total 

.$120,245  82 

2,205  27 


$122,451  09 

73,920  00 

73,150  02  

770  04  


$48,531  03 


1910 

Item  Total  ^ 

$132,456  30 

618  53 


$133,074  83 

76,947  35 

74,878  76  

923  95  

821  31  

323  33  


$56,127  48 


618  53 


2,174  27 
31  00 


Corporate  Surplus 

Surplus  December  31,  1908 $47,390  31 

Balance  transferred  from  1909  income  Recount 48,531  03 

Bad  debts  collected 55  98 

Dividends,  2 per  cent  on  $1,500,000  common  stock....  $30,000  00  

Bad  debts  written  off 341  53  

Surplus  December  31,  1909 65,635  79  


$95,977  32  $95,977  32 


Surplus  December  31,  1909 

Balance  transferred  from  1909  income  account 

Bad  debts  collected 

Other  additions  to  surplus  (“  Correction  account  1909,  1910  prepay- 
ment accounts,  $259.26 ; overcharge  in  tax  on  gross  earnings, 
1909,  $231.01  ; personal  property,  $21.50 ; account  electrolysis 


damages,  $6,778.87) 

Dividends,  3 per  cent  on  $1,500,000  common  stock....  $45,000  00 

Amortization  elsewhere  unprovided  for  (1909) 695  13 

Bad  debts  written  off 2,273  25 


Other  deductions  from  surplus  (legal  expenses  prior  to 
1910,  $919.50 ; electrolysis  expense,  $500 ; tax  on 
internal  revenue,  prior  years,  $435.31  ; tax  on  im- 
proved land,  prior  years,  $161.10 ; general  equip- 


ment, $225)  2.240  91 

Surplus  December  31,  1910 79,716  45 


$65,635  79 
56,127  48 
871  S3 


7,290  64 


$129,925  74  $129,925  74 
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Operating  Revenues 


Quantity  (M.  cu.  ft.)  Amount  of  revenue 


r 



^ 

r K— 

— ^ 

Sales  of  Gas 

1909 

1910 

1909 

1910 

Municipal  street  lighting 

3,270 

3,305 

$3,016  87 

$2,478 

79 

Lighting  municipal  buildings... 

2,404 

2,522 

2,255  86 

1,890 

59 

Municipal  heat  and  power 

350 

347 

345  54 

260 

27 

Prepaid  gas  

53,941 

71,590 

59,223  17 

74,918 

09 

Commercial  metered  lighting.  . . 

185,335 

200,172 

203,495  26 

209,621 

41 

Total  sales  of  gas 

245,300 

277,936 

$268,336  70 

$289,169 

15 

Miscellaneous  Revenues 

Rent  of  gas  appliances 

$30  00 

$29 

00 

Gas  merchandise  and  jobbing  revenue 

7,916  70 

8,661 

11 

Sale  of  residuals  and  byproducts. 

42  95 

381 

08 

Other  miscellaneous  gas  revenue. 

700  00 

325 

00 

Total  miscellaneous  revenues $8,689  65  $9,396  19 


Total  gas  revenues $277,028  35  $298,565  34 


Operating  Expenses 

1909  1910 


Increase  or 
(D)  decrease 


Works  superintendence  

$1,710 

03 

$2,157 

SO 

$447 

77 

Boiler  house  labor 

3,524 

06 

3,532 

26 

8 

20 

Generator  house  labor 

3,878 

71 

3.965 

35 

86 

64 

Purifier  house  labor 

820 

95 

967 

42 

146 

47 

Miscellaneous  labor  at  works 

M 

CO 

CO 

© 

05 

1,410 

86 

74 

81 

Gas  making  labor 

$11,269 

80 

$12,033 

69 

$763 

89 

Boiler  fuel 

7,485 

69 

8,032 

17 

546 

48 

Water 

1,795 

68 

1.384 

85 

D 410 

83 

Generator  fuel  

18,229 

70 

20,339 

52 

2,109 

82 

Water  gas  oil 

30,092 

24 

29,319 

04 

I)  773 

20 

Purification  supplies 

1,255 

43 

1,314 

65 

59 

22 

Miscellaneous  works  expense 

1,990 

12 

5,076 

49 

3,086 

37 

Repairs  of  works  and  station  structures 

1,863 

09 

499 

10 

D 1,363 

99 

Repairs  of  power  plant  equipment.  . . . 

1,024 

83 

1,125 

14 

100 

31 

Repairs  of  water  gas  sets  and  acces- 

sories   

2,145 

95 

2,276 

41 

130 

46 

Repairs  of  purification  apparatus 

224 

41 

92 

51 

D 131 

90 

Repairs  of  holders 

271 

08 

315 

76 

44 

68 

Repairs  of  miscellaneous  equipment.  . . 

1526 

86 

121 

SO 

D 405 

06 

Repairs  of  works  tools 

50 

50 

121 

15 

70 

65 

Gas  storage 

911 

04 

954 

66 

43 

62 

Residuals  produced 

Cr.  4,270 

81 

Cr-  3,339 

37 

931 

44 

Total  production  expenses 

$74,865 

61 

$79,667 

57 

$4,801 

96 

Transmission  pumping 

$1,642 

60 

$1,672 

83 

$30 

23 

Distribution  superintendence 

944 

97 

1,376 

63 

431 

66 

Distribution  supplies  and  expenses.  . . . 

691 

41 

840 

98 

149 

57 

Gas  meter  and  installation  work 

2,S96 

53 

3,711 

38 

814 

65 

Work  on  consumers’  premises 

7,859 

37 

9,266 

60 

1,407 

23 
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Increase  or 


Repairs  of  gas  mains 

Repairs  of  gas  services 

Repairs  of  gas  meters 

Repairs  of  distribution  tools 

1909 

$2,314  46 
1,979  84 
5,344  61 
297  35 

1910 

$5,592  69 
836  89 
4,634  41 
129  56 

(D)  decrease 
$3,278  23 
D 1,142  95 
D 710  20 
D 167  79 

Total  transmission  and  distribution 
expenses 

$23,971  14 

$28,06]  77 

$4,090  63 

Street  lamp  repairs 

$13  83 

$7  72 

D $6  11 

Commercial  administration 

Advertising 

Canvassing  and  soliciting 

$18,097  93 
3,300  00 
3,610  92 

$20,288  54 
2,215  91 
4,118  10 

$2,190  61 
D 1,084  09 
507  18 

Total  commercial  expenses 

$25,008  85 

$26,622  55 

$1,613  70 

Salaries  and  expenses  of  general  officers 
Salaries  and  expenses  of  general  office 

clerks 

General  office  supplies  and  expenses.  . . 

General  law  expenses 

Miscellaneous  general  expenses 

Tnsnrancp  

$10,379  66 

718  96 
874  14 
1,200  00 
1,952  42 
1,200  00 

$10,272  98 

760  89 
804  80 
1,087  50 
2,036  33 
1,200  00 
318  SO 
Cr.  Jf9J,  71 
412  50 
2,705  00 
5,738  23 
Cr.  lf,05b  29 

D $106  68 

41  93 
D 69  34 
D 112  50 
83  91 

Relief  department  and  pensions 

General  amortization  6 

Accidents  and  damages 

Store  expenses  

Stable  expenses 

Duplicate  charges  

256  50 
Cr.  695  13 
300  00 
2,594  70 
4,475  71 

62  00 
200  42 
112  50 
110  30 
1,262  52 
D 4,054  29 

Total  general  expenses 

$23,256  96 

$20,787  73 

D $2,469  23 

Total  operating  expenses 

$147,116  39 

$155,147  34 

$8,030  95 

Taxes 

Assessed  during  year  7 

Gross  earnings,  state 

Real  estate 

; Personal  property  

Franchise 

Federal  corporation  

1909 

$8,933  05 
1,328  99 
1,790  27 
44  33 
5,769  46 

1910 

$10,168  48 
1,470  35 
2,238  73 
46  87 
6,412  53 

Increase  or 
(D)  decrease 
$1,235  43 
141  36 
448  46 
2 54 
643  07 

Paid  during  year 

Gross  earnings,  state 

Franchise  tax 

$3,166  24 
1,331  64 

$28,30S  74 
1.328  99 
8 24,258  84 

$25,142  50 
D2  65 
24,258  84 

Personal  

Real  estate  

Fpdcral  corporation  

44  33 
1,790  27 

46  87 
2.238  73 
435  31 

2 54 
448  4 6 
435  31 

8 See  footnote  1 to  Balance  Sheet. 

7 Charged  to  income  1901).  $8,055  (details  not  shown!  : 1910.  gross  earnings, 
$1,720.35  ; real  estate.  $2.638.73 : personal,  $54.87  ; federal  corporation.  $600  ; 
franchise  tax.  $4,800  ; total,  $9,813.95. 
s 1905-1909  inclusive. 
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PHYSICAL  EQUIPMENT 

Works  and  Holders. — Water  gas  sets,  3 ; total  maximum  rated  capacity,  2,400  M. 
cu.  ft.  (details  in  Table  I)  ; holders,  4 ; capacity,  1,465  M.  cu.  ft.  (details  in 
Table  IV). 

Mains. — December  31,  1910  : Transmission  pipe  line,  length  in  feet,  24,174  ; no 

increase  during  year.  Distribution  pipe  line,  length  in  feet,  473,204  ; increase  dur- 
ing year,  29,822  (see  Table  V). 

Services. — Live  service  pipes  in  use  December  31,  1910,  9,014;  increase  during 
year,  687  (see  Table  VI). 

Meters. — Number  of  consumers’  meters  in  service  December  31,  1910,  11,708; 
increase  during  year,  1,249  (see  Tables  VII  and  VIII). 

OPERATING  STATISTICS 

Gas  Made  and  Sold  (cu.  ft.). — On  hand  January  1,  1909,  363,900;  made  in  1909, 
277,355,800  ; sold  in  1909,  245,299,863;  used  by  respondent,  3,873,400;  on  hand 
December  31.  1909,  656,310 ; unaccounted  for,  27,890,127  ; made  in  1910,  315,- 
081,400  ; sold  in  1910,  277,936,241  ; used  by  respondent,  3,861,600  ; on  hand  Decem- 
ber 31,  1910,  1,383,300  ; unaccounted  for,  32,556,569.  iSee  Tables  Xl-XIIIa. 

Materials. — Materials  used,  see  Table  IX  ; materials  on  hand,  see  Balance  Sheet 
details  above. 

Residuals. — See  Table  X. 

Accidents. — - See  Tables  XXV-XXIX. 

Employees. — Salaries  of  general  officers  in  1909,  $10,379.66  ; in  1910,  $9,991.55. 
All  other  employees,  December  18,  1909  : Full-time,  101  ; part-time,  3 ; Decem- 
ber 17,  1910 : Full-time,  81  ; part-time,  29 ; total  compensation  paid  ojfficers  and 

employees  in  1909,  $74,892.80 ; in  1910,  $79,113.37  (for  details,  see  Tables  XXX- 
XXXIV). 

Officers. — President,  vacant ; Vice-President  and  General  Superintendent,  W.  J. 
Welsh  ; Secretary  and  General  Purchasing  Agent,  E.  B.  Flelis ; Treasurer,  H.  M. 
Holmes  ; Assistant  Secretary  and  Treasurer,  A.  M.  Poole  ; General  Auditors,  Vollum, 
Fernley,  Vollum  and  Rorer  ; General  Counsel,  F.  H.  Innes  ; Chief  Engineer,  F.  H. 
Shelton. 

Directors. — Robt.  L.  Forrest,  W.  J.  Welsh,  C.  B.  Van  Nostrand,  F.  H.  Shelton, 
J.  Hull  Browning. 

Main  Business  Office. — 694  Bay  street,  Stapleton,  Staten  Island,  New  York  City. 


THE  NEW  YORK  EDISON  COMPANY 

This  company  was  organized  on  May  1,  1901.  through  the  consolidation  of  The 
Edison  Electric  Illuminating  Company  of  New  York  and  The  New  York  Gas  and 
Electric  Light.  Heat  and  Power  Company.  It  controls  directly  through  title  to 
all  or  a majority  of  stock.  The  Yonkers  Electric  Light  and  Power  Company.  The 
Consolidated  Telegraph  and  Electrical  Subway  Company,  and  The  Edison  Light 
and  Power  Installation  Company.  (See  Investments.)  It  supplies  electricity  in 
the  Boroughs  of  Manhattan  and  The  Bronx. 

The  Consolidated  Gas  Companv  acquired  control  of  this  company  in  1901 
and  reports  that  it  holds  title  to  501,434  shares  of  stock  of  an  outstanding  total 
of  501,534  shares. 

Stockholders. — Number  February  14,  1911,  18;  in  New  York  state,  18,  holding 
501,534  shares.  Total  voting  power  (number  of  shares  of  $100  par  value  each), 
501,534.  Votes  cast  at  general  meeting  of  February  14,  1911,  501,534  ; by  Lewis 
B.  Gawtry,  501,522  (on  behalf  of  himself,  56,503  ; on  behalf  of  others,  445.019)  ; 
by  J.  W.  Lieb,  Jr.,  10  ; by  H.  J.  Hemmens,  1 ; by  Thomas  E.  Murray,  1. 

Changes  in  1909  O'Ud  1910 ■ — The  company  extended  its  service  on  streets  and 
localities  heretofore  partially  occupied,  but  there  was  no  extensive  development  of 
new  territory.  The  important  physical  changes  were  as  follows  : In  1909  — “ The 

generating  equipment  of  Waterside  station  No.  2 was  increased  by  the  addition 
of  one  (1)  14,000  kw.,  25  cycle  steam  turbine  unit  and  five  (5)  650  hp.  boilers. 
The  26th  street  steam  station  was  torn  down  and  a new  substation  constructed. 
The  steam  plant,  having  5,500  hp.  in  engines,  2,576  hp.  in  boilers  and  3,900  kw. 
in  low  tension  generators  was  scrapped.  The  83d  street  station  has  undergone 
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reconstruction  to  permit  of  the  installation  of  2,500  kw.  rotary  converters  in  place 
of  1,000  kw.  The  obsolete  high  tension  control  board  has  been  scrapped  and  up-to- 
date  switch  gear  substituted.  Similar  station  reconstruction  was  also  done  in 
Clinton  street  to  permit  of  the  installation  of  2,000  kw.  rotary  converter  units  in 
place  of  1,000  kw.  The  rated  capacity  of  the  direct  current  system  was  increased 
by  19,500  kw.  in  rotary  converters  consisting  of  one  1,000  kw.,  three  2,000  kw. 
and  five  2,500  kw.  units.  One  storage  battery,  capacity  22,000  amperes  at  one  hour 
rate,  was  installed  in  the  16th  street  station.  In  the  City’s  station  on  Blackwell’s 
Island  were  installed  four  600  kw.  transformers  with  necessary  switchboard  ap- 
paratus for  furnishing  2,200  volt  2-phase  current  to  the  City  distributing  board. 
To  furnish  600  volt  direct  current  for  operating  temporarily  trolley  cars  over  the 
Queensboro  bridge,  two  500  kw.  rotaries  were  installed  in  our  East  60th  street 
station,  with  switchboard,  and  service  connections  to  the  bridge  terminal.  The 
Fordham  station  at  189th  street  and  Park  avenue  was  erected  as  a temporary 
transformer  substation  and  2,700  kw.  capacity  in  transformers  installed  for  use 
in  local  distribution,  and  2,500  kw.  for  passing  from  underground  feeders  to  the 
overhead  lines  supplying  the  city  of  Yonkers.  During  the  year  complete  instal- 
lation of  tungsten  lamps  was  made  in  Central  park,  Riverside  park  and  Morning- 
side  park.” 

In  1910  — “ The  generating  equipment  of  Waterside  station  was  decreased  by 
the  removal  of  two  650  h.p.  boilers  to  allow  space  for  the  construction  of  a high 
tension  tie  line  between  Waterside  Nos.  1 and  2 ; also  one  5,000  kw.  25-cycle  steam 
turbine  unit  which  burned  out  is  to  be  later  reconstructed  as  a 9,000  kw.  60-cycle 
unit.  The  low  tension  steam  plant  in  our  12th  street  station,  consisting  of  2,500  h.p. 
in  engines,  1,998  h.p.  in  boilers  and  1,700  kw.  in  low  tension  direct  current  gen- 
erators, was  removed  and  disposed  of,  together  with  the  miscellaneous  auxiliaries. 
We  have  placed  in  service  a new  station  at  Nb.  314  West  41st  street,  and  have 
installed  5,000  kw.  capacity  of  rotary  converters  in  the  basement  of  the  Gimbel 
building,  32d  street  and  Broadway,  for  carrying  the  building  load,  the  excess 
capacity  being  utilized  for  the  system  load.  The  rated  capacity  of  the  direct  cur- 
rent system  was  increased  by  14,000  kw.  in  rotary  converters,  consisting  of  two 
2,000  kw.  and  four  2,500  kw.  units.  One  storage  battery,  capacity  6,000  amp.  hrs. 
at  the  3-hour  rate,  was  removed  from  our  121st  station,  and  three  new  batteries 
were  installed  ; the  location  and  capacity  at  the  3-hour  rate  being : One  Hundred 

and  Twenty-first  street,  13,500  amp.  hrs.,  West  41st  street,  22,200  amp.  hrs.  and 
26th  street,  22,200  amp.  hrs.” 

The  important  financial  changes  are  : In  1909 — Purchased  property,  209  West  84th 
street,  for  $36,278  and  assumed  a mortgage  thereon  amounting  to  $20,000  ; loaned  to 
Yonkers  Electric  Light  and  Power  Company  $200,000  ; loaned  to  Consolidated  Tele- 
graph and  Electrical  Subway  Company  $3*50,000  ; purchased  507  debenture  6 per 
cent  bonds  of  Consolidated  Telegraph  and  Electrical  Subway  Company  for  $507,000 ; 
purchased  120  chares  of  capital  stock  of  Consolidated  Telegraph  and  Electrical 
Subway  Company  of  $12,000  par  value  for  $2,074.90.  In  1910:  Issued  43,120 

shares  of  common  stock  to  retire  $4,312,000  Edison  Electric  Illuminating  Company 
of  New  York  first-mortgage  bonds  and  7,904  shares  to  retire  $988,000  Mount  Morris 
Electric  Light  Company  first  mortgage  bonds ; purchased  $2,000  Mount  Morris 
Electric  Light  Company’s  first-mortgage  5 per  cent  bonds  and  $1,364,000  Consoli- 
dated Telegraph  and  Electrical  .Siibway  Company’s  debenture  6 per  cent  bonds ; 
loaned  to  Yonkers  Electric  Light  and  Power  Company  $30,000,  and  advanced  to 
Edison  Light  and  Power  Installation  Company  $54,003.59  ; received  repayment  of 
loan  from  Consolidated  Telegraph  and  Electrical  Subway  Company,  $350,000.  De- 
creased the  funded  debt  by  retiring  $4,312,000  first-mortgage  bonds  of  the  Edison 
Electric  Illuminating  Company  of  New  York,  which  matured  March  1,  1910,  and 
$988,000  first-mortgage  bonds  of  the  Mount  Morris  Electric  Light  Company,  ma- 
turing September  1,  1940.  The  latter  bonds  were  discharged  at  a premium  of  5 per 
cent. 

New  rates  were  adopted  during  1910  for  special  wholesale  consumers,  arc  lamps 
for  photographic  purposes  and  tunnel  construction. 

On  February  8,  1910,  the  number  of  directors  was  increased  from  7 to  11.  The 
additional  directors  elected  are  George  F.  Baker,  George  B.  Cortelyou,  William 
Rockefeller  and  John  W.  Sterling. 

No  new  franchises  or  rights  were  acquired. 
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Dec.  31,  1909 


BALANCE- SHEET 

Assets  Side  Dec.  31,  1910 

Current  assets  : 


Increase  or 
(D)  decrease 


$3,281,908 

26 

Cash 

$1,916,314  74 

D $1,365,593 

52 

Bills  receivable  from  asso- 

ciated  companies 

200,000  00 

2oo;ooo 

00 

30.274 

59 

Other  bills  receivable 

941  17 

D 29,333 

42 

63,275 

30 

Accounts  receivable  with  as- 

sociated  companies  

117.276  22 

54,000 

92 

2,201,307 

55 

Accounts  receivable  with  City 

of  New  York 

1,083,419  24 

I)  1,117,888 

31 

1,760,123 

37 

Consumers’  accounts  receiv- 

able   

1,765.807  70 

5.684 

33 

837,942 

01 

Other  accounts  receivable.  . . 

249,237  97 

D 5S8,704 

04 

507,877 

78 

Interest  and  dividends  re- 

ceivable   

546,832  87 

38,955 

09 

1,888,342 

89 

Materials  and  supplies 

2,068,436  22 

180,143 

33 

Investments  : 

9,615,112 

05 

Free  investments 

10,772,732  12 

1,157,620 

07 

1,609,456 

25 

Bound  investments  

1,609,456  25 

109,323,206 

67 

Fixed  Capital  December  31,  190S1 

10S,775,870  48 

I)  547,336 

19 

2,427,349 

15 

Fixed  capital  installed  since  De- 

cember 31,  1908 

6,565,930  35 

4.138,581 

20 

97.769 

96 

Special  deposits  

681,146  60 

583,376 

64 

7,773 

77 

Prepayments  

8,574  69 

800 

92 

37,212 

22 

Unamortized  debt  discount  and 

expense  

D 37.212 

22 

1,408,084 

13 

Construction  work  in  progress. . . 

1,469.120  96 

61,036 

83 

125,998 

08 

Other  suspense  

122,164  56 

D 3,833 

52 

$135,223,014 

03 

Total $137,953,312  14 

$2,730,298 

11 

Liabilities  Side 

$3,362,458 

39 

Taxes  accrued  

$880  276 

49 

D $2,482,181 

90 

588,476 

52 

Interest  accrued  on  funded  debt. 

518,783 

53 

D 69,692 

99 

182,500 

00 

Interest  accrued  on  unfunded  debt. 

227,083 

31 

44,583 

31 

14,220,011 

73 

Bills  and  accounts  owing  to  as- 

sociated companies  

12,801,519 

26 

D 1,418.492 

47 

246,165 

57 

Consumers’  deposits 

299,775 

25 

53,609 

68 

250,037 

97 

Miscellaneous  accounts  payable . . 

692,238 

32 

342,200 

35 

276.321 

70 

Other  unfunded  debt  

220,514 

03 

D 55,807 

67 

43,380,109 

80 

Mortgage  bonds 

38,080,109 

SO 

D 5,300,000 

00 

662,511 

74 

Miscellaneous  funded  debt 

662,511 

74 

9,143,499 

86 

Accrued  amortization  of  capital. 

11,180,375 

65 

2,036,875 

79 

220,303 

75 

Unamortized  premium  on  debt.  . . 

214.642 

75 

D 6,661 

00 

148,488 

76 

Casualties  and  insurance  reserves. 

148,488 

76 

560,357 

77 

Other  optional  reserves  2 

1,591,436 

93 

1.031,079 

16 

45,051,317 

00 

Capital  stocks  

50.153,717 

00 

5,102,400 

00 

16,930,453 

47 

Corporate  surplus  

20,381,839 

32 

3,451,385 

85 

$135,223,014 

03 

Total ! 

$137,953,312 

14 

$2,730,298 

11 

1 Includes  securities  of  a total  par  value  of  $6,135,600,  for  which  there  are  no 
separate-  valuations.  See  Investments. 

2 Includes  suspense  credit  items. 
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Details  of  Assets  and  Debit  Balances 

Fixed  Capital  December  31,  1908 


WITHDRAWALS  OR 


Balance  retirements 

December  31,  ^ •*- 

Item  1908  1909  1910 

Pioperty  at  May  1,  1901 $79,891,832  25  $724,673  27  $27,476  70 

P roperty  acquired  since  May  1,  ’01 : 

Generating  plants: 

Land 537,886  50 

Buildings 3,625,116  05 


Balance 
December  31, 
1910 

$79,139,682  28 


Steam  equipment 7,447,815  60 

Electrical  equipment 1,674,871  31 

Miscellaneous  equipment.  . . . 55,540  82 

Engineering 597,352  50 

Transmission  plants: 

Land 7G3.572  28 

Buildings 2,107,066  64 

Equipment 4,938,462  52 

General  structures: 

Storerooms  and  shops 43,225  22 

Coal  storage  plant 279 , 950  12 

Vandam  street  warehouse 45,759  00 

Automobiles 95,943  85 

Furniture  and  fixtures 74,741  45 

Shop  and  tool  equipment ... . 50,631  78 

Meters 1,219,428  20 

Transformers 104,318  81 

Arc  lamps 305 , 328  14 

City  lighting  posts 184 , 144  94 

Edison  underground  tube  sys- 
tem  128,409  86 

Cables,  feeders  and  mains 4,192,470  21 

Service  wiring 494,390  14 

Service  connections 1 , 308 , 195  60 

Overhead  conductors 165,035  97 


624  76  537,261  74 

2,287  94  33,483  83  3,589,344  28 

33.141  73  87,514  11  7,327,159  76 

45.142  57  23,793  71  1,605,935  03 

158  35  82  76  55,301  71 

3,307  53  594,044  97 

703,572  28 

10,123  32  2,582  38  2,094,360  94 

33,259  96  98,865  38  4,806,337  18 


43,225  22 
279,950  12 
45,759  00 
95,943  85 


415 

00 

50,216  78 

11,255  41 

36,943 

37 

1,171,229  42 

393  26 

1,219 

93 

102,705  62 

17,943  84 

23,967 

23 

263,417  07 

1,798  04 

7 , 875 

81 

174,471  01 

27,881  23 

100,528 

63 

35,571  05 

55 , 094 

36 

4,101,814  81 

46  00 

38,904 

50 

455,4:9  64 

378  94 

6,845 

74 

1,300,970  92 

297  89 

1,742 

75 

162,9:5  33 

Totals $110,271,489  76  $948,283  09  $547,336  19  $108,775,8:0  41 

Description  of  Capital  in  Service  December  31,  1908,  Withdrawn. — During  1909  : 
Building  No.  47-51  West  26th  street,  with  generating  plant  contained  therein, 
$706,244.22  ; living  apartments  and  elevator  in  building  123  East  83d  street,  $10,250  ; 
switchboard  equipment  for  1.000  kw.  rotaries  (replaced  by  2,000  kw.),  $21,500; 
replacing  steam  header  and  part  of  drip  system,  First  avenue  and  40th  street, 


$24,354.07  ; meters  lost,  destroyed,  etc.,  $11,255.41  ; arc  lamps  lost,  destroyed,  etc., 
$17,94-3.84  ; underground  and  line  work  replaced,  $27,060.37  ; award  for  140th  street 
property  on  account  of  opening  Canal  place,  $16,935.43 ; credits  for  materials 
returned,  etc.,  on  jobs  charged  to  construction  in  1908,  $93,634.36 ; other  with- 
drawals and  credits  less  than  $5,000,  $19,105.39  ; total,  $948,283.09.  During  1910  : 
Written  off  on  station  apparatus  transferred  to  other  stations,  $27, 805. IS  ; written 
off  on  station  apparatus  sold,  $7,067.01  ; S3d  street  station  switchboard  rebuilt 
through  construction  replacement,  $11,000 ; miscellaneous  station  construction 
rebuilt  through  construction  replacement,  $88,915.19 ; storage  battery  dismantled 
at  121st  street  station,  $40,000  ; 8 pumps  removed  from  Waterside  station,  $18,000  ; 
2 boilers  removed  from  Waterside  station,  $19,285.70  ; material  from  jobs  charged 
to  station  construction  prior  to  1909,  $21,601.81 ; unused  cable  withdrawn  from 
ducts,  $23,050.15 ; underground  work  replaced  through  construction  replacement. 
$176,441.31 ; duct  construction,  1908,  transferred  to  Empire  City  Subway  Company, 
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-1535,295.89;  meters  sold  or  scrapped  (for  sizes  of  meters,  see  Table  XVIII),  $36,- 
943.37  ; arc  lamps  sold  or  scrapped,  $23,967.23 ; city  award  for  street  opening, 
140th  street,  Canal  place,  borough  of  The  Bronx,  $13,427.08  ; other  withdrawals  or 
credits  less  than  $2,000,  $4,536.27  ; total,  $547,336.19,  of  which  charged  to  depre- 
ciation, $416,716.18  ; charged  to  supplies,  $64,665.06  ; charged  to  accounts  receivable 
and  miscellaneous,  $65,954.95. 

Fixed  Capital  Installed  Since  December  31,  1908. — See  Table  XXXIX.  See  also 
“ Changes  in  1909-1910  ”,  ante. 
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Investments  — Concluded; 
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Materials  and  Supplies 


Steam  coal 

Carbons  

Arc  globes  

Incandescent  lamps 

Wire  and  cable 

Underground  tubing  and  material 

Poles  and  line  material 

Lubricants  and  waste 

Steel  and  iron  pipe  and  fittings  stock 

Spare  armature  and  parts 

Reels 

Copper,  lead,  tin,  iron  and  steel 

Fuse  boxes,  fuses,  cut-outs,  sockets,  switches,  meter 

frames  and  seals 

Spare  parts  and  apparatus  for  station  construction 

and  repairs  

Miscellaneous 

Arc  light  posts  and  parts 

Automobile  parts  and  supplies 

Condenser  tubes 

Station  operating  department  supplies 

Cement,  lumber  and  sundries 


Book  value 


1909 

$306,703  77 
4,091  74 
6,324  42 
305,443  00 
356,320  37 
71,037  90 
25,322  47 
8,237  65 
89,318  73 
36,561  47 
26,073  26 
376,634  79 

87,645  62 

126,333  53 
62,294  17 


December  31. 


1910 

$303,703  30 
3,102  70 
6,274  38 
260,310  05 
392,043  42 
79,177  81 
53.858  38 
S,502  75 
72.356  35 
41,292  47 
28,812  57 
473,926  03 

76,248  12 

136,082  21 


10,011  88 
18,397  29 
14,575  13 
58,663  42 
31.147  46 


Total 


$1,888,342  89  $2,068,486  22 


Materials  {Coal).- — On  hand  December  31,  1909:  Anthracite,  3,429,650  cwts.  ; 
bituminous,  510,730  cwts.  On  hand  December  31,  1910  : Anthracite,  3,587,729 

cwts.  ; bituminous,  482,104  cwts. 


Special  Deposits:. 

Coupon  deposits 

Other  special  deposits  : 

City  award  for  Canal  place  opening  deposited 
with  Morton  Trust  Company,  trustee  of  the 
New  York  Gas  and  Electric  Light,  Heat  and 

Power  Co.,  first  mortgage  bonds 

Redemption  of  bonds 

City  of  New  York 


December  31, — 
a 

1909  1910 

$87,081  24  $105,721  60 


10,688  72 


559,825  00 
15,600  00 


Total 


$97,769  96  $681,146  60 


Prepayments: 

Prepaid  insurance  .... 

Prepaid  rents  

Prepaid  subway  rental 


$7,773  77  $8,574  69 


$6,487  54  $6,758  03 

316  66  816  66 

969  57  1,000  00 


Total 
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December  31, 


Suspense: 

1909 

1910 

— 

Publication  

$8,284 

06 

$3,284 

06 

Cash  advances  to  be  accounted  for 

Difference  between  par  value  of  293.54  shares  of 

575 

52 

1,742 

00 

stock  of  Edison  Electric  Illuminating  Co.  of  New 
York,  and  actual  money  cost  of  $146,492  50.  . . 

117,138 

50 

117,138 

50 

$125,998 

08 

$122,164 

56 

TJnamortized  Debt  Discount  and  Expense 


AMOUNT  WRITTEN 

OFF 

Unamor- 

A 

tizGci 

Description  of  Item  and  of 

Original 

Prior  to 

balance 

Method  of  Amortization 

amount 

December 

During 

During 

December 

of  item 

31,  1908 

1909 

1910 

31,  1910 

Commission  for  securing  loan, 

Consol.  Gas  Co.,  $5,000,000 
due  Feb.  1,  1909  (12  equal 
payments),  amortization  pe- 
riod Feb.  1,  1908,  to  Feb.  1, 
1909 

$126,169  25 

$115,655  10 

$10,514  15 

Commission  for  securing  renewal 

of  loan  Consol.  Gas  Co., 
$5,000,000,  due  Aug.  1,  1908 
(12  equal  payments),  amorti- 
zation period  Aug.  1,  1908,  to 
Aug.  1,  1909  . . 

57,431  85 

22,448  26 

31,983  59 

Commission  for  securing  renewal 

loan  Consolidated  Gas  Co., 
$5,000,000,  due  Aug.  1,  1910, 
(12  equal  payments),  amorti- 
zation period  Aug.  1,  1909,  to 
Aug.  1,  1910 

61,170  80 

23,958  58 

$37,212  2! 

2 

Total $244 , 771  90  $138,103  36  $69,456  32  $37,212  22 


Details  of  Liabilities  and  Credit  Balances 

December  31, 
1909 

$44,468  06 
759  00 
2,730,144  13 
433,684  89 
113,402  31 
40,000  00 


Total $3,362,458  39 


Oiving  to  Associated  Companies: 

Consolidated  Gas  Co. — notes $14,382,500  00  $12,800,000  00 

Consolidated  Gas  Co. — open  account 2 66  126  07 

Yonkers  Electric  Light  and  Power  Co. — open 

account 71  75  19  99 

Consolidated  Telegraph  and  Electrical  Subway 

— open  account 19,937  32  1,373  20 


Total 7 $14,402,511  73  $12,801,519  26 


Taxes  Accrued: 

Real  estate  (in  dispute) 

Interest  thereon 

Special  franchise  (in  dispute) 

Interest  thereon  

State,  gross  earnings 

Federal  corporation  tax  (estimated) 


December  31, 
1910 

$16,877  43 
297  78 
670.268  09 
11,826  09 
121,007  10 
60,0C0  00 


$880,276  49 


7 Includes  $182,500  shown  on  balance  sheet  as  interest  on  unfunded  debt. 
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Consumers’  Deposits: 

Added  during  year.  . 
Refunded  during  year 


1909 


1910 


December  31, 
1909 


December  31, 
1910 


$100,292  00  $137,885  00 
75,282  62  84,275  32 


25,009  38  53,609  68 


Net  increase  

Balance 

Interest  paid  on  de- 
posits refunded...  7,842  65 
(For  number  of  deposits  see  Table  XL.) 

Miscellaneous  Accounts  Payable: 


$246,165  57  $299,775  25 


7,997  78 


Unclaimed  wages 

1,745 

17 

2,062 

41 

Unclaimed  dividends  

586 

26 

586 

26 

Advances  by  customers  for  services.. 

6,004 

45 

5,020 

10 

Sundry  creditors 

231,559 

62 

574,234 

71 

(Stockholders,  Edison  Electr. 

Illg.  Co. 

of  N.  Y.  . 

9,243 

46 

9,243 

46 

Unlocated  trade  creditors. . . . 

538 

72  ) 
29  j 

1,091 

38 

Unlocated  trade  debtors 

360 

Other  Unfunded  Debt: 

Wages  accrued 

•53,716 

9,343 

63 

Water  accrued  

29 

14,561 

39 

Rents  accrued  

625 

00 

625 

00 

Subway  rental  (Empire  City 

Subway 

Co.) 

193,093 

84 

196,665 

57 

Telephone  service 

6,855 

32 

2,138 

63 

Expert  accountants 

12,000 

00 

1,000 

00 

Current  bought  

Purchased  steam  

687 

62 

1,401 

4,122 

22 

22 

Funded  Debt. 


Class  and  Name  op  Security 

Date 

Term 

(years) 

| Rate 
per 
cent 

Amount 
authorized 
and  issued8 

Par  value 
of  net 

amount  out- 
standing 
December  31, 
1910  9 

Interest 
accrued 
and  paid 
during 
1910  10 

First  mortgage  bonds  of  — ■ 

New  York  Gas  and  Electric  Light, 
Heat  and  Power  Co 

Dec.  1898 

50 

5 

$15,000,000  00 

$15,000,000  00 

$750,000  00 

Purchase-mortgage  bonds: 

New  York  Gas  and  Electric  Light, 
Heat  and  Power  Co 

Feb.  1899 

50 

4 

1120,929,883  80 

1120,892,109  80 

835,684  39 

First  consolidated  bonds: 

Edison  Electric  Illuminating  Co. 
of  New  York 

May  1895 

100 

5 

2,188,000  00 

2,188,000  00 

109,400  00 

Real  estate  mortgages  on  the  follow- 
ing properties: 

174  West  64th  street 

April  16, 1901 

12 

5 

8,500  00 

8,500  00 

425  00 

39th  to  40th  streets,  First  ave- 
nue to  E.  R 

May  31,  1905 

12 

5 

357,011  74 

357,011  74 

17,850  58 

33  to  43  Gold  street 

Dec.  31,  1905 

12 

4J 

150,000  00 

150,000  00 

6,750  00 

259  to  261  West  123d  street 

Aug.  31,  1905 

12 

19,000  00 

19,000  00 

855  00 

107th  street 

Dec.  31,  1903 

12 

5 

24,000  00 

24,000  00 

1,200  0) 

27  to  29  West  16th  street 

Mar.  22,  1907 

4t95 

4f 

50,000  00 

50,000  00 

2,250  00 

55  Crosby  street 

May  31,  1905 

6/2 

4! 

20,000  00 

20,000  00 

900  00 

314  to  316  West  41st  street 

Sept.  5,  1907 

12 

5 

14,000  00 

14,000  00 

700  00 

209  West  84th  street 

Dec.  1,  1909 

I3 

5 

20,000  00 

20,000  00 

1,000  00 

Total 

, 

$38,780,395  54 

$38,742,621  54 

$1,727,014  97 

8 Cash  realized  on  bonds  issued  is  reported  “ No  record.” 

9 The  par  value  of  the  funded  debt  outstanding  December  31,  1909,  was 
$44,042,621.54. 

30  The  figures  stated  below  apply  also  to  the  year  1909,  with  the  following  excep- 
tions : First  mortgage  bonds,  Edison  Electric  Illuminating  Company  of  New 

York,  $215,600 ; Mount  Morris  Electric  Light  Company.  $49,400 ; real  estate 
mortgages,  314-316  West  41st  street,  interest  accrued,  $752.76;  paid,  $76.10;  209 
West  84th  street,  interest  accrued,  $83.33  ; paid.  none. 

11  ” Includes  $3,929.80  purchase  money  scrip  held  in  our  Free  Investment  Account.” 

12  Past  due. 
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Funded  Debt  Retired  During  Year  (1910) 

DATE 

* - Amount  Interest  Interest 

Issue  Retired  . of  debt  accrued  paid 

First  mortgage  bonds 
of — • 

Edison  Electric  Illu- 
minating Co.  of 


New  York Mar.  1,1890  Mar.  1,  1910  $4,312,000  00  $35,933  33  $107,800  00 

The  Mt.  Morris  Elec- 
tric Light  Co.,. .. . Sept.  1,1890  Dec.  31,  1910  988,000  00  49,400  00  65,863  67 

Total $5,300,000  00  $85,333  33  $173,665  67 


Stocks. — The  New  York  Edison  Company  authorized  452,000  shares  of  common 
stock  of  $100  par  value  each  ; amount  issued  and  outstanding  December  31,  1909, 
450,i510  shares  of  a par  value  of  $45,051,000;  cash  realized,  no  record;  dividends 
declared  and  paid  during  1909,  $2,703,060. 

Authorized  by  Public  Service  Commission  March  11,  1910,  $5,349,40013 ; issued 
June  11,  1910,  $4,312,000  (to  retire  a like  amount  of  first  mortgage  bonds  of  the 
Edison  Electric  Illuminating  Company  of  New  York);  issued  December  16,  1910, 
$790,400  (to  retire  $98*8,000  first  mortgage  bonds  of  Mount  Morris  Electric  Light 
Company)  ; cash  realized,  $5,102,400 ; amount  outstanding  December  31,  1910, 
$50,153,400  ; dividends  declared  and  paid  in  1910,  $2,897,100. 

The  Edison  Electric  Illuminating  Company  of  New  York,  outstanding,  296.71 
shares  of  $100  par  value  each,  $29,671 ; heM  by  respondent,  $29,354 ; net  amount 
outstanding,  $317.  (The  consolidation  agreement  of  May  1,  1901,  provides  that 
the  stock  of  the  Edison  Electric  Illuminating  Company  of  New  York  may  be  ex- 
changed for  stock  of  The  New  York  Edison  Company  on  the  basis  of  .five  shares 
of  the  latter  for  one  share  of  the  former,  and  there  is  also  payable  on  the  shares 
of  the  Edison  Electric  Illuminating  Company  of  New  York  a proportion  of  the 
surplus  of  that  company  at  the  rate  of  $31.1532  per  share.) 


RESERVES 


Accrued  Amortization  of  Capital: 


Credit  balance  at  beginning  of  year 

Credited  during  year  and  concurrently  charged 
to  operating  expenses  “ general  amortization  ” 

Charges  during  year : 

Items  representing  depreciation  fixed  capital 

at  December  31,  1908 

Items  relating  to  capital  additions,  etc. . . . 

Other  charges  

Deduct  adjustments  of  salvage  valuations.  . 


Total  charges  during  year 

Credit  balance  at  close  of  year 

Unamortized  Premium  on  Debt: 

Credit  balance  at  beginning  of  year 

Amount  charged  to  reserve  and  concurrently 
credited  to  income 


Credit  balance  at  close  of  year 


1909 

$7, ,866, 0*83  56 
2,164,818  92 


$831,277  45 
16,785  94 
39,339  23 

$887,402  62 
$9,143,499  8*6 

$225,964  75 
5,661  00 
$220,303  75 


1910 

$9,143,499 

86 

2,381,483 

22 

$416,716 

18 

2,578 

93 

23,549 

29 

98,236 

97 

$344,607 

43 

(ill, 180, 375 

65 

$220,303 

75 

5,661 

00 

$214,642 

75 

13  This  authorization  applied  only  to  stock  issued  on  or  before  January  1,  1911. 
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Insurance  Reserve: 

1909 

1910 

Credit  balance  at  beginning  and  close  of  year.  . 

$148,488 

76 

$148,488 

76 

Insurance  Participation  Reserve: 

Credit  balance  at  beginning  of  year 

Credited  during  year 

$414,827 

58,745 

41 

91 

$473,573 

57,616 

32 

48 

Credit  balance  at  close  of  year 

$473,573 

32 

$531,189 

80 

Redemption  of  Matured  Edison  Electric  Illuminating 
Company  First  Mortgage  Bonds  Reserve: 
Amount  credited  to  the  reserve,  being  amount 
deposited  with  Central  Trust  Company  of 
New  York  for  the  redemption  of  the  Edison 
Electric  Illuminating  Company  1st  mortgage 


bonds  which  matured  March  1,  1910 $4,312,000  00 

Amount  charged  for  bonds  redeemed 4,307,000  00 

Credit  balance  at  close  of  year $5,000  00 


Redemption  of  Mount  Morris  Electric  Light  Company 
First  Mortgage  Bonds  Reserve: 

Credited  to  the  reserve,  being  amount  deposited 
with  the  Central  Trust  Company  of  New  York 
for  the  redemption  of  Mount  Morris  Electric 
Light  Company  1st  mortgage  bonds  as  fol- 
lows : Par  value  of  bonds,  $988,000 ; 5 per 


cent  premium,  $49,400 ; matured  interest, 

$17,991.67  $1,0.55,391  67 

Debited  to  the  reserve  for  469  bonds  redeemed, 
at  $1,066.67  per  bond,  $500,266.67  ; cancelled 

coupons  returned,  $300 500,566  67 


Credit  balance  at  close  of  year $554,825  00 


Suspense: 

Rebate 

Lamp  renewal 

Transportation 

Shadyside 

Advertising 

Joint  electric  revenue  

Labor  and  material 

Repair  and  renewal 

Uncollectible  bills 

Interest  included  in  part  settlement  of  old  dis 
puted  city  bills 


$86,784  45  $500,422  13 


$38,828  10  $50,128  24 

2,579  57  

2,139  89  237  82 

4,001  45  2,107  88 

26,903  67  

746  13  

9,131  62  

2,459  62  

Dr.  5 60  


447,948  19 


Credit  balance  at  close  of  year 
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INCOME  ACCOUNT 

1909  1910 


Operating  revenue 

Revenue  deductions 

Operating  expenses 

Uncollectible  bills 

Taxes 

Operating  income 

Non-operating  revenues: 

Miscellaneous  rent  revenues. . . . 

Interest  revenues 

Dividend  revenues 

Misc.  non-operating  revenues . . 


Total  non-operating  revenues, 
Non-operating  revenue  deductions: 

Lease  expense 

Rent  expense 

Miscellaneous  non-operating  ex- 
penses   

Non-operating  taxes 


1 tern  Total 

$16,553,257  25 
9,810,554  84 

$8,552,948  52 
142,063  26 

1,115,543  06  — 

$6,742,702  41 

31,804  60 
869,445  17 
122,755  68 


$1,024,005  45 

2,474  97 
14,983  78 


2,517  06 


Item  Total 

$18,051,105  77 
10,685,241  38 

$9,411,154  19 
87,220  33 

1,186,866  86  

$7,365,864  39 

30,442  48 
934,412  54 
95,515  41 
2,197  46 


$1 ,062,567  89 


12,255  97 

4,401  07 
2,636  85 


Total  non-operating  revenue 


deductions $19,975  81  $19,293  89 

Non-operating  income 1 , C04 , 029  64  1 , 043 , 274  00 


Gross  income  applicable  to  cor- 
porate and  leased  properties.  ..  $7,746,732  05  $8,409,138  39 


Deductions  from  gross  income .... 

Interest  accrued  on  funded  debt  $1 ,991 , 151  07 


Interest  on  loans  from  associated 

companies 737,872  17 

Interest  on  taxes  in  dispute.  . . . 178,566  69 

Interest  on  consumer’s  deposits.  7,842  65 

Miscellaneous  interest 40  66 

Rent'^forjlease  of  other  electric 
plant  (Brush  Electric  Illumi- 
nating Co) 47 , 656  00 

Miscellaneous  rent  deductions 

Amortization  of  debt  discount 

and  expense 69,456  32 

Amortization  of  premium  on 

debt. — Cr 5,661  00 


3,026,924  56  2,695,027  59 

$1,812,348  30 

731,852  23 
59,420  88 
7,997  78 
451  18 


47,656  00 
3,750  00 

37,212  22 

5,661  00 


Net  corporate  income 


$4,719,807  49 


$5,714,110  80 


Corporate  Surplus 

Balance  December  31,  1908 

Credit  balance  transferred  from  1909  income  account 

Other  additions  to  surplus  : 

Reduction  in  amount  of  real  estate  taxes,  1903-1908,  as 

ordered  by  the  .Supreme  Court 

Adjustment  of  allowance  of  previous  years  for  current  sup- 
plied to  City  of  New  York 

Dividends,  6 per  cent  on  $45,051,000  common  stock  $2,703,060  00 


Bad  debts  written  off 10,546  76 

Contribution  to  hospital  association 100  00 

Surplus  December  31,  1909 16,930,453  47 


$14,835,546  59 
4,719,807  49 

88,362  03 
444  12 


$19,644,160  23 


$19,644,160  23 
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Surplus  December  31,  1909 $16,930,453  47 

Credit  balance  transferred  from  1910  income  account 5,714,110  SO 

Other  additions  to  surplus  : 

Government  rebate  of  duties  on  Welsh  coal  purchased  during 

year  1902  6,248  12 

Reduction  in  amount  of  special  franchise  tax  (1903-1909), 

$568,622.48,  and  real  estate  tax  (1909),  $16,385.71 585,008  19 

Interest  received  from  account  H.  J.  Hemmens  applicable  to 

previous  years  107,235  27 


Dividends  (1%  per  cent  on  $45,051,000  and  4% 

per  cent  on  $49,363,000  stock) $2,897,100  00 


Five  per  cent  premium  on  $988,000  Mount  Morris 
Electric  Light  Co.  first  mortgage  bonds  which 

were  redeemed  December  31,  1910 49,400  00 

Legal  expenses  in  connection  with  special  franchise 

tax  settlement 14,616  53 

Contribution  to  hospital  association 100  00 


Surplus  December  31,  1910 20,381,839  32 


$23,343,055  85  $23,343,055  85 


Operating  Revenues 


Quantity  (kw.  hours)  Amount  of  revenues 


— 

\ 

Sales  of  electric  current 

1909 

1910 

1909 

1910 

Municipal  street  lighting  — arc 

15,053,919 

16,719,094 

$565,755  71 

$606,909 

59 

Municipal  street  lighting  — ■ incan- 

descent 

280,420 

894,232 

25,755  89 

73,133 

42 

Lighting  municipal  buildings  — 

electric 

4,086,703 

4,846,245 

281,344  74 

310,581 

55 

Municipal  heat  and  power  — ■ electric 

309,841 

255,613 

18,590  23 

15,336 

74 

Miscellaneous  electric  revenue  — 

municipal 

1,722,409 

2,662,892 

127,835  17 

162,142 

48 

Commercial  metered  lighting 

150,651,138 

164,625,277 

11,312,987  51 

12,279,632 

27 

Commercial  metered  power 

47,940,373 

50,343,073 

3,439,955  52 

3,734,678 

14 

Railroad  corporations 

4,330,032 

3,073,728 

85,984  18 

59,933 

93 

Other  electrical  corporations: 

United  Electric  Light  & Power 

Co 

34,704,631 

36,877,079 

496,344  05 

534,822 

06 

Yonkers  Electric  Light  & Power 

Co 

3,721,033 

6,174,767 

56,092  08 

92,902 

29 

Edison  Electric  Illuminating  Co. 

of  Brooklyn 

2,985 

1,569,484 

52 

24 

Breakdown  service 

1,244,563 

119,209  39 

130,351 

78 

Miscellaneous  sales  of  current 

303,411 

39,653 

16,005  18 

3,003 

13 

Total  from  sales  of  current 

264,348,473 

288,084,122 

$16,545,859  65 

$18,003,479 

62 

Miscellaneous  revenues 

Electric  merchandise  and  jobbing  revenues $7,397  60  $46,196  16 

Joint  electric  rent  revenue 1,429  99 


Total  miscellaneous  revenues $7,397  60  $47,626  15 


$16,553,257  25  $18,051,105  77 


Total  electric  revenues 
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Operating  Expenses 


1909 

Station  superintendence  and  care...  $75,833  22 

Doiler  labor  249,886  78 

Engine  labor 123,396  812 

Electric  labor  43,354  53 


Power  plant  labor $492,471  35 

Fuel  for  steam  1,213,008  28 

Water  for  steam  power  and  gas 79,983  80 

Lubricants  for  power 15,685  27 

Production  supplies '. 24,719  42 

Station  expense 29,458  37 

Repairs  of  power  plant  buildings.  . . . 30,951  86 

Repairs  of  furnaces  and  boilers 58,576  51 

Repairs  of  boiler  apparatus 44,395  80 

Repairs  of  steam  accessories 32,049  83 

Repairs  of  reciprocating  engines ....  5,879  39 

Repairs  of  steam  turbines 19,392  83 

Repairs  of  other  steam  engine  equip- 
ment   44,993  8 <3 

Repairs  of  electric  generators 10,131  55 

Repairs  of  station  tools  and  imple- 
ments   5,019  66 

Repairs  of  miscellaneous  station 

equipment 15,766  53 

Electric  energy  from  other  sources14  11,176  84 


Total  production  expenses $2,133,661  12 

Transmission  subway  rent $213,873  99 

Transmission  pole  and  fixture  re- 
pairs   608  11 

Overhead  transmission  system  re- 
pairs   555  63 

Underground  transmission  system  re- 
pairs   9,828  92 

Substation  labor 157,059  64 

Substation  supplies  and  expenses...  25,203  53 

Repairs  of  substation  buildings 12,149  28 

Repairs  of  substation  equipment.  . . . 29,823  53 


Total  transmission  expenses.  . . . $449,102  63 


Storage  battery  labor $11,484  97 

Storage  battery  supplies 1,581  07 

Storage  battery  renewals 201  35 

Repairs  of  storage  battery  acces- 
sories   9,024  97 


Total  electric  storage  expenses.  . $22,292  36 


Increase 

or 

1910 

(D)  decrease 

$63,010 

97 

D $12,822 

25 

249,928 

07 

41 

29 

110,060 

44 

D 13,336 

38 

45,301 

32 

1,946 

79 

$468,300 

80 

D $24,170 

55 

1,270,480 

85 

67,472 

57 

67,886 

25 

D 22,097 

55 

13,714 

59 

D 1,970 

68 

25,324 

76 

605 

34 

28,414 

33 

D 1,044 

04 

22,930 

94 

D 8,020 

92 

71,072 

35 

12,495 

84 

49,365 

18 

4,969 

38 

27,484 

78 

D 4,665 

05 

8,302 

77 

2,423 

38 

20,242 

93 

850 

10 

54,616 

77 

9,622 

94 

1,676 

25 

D 8,455 

30 

3,248 

41 

D 1,771 

25 

20,684 

71 

4,918 

18 

11,511 

84 

335 

00 

$2,165,258 

61 

$21,597 

39 

$262,190 

64 

$48,316 

65 

234 

45 

D 373 

66 

1,08'9 

76 

534 

13 

17,530 

74 

7,701 

82 

198,613 

72 

41,554 

08 

29,200 

77 

3,997 

24 

12,908 

09 

758 

81 

34,622 

91 

4,799 

38 

$566,391 

08 

$107,288 

45 

$11,889 

78 

$404 

81 

1,330 

77 

D 250 

30 

9 

38 

D 191 

97 

8,116 

09 

D 908 

88 

$21,346 

02 

D $946 

34 

14  Electric  energy  purchased  : 

Quantity  (kw.  hrs.) 
^ 1909  1910 

United  Electric  Light  and  Power  Co.  179,722  201,490 

Westchester  Lighting  Co 8,144  6,217 


Amount  charged  to 
expense 


1909  1910 

$10,632  18  $11,164  04 

544  66  347  80 


187,866  206,707 


Totals 


$11,176  84  $11,511  84 
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Increase  or 


1909 

1910 

(D)  decrease 

Electric  distribution  superintendence 
Electric  distribution  maps  and  rec- 

$17,106  55 

$41,111  76 

$24,005 

21 

ords 

33,345  90 

45,417  37 

12,071 

47 

Electric  distribution  office  expense.. 
Setting  and  removing  meters  and 

'5,029  98 

5,785  54 

755 

56 

transformers 

248,384  82 

383,815  73 

135,430 

91 

Distribution  subway  rent 

801,154  65 

833,881  38 

32,726 

73 

Distribution  pole  and  fixture  repairs. 

19,997  34 

26,564  53 

6,567 

19 

Overhead  distribution  system  repairs 

9,015  09 

14,718  44 

5,703 

35 

Edison  tube  system  repairs 

Other  underground  distribution  sys- 

44,375  78 

48,139  91 

3,764 

13 

tern  repairs  

58,116  72 

55,781  99 

D 2,334 

73 

Repairs  of  electric  services 

55,627  30 

76,523  98 

20,896 

68 

Repairs  of  transformers 

1,560  71 

3,291  19 

1,730 

48 

Electric  meter  operation 

140,341  36 

147,314  47 

6,973 

11 

Electric  meter  repairs 

54,806  79 

29,003  35 

D 25,803 

44 

Total  distribution  expenses 

$1,488,862  99 

$1,711,349  64 

$222,486 

65 

Commercial  arc  labor 

$16,687  78 

$13,711  99 

D $2,975 

79 

Commercial  arc  supplies 

6,948  85 

5,322  04 

D 1,626 

81 

Commercial  arc  repairs 

20,811  43 

19,117  98 

D 1,693 

45 

Commercial  incandescent  installation. 

104,741  34 

100,081  74 

D 4,659 

60 

Commercial  incandescent  renewals.. 

378,087  95 

421,460  95 

43,373 

00 

Inspection  of  consumers’  premises . . . 

103,501  60 

119,094  56 

15,592 

96 

Repairs  of  consumers’  installations. 

46,915  51 

35,313  58 

D 11.601 

93 

Municipal  street  arc  labor 

35,020  75 

41,203  80 

6,183 

05 

Municipal  street  arc  supplies 

13,310  87 

12,400  89 

D 909 

98 

Municipal  street  arc  repairs 

Municipal  street  incandescent  instal- 

36,894 68 

36,457  38 

D 437 

30 

lation  

Municipal  street  incandescent  re- 

1,115 34 

2,377  23 

1,261 

89 

newals  

6,143  80 

9,462  50 

3,318 

70 

Municipal  street  incandescent  re- 

pairs   

1,913  >55 

2,945  32 

1,031 

77 

Total  utilization  expenses 

$772,093  45 

$818,949  96 

$46,856 

51 

Commercial  administration  

$311,768  06 

$367,392  69 

$55,624 

63 

Promotion  office  expense  

68,413  47 

95,381  90 

26,9-68 

43 

Advertising 

235,409  62 

194,415  44 

D 40,994 

08 

Canvassing  and  soliciting 

92,754  36 

118,656  22 

2(5,901 

86 

Promotion  wiring  and  devices 

5,208  25 

16,138  47 

10,930 

22 

Total  commercial  expenses 

$713,553  66 

$791,984  72 

$78,431 

06 

Salaries  and  expenses  of  general 

officers  

Salaries  and  expenses  of  general 

$83,468  16 

$99,598  98 

$16,130 

82 

office  clerks  

196,787  33 

224,203  02 

27,415 

69 

General  office  supplies  and  expenses. 

127,205  62 

143.772  68 

16,567 

06 

General  law  expenses 

69,690  39 

91,094  87 

21,404 

48 

Miscellaneous  general  expenses 

158.826  92 

221,400  42 

62,573 

50 

Insurance  

91,328  80 

91,983  83 

655 

03 

Relief  department  and  pensions 

8.369  61 

11,376  17 

3,003 

56 

General  amortization  

2,164.818  92 

2,381,483  22 

216,664 

30 

Accidents  and  damages 

Law  expenses  in  connection  with 

33.796  23 

36,726  38 

2,930 

15 

damages 

817  11 

2,239  48 

1,422 

37 
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Increase  or 


General  stationery  and  printing.  . . . 

Store  expenses  

Stable  expenses  

Joint  operating  expenses 

Total  general  expenses 

Total  operating  expenses . . . 


1909 

1910 

(D)  decrease 

$40,961  92 

15 

$54,595  46 

$13,633  54 

15 

15 

15 

15 

Cr.  2,688  70 

Cr.  2,600  25 

88  45 

$2,973,382  31 

$3,355,874  26 

$382,491  95 

$8,552,948  52 

$9,411,154  19 

$858,205  67 

Rents  Payable  Charged  to  Operating  Expenses. — Transmission  and  distribution 
subways,  Empire  City  Subway  Company,  1909.  $223,093.84 ; 1910,  $226,665.57 ; 
Consolidated  Telegraph  and  Electrical  Subway  Company,  1909,  $788,159.88  ; 1910, 
$865,831.78;  United  Electric  Light  and  Power  Company  (sublet),  1909,  $749.92; 
1910,  $580.29;  shops,  New  Amsterdam  Gas  Company,  1909,  $5,893.91.;  storeroom, 
New  Amsterdam  Gas  Company,  1909,  $14,608.93 ; coal  storage  plant,  Edgewater, 
N.  J.,  Consolidated  Gas  Company,  1909,  $12,000  ; coal  dock,  New  Amsterdam  Gas 
Company,  1910,  $963.70 ; other  rentals,  offices,  etc.,  1909,  $48,336.25 ; 1910,  $55,- 
070.39.  Amount  charged  to  suspense  account,  1910:  Coal  storage  plant,  Con- 

solidated Gas  Company,  $6,000  ; offices,  storeroom,  yards  and  shops,  New  Amsterdam 
Gas  Company,  $29,471.54  ; other  rentals,  $3,150. 


Increase  or 


Taxes 

1909 

1910 

(D)  decrease 

Assessed  and  charged  to  income $1 

,118,060 

12 

$1,189,503 

71 

$71,443 

59 

Real  estate  

304,674 

88 

317,993 

41 

13,318 

53 

Special  franchise,  borough  of  Man- 

hattan   

625,925 

70 

641,633 

50 

15,707 

80 

Special  franchise.  Borough  of  The 

Bronx  

28,291 

75 

28,126 

40 

D 165 

35 

Special  franchise,  borough  of 

Brooklyn 

486 

'58 

508 

19 

21 

61 

Gross  earnings,  state 

113,402 

31 

121,007 

10 

7,604 

79 

Real  estate,  state  of  New  Jersey.  . 

4.042 

00 

7,792 

77 

3,750 

77 

Capital  stock,  state  of  New  Jersey. 

1,216 

40 

1,216 

40 

Federal  corporation  tax  (esti- 

mated)   

40,000 

00 

10  71,225 

94 

31.225 

94 

Miscellaneous 

20 

50 

D 20 

50 

Paid  during  year 1 

,060.277 

61 

3,146,098 

30 

2,085,820 

63 

Real  estate  17 

946,555 

52 

17  331,108 

89 

D 615,446 

63 

Special  franchise,  Borough  of  Man- 

hattan   

2,515,314 

78 

2,515,314 

78 

Special  franchise,  Borough  of  The 

Bronx 

124,036 

37 

124,036 

37 

Special  franchise.  Borough  of 

Brooklyn 

2,000 

84 

2,000 

84 

15  These  items  are  treated  by  the  respondent  suspense  accounts  and  are 
cleared  by  charges  to  the  various  accounts  benefited.  The  particulars  of  these 
items  for  the  year  1910  are  as  follows : Store  Expenses  — Total  debits  repre- 

senting labor,  cartage,  freight  and  sundries,  $289,775.34,  less  cash  discounts  on 
purchases  of  supplies.  $55,462.31  ; net  debits,  $234,313.03  ; apportioned  to  operating 
expense  accounts.  $77,035.41  ; construction,  $94,090.44  ; accounts  receivable, 
$63,187.18.  Stable  ( transportation ) expenses  — Total  net  debits  (automobile 
and  hired  horse  service),  $264,050.84;  apportioned  to  operating  expenses, 
$150,870.88;  construction,  $99,788.97;  accounts  receivable,  $13,386.04;  real 
estate  rents,  $5.95. 

10  Represents  difference  between  1909  tax  ($51,225.94)  and  estimated  amount  set 
aside  ($40,000),  $11,225.94  plus  estimated  amount  set  aside  for  1910.  $60,000. 

17  Includes  real  estate  taxes  paid  under  protest,  1909,  $909,927.35  ; 1910, 

$59,699.83. 
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Taxes  1909 

Gross  earnings,  state $108,443  25 

Real  estate,  state  of  New  Jersey.  . 4,042  00 

Capital  stock,  state  of  New  Jersey.  1,216  40 

Federal  corporation  tax 

Miscellaneous 20  50 


1910 

$113,402  31 
7,792  77 
1,216  40 
51,225  94 


Increase  or 
(D)  decrease 

$4,959  00 
3,750  77 


51,225  94 
D 20  50 


Miscellaneous  Rent  Revenues. — Eightieth  street  and  East  End  avenue,  leased  by 
Electrical  Testing  Laboratories,  gross  rent  in  1909,  $3,999.96  ; in  1910,  $3,999.96 ; 
96th  street  and  First  avenue,  leased  by  Consolidated  Telegraph  and  Electric  Subway 
Company,  1909,  $1,249.92 ; in  1910,  $1,249.92 ; other  rents,  1909,  $26,554.72 ; 
1910,  $25,192.60. 

Miscellaneous  Interest  Revenues 


Amount  to 

Description  of  Loan,  Account,  Advance,  Deposit,  etc.  which  interest 
1909 : relates 


Interest  receiv- 
able accrued 
during  year 


Interest  on  daily  bank  balances  from  January  1 to 


December  31 $3,636,113  00 

Interest  on  customers’  notes  from  February  1 to  De- 
cember 31  27,000  00 

Consolidated  Telegraph  and  Electrical  Subway  Com- 
pany, interest  on  deferred  payment  of  bond 
coupons : 

January  1 to  January  8 251,640  00 

July  1 to  August  5 218,939  50 

December  1 to  December  31 88,050  00 


$63,851  72 
1,611  82 


335  52 
1,238  66 
440  25 


Total,  1909 


$67,377  97 


1910  : 


Interest  on  daily  bank  balances  from  January  1 to 

December  31  

Interest  on  customers’  notes  from  January  1 to  Au- 
gust 1 

Consolidated  Telegraph  and  Electrical  Subway  Com- 
pany — 

Interest  on  notes : 

January  1 to  January  5 

October  26  to  December  31 

Interest  on  deferred  payments  of  bond  coupons  : 

January  1 to  January  5 

December  1 to  December  31 

Return  of  cash  advanced  to  H.  J.  Hemmens,  201st 
street  

Total,  1910 


$1,695,085 

00 

$33,901  70 

27,000 

00 

949  43 

350,000 

00 

291 

67 

200,000 

00 

2,202 

74 

354,900 

00 

295 

75 

SS,050 

00 

440 

25 

608,069 

05 

34,693 

86 

$72,775 

40 

PHYSICAL  EQUIPMENT 

Power  Plant  Equipment. — For  number  of  units,  kind  and  capacity  in  service 
December  31,  1910,  see  Table  XV.  See  also  “ Changes  in  1909  and  1910,”  ante. 
Circuits. — See  Table  XVI. 

Poles,  Line  Transformers  and  Services. — See  Table  XVII. 

Meters. — Number  of  consumers’  meters  in  service  (including  meters  set,  but 
locked),  December  31,  1910,  121,638;  in  Manhattan,  106,370;  in  The  Bronx,  15,268; 
net  increase  over  1909,  17,503.  For  details,  see  Table  XVIII  A and  B. 

Disposition  of  Meters  Otvned. — See  Table  XIX. 
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OPERATING  STATISTICS 


Electric  Current  Generated , Bought  and  Sold 

Kilowatt  hours  generated 

Kilowatt  hours  purchased 

Kilowatt  hours  sold  (as  recorded) 

Kilowatt  hours  used  by  respondent 

Kilowatt  hours  lost  and  unaccounted  for  (in- 


1909 

356,312,348 

187,866 

264,348,473 

9,860,563 


1910 

389,719,063 

206,707 

288,084,122 

11,635,488 


dicated,  not  actual) 


82,291,178  90,206,160 


(See  Table  XXIII.) 

For  other  operating  statistics  see  Table  XX,  Connected  load  ; Table  XXI,  Electric 
current  generated  and  fuel  consumed ; Table  XXII,  Maximum  peak  load ; Table 
XXIV,  Consumption  of  electric  current  by  companies  and  boroughs ; Table  XXIV-a, 
Consumption  of  electric  current,  public  lighting. 

Accidents. — See  Tables  XXV-XXIX. 

Employees  — Salaries  paid1  officers  in  1909,  $60,000 ; salaries  paid  in  1910, 
$68,375;  number  of  employees  — week  ended  December  18,  1909,  full-time,  4,089; 
part-time,  316 ; week  ended  December  17,  1910,  full-time,  4,392 ; part-time,  249 ; 
total  compensation  paid  officers  and  employees  — in  1909,  $3,507,405.66;  in  1910, 
$3,829,617.39.  (For  details,  see  Tables  XXX-XXXIV.) 

Officers. — President,  Anthony  N.  Brady ; First  Vice-President,  N.  F.  Brady ; 
Second  Vice-President  and  General  Manager,  Thomas  E.  Murray  ; Third  Vice-Presi- 
dent and  Associate  General  Manager,  John  W.  Lieb,  Jr. ; Secretary,  Lewis  B. 
Gawtry ; Assistant  Secretary  and  Treasurer,  Jos.  Williams ; Assistant  Treasurer, 
W.  E.  Freeman  ; General  Auditor,  H.  M.  Edwards ; Claim  Agent,  J.  C.  Robinson ; 
General  Counsel,  Beardsley  & Hemmens  ; Chief  Engineer,  J.  P.  Sparrow  ; General 
Purchasing  Agent,  Chas.  S.  Shepard. 

Directors. — George  F.  Baker,  Anthony  N.  Brady,  Nicholas  F.  Brady,  George  B. 
Cortelyou,  Harrison  E.  Gawtry,  Lewis  B.  Gawtry,  Henry  J.  Hemmens,  Thomas  E. 
Murray,  Stephen  S.  Palmer,  William  Rockefeller,  John  W.  Sterling. 

Main  Business  Office. — 55  Duane  street.  New  York  City. 


Stockholders. — Number  May  10,  1910,  313 ; in  New  York  state,  259,  holding 
33,209  shares.  Total  voting  power  (number  of  shares)  35,000  of  $100  par  value 
each  ; principal  stockholder,  Consolidated  Gas  Company  of  New  York. 

Votes  cast  at  general  meeting  May  10,  1910,  26,244  ; by  L.  B.  Gawtry  for  Con- 
solidated Gas  Company,  15,399  ; by  L.  B.  Gawtry  as  proxy,  1,572  ; R.  M.  Gallaway 
(proxy),  9,196;  R.  M.  Gallaway,  77. 

Changes  in  1909-1910 ■ — No  additional  powers  or  franchises  were  acquired. 

“ The  company  is  continually  making  extensions,  improvements  and  betterments 
to  every  portion  of  its  plant  and  property.”  The  financial  results  of  such  expendi- 
tures are  as  shown  in  Table  XXXIX. 

On  May  11,  1909,  George  B.  Cortelyou  replaced  Calvin  Paige,  deceased,  as  directDr, 
and  on  May  19,  1910,  W.  C.  Besson,  formerly  secretary  and  treasurer,  was  appointed 
treasurer  and  George  W.  Parkhurst  was  appointed  secretary. 


THE  NEW  YORK  MUTUAL  GAS  LIGHT  COMPANY 


side. 
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BALANCE  SHEET 


Increase  or 


Dec.  31,  1909 

Assets  Side 

Dec.  31,  1910 

(D)  decrease 

Current  assets : 

$1,032,720 

44 

Cash 

$1,350,835 

70 

$318,115 

26 

7,334 

80 

Accounts  receivable  with  gas 

companies 

D 7,334 

80 

24,195 

55 

Accounts  with  City  of  New 

York 

29,157 

32 

4,961 

77 

113,644 

99 

Consumers’  accounts  receiv- 

able   

109,280 

55 

D 4,364 

44 

54,563 

44 

Other  accounts  receivable. . . . 

19,979 

97 

D 34,583 

47 

82,180 

11 

Materials  and  supplies 

82,635 

85 

455 

74 

968,267 

63 

Free  investments  

968,257 

63 

54,595 

22 

Insurance  participation  certificates. 

65,893 

82 

11,298 

60 

3,401,271 

60 

Fixed  Capital  December  31,  1908. 

3,391,057 

93 

D 10,213 

67 

Fixed  capital  installed  since  De- 

28,277 

99 

cember  31,  1908 

69,524 

51 

41,246  52 

$5,767,041 

77 

Total 

$6,086,623 

28 

$319,581 

51 

Liabilities  Side 


$508,047 

14 

Taxes  accrued  

$441,i555  48 

D $66,491 

66 

103.098 

00 

Dividends  declared 

137,464  00 

34,366 

00 

179.392 

08 

Consumers’  deposits  

182,826  69 

3,434 

61 

177,054 

53 

Miscellaneous  accounts  payable 

Reserves : 

114,244  88 

D 62,809 

65 

120,000 

00 

Reserve  for  replacements  and  re- 

newals1   

120,000  00 
395,713  94 

195.880 

10 

Accrued  amortization  of  capital.. 

199,833 

84 

54,595 

22 

Casualties  and  insurance  reserve. 

65,893  82 

11,298 

60 

3. 438, -600 

00 

Capital  stock 

3,436,600  00 
1,192,324  47 

992,374 

70 

Corporate  surplus  

199,949 

77 

$5,767,041 

77 

Total 

$6,086,623  28 

$319,581 

51 

Details  of  Assets  and  Debit  Balances 

Fixed  Capital  December  31,  1908 


Real  estate  

Bulkheads  

Mains 

Services  

Meters 

Tools 

Office  furniture 

Cocks  and  connections. . . 


Balance 
December  31, 

1908 

$882,550  00 
28,439  69 
360,731  35 
139,947  52 
123,542  99 
8,845  58 
1,994  07 
4,988  20  6 30 


Balance 
December  31, 
1910  1910 

$882,550  00 

28,439  69 

360,731  35 

$206  43  139,466  97 

10,007  24  107,029  23 

8,845  58 

1,994  07 

4,981  90 


Withdrawals  or  retirements 
1909 


$274  12 
6,506  52 


1 This  “ is  not  strictly  a reserve  for  renewals  and  replacements  * * * but 

was  established  some  years  ago  with  the  intention  of  utilizing  it  to  defray  certain 
extraordinary  expenses  which  it  was  believed  the  company  would  be  obliged  to 
incur  in  the  completion  of  certain  work  intended  to  be  undirtii-en  by  the  City  of 
New  York  along  the  company’s  property  near  the  East  river,  for  Marginal  street, 
under  legislative  enactment.  Having  established  this  account  for  a specific  pur- 
pose, it  does  not  come  under  a replacement  or  amortization  account.” 
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Balance  Withdrawals  or  retirements  Balance 


December  31, 
1908 

Gas  stoves  2 $5,091  92 

Manufacturing  plant....  1,053,647  67 

New  construction 383,708  83 

New  holder  foundations.  . 96,387  52 

New  holder  No.  10 309,496  53 

New  stable  6,904  04 

New  blacksmith  shop....  1,782  63 


2 $3,408,058  54 


a ^ December  31, 

1909  1910  1910 

$5,091  92 

1,053,647  67 

383,708  83 

96,387  52 

309,496  53 

6,904  04 

1,782  63 


$6,786  94  $10,213  67  $3,391,057  93 


Fixed  Capital  Installed  Since  December  SI , 1908. — See  Table  XXXIX. 

Investments 


Description. 

Date  of 
maturity 
of  security 

Interest 

rate 

per  cent 
per 

annum 3 4 

Par  value 
of  amount 
held 

Date  of 
acquisition 

Actual 

money 

cost 

New  York  City  bonds,  3 per  cent,  tax 

exempt 

Nov.ll,  1913 

3 

$4 , 560  75 

Dec.  12,  1894 

$4,560  75 

New  York  City  bonds,  3 per  cent,  tax 

exempt 

Nov.^1,  1914 

3 

150,000  00 

Oct.  1,  1904 

146,250  00 

New  York  City  corporate  stock 

Nov._l,  1920 

3 

190,000  00 

Jan.  and  Feb. 

1902 

188,031  25 

New  York  City  corporate  stock 

Nov.  1,1925 

3 

10,000  00 

Feb.  5,  1902 

9,900  00 

New  York  City  corporate  stock 

Nov.  1,  1950 

31 

14,000  00 

Nov.  2,1908 

12  862  50 

New  York  City  corporate  stock 

Nov.  1,1952 

31 

53,000  00 

Nov.  2,1908 

48  693  75 

New  York  City  corporate  stock 

Nov.  1,  1953  j 

3a 

31,000  00j 

Nov.  2,1908 

28,481  25 

New  York  City  corporate  stock 

May  1,  1954  j 

31 

125,000  00 

Nov.  2,  1908 

114,843  75 

New  York  City  corporate  stock 

Nov.  1,  1954 

3j 

12,500  00 

Nov.  2,  1908 

11,484  38 

New  York  City  corporate  stock 

Nov.  1,1955* 

4 

180,000  00 

Oct.  31,  1907 

176,850  00 

New  York  City  corporate  stock ..... 

May  1,1957* 

4 

230, 000 "00 

Oct.  31,  1907 

227,200  00 

Totals 

td 

$1,000,060  75 

4 $969,157  63 

Income  accrued  to  respondent  in  1909,  $35,279.32  ; in  1910,  $41,159.18.5 

Insurance  Trustees’  Participation  Certificates. — Issued  February  1,  1905  ; amount 
at  which  carried  on  books,  $6,030.69 ; June  1,  1905,  $7,453.10  ; June  1,  1906, 
$8,849.98;  March  1,  1907,  $10,440.09;  April  1,  1908,  $10,840.25;  March  26,  1909, 
$10,981.11  ; February  16,  1910,  $11,298.60 ; total,  $65,893.82.  Income  accrued  to 
respondent  in  1909,  none  ; in  1910,  $1,637.86. 


Materials  and  Supplies 

Quantity  December  31, 


r~  > 

Item  1909  1910 

Steam  coal  (including  charges  for 

handling),  tons  14,002  10,820 

Gas  oil,  gals 173,190  359,012 

Lubricants  and  waste,  lbs 423  

Purifying  material  (iron  oxide),  bu.  6,709  15,109 

Main  stock,  pipe 

Fillings  stock  (gas  fitting  dep’t) 

Appliance  stock 

Wood,  cords 10  

Sundry  supplies  at  works 


Book  value  December  31, 

r -i 

1909  1910 


$62,446  74 
5,845  16 
33  84 
1,006  35 
3,198  93 
1,735  82 
2,012  54 
50  00 
5,851  73 


$48,217  83 
12,083  06 


2,034  90 
4,634  39 
6,408  57 
6,421  42 


3,835  68 


Total 


$82,180  11  $82,635  85 


2 Excludes  $2,370.85  credited  to  gas  stoves  in  1909.  representing  “ the  with- 
drawal of  stock  of  stoves  on  hand  from  fixed  capital  and  placing  the  same 
amount  in  the  material  account.” 

3 Interest  due  May  and  November. 

4 Sundry  profits  on  redemption  amounting  to  $900  reduced  the  total  cost  to 
$96S, 257.63,  the  amount  at  which  the  account  is  carried  on  the  company’s  books. 

5 Includes  “ two  months  of  1909  (November  and  December),  not  considered  in 

the  1909  report.” 
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Details  of  Liabilities  and  Credit  Balances 


Taxes  Accrued: 

Special  franchise 

Pipes  on  private  property 

Accrued  interest  on  the  above  two  items 

Federal  corporation  (reserve) . '. 

Capital  stock  and  earnings  (state) 


December  31,  December  3.1, 
1909  1910 

$344,386  30  $267,73:5  17 

75,072  00  97,894  14 

0 82,932  84  6 71,424  2G 

5,656  00  4,100  00 

10,401  91 


1910 

$81,693  00 
78,258  39 

3,434  61 


$5644  31 

(For  number  of  deposits,  see  Table  XL.) 
Miscellaneous  Accounts  Payable: 

Wages  accrued  

Water  accrued 

Rents  accrued 

For  gas  making  materials 

For  meters  

Miscellaneous  

Consumers  — 20  cents  rebate  on  gas  bills 


Consumers  Deposits:  1909 

Added  during  year $85,812  00 

Refunded  during  year.  . . . 90,484  38 

Net  increase  or  (D)  de- 
crease   D 4,672  38 

Balance  

Interest  paid  on  deposits 
refunded $7,071  91 


179,392  OS 


2,916  91 
863  21 
1,250  00 
104,557  62  'l 
1,407  14  \ 
19,238  35  J 
46,821  30 


182, S2G  61) 

3,432  19 
656  81 

68,015  29 
42,141  59 


Funded  Debt. — - None. 

Stocks. — Authorized  and  issued.  85,000  shares  of  common  stock  of  $100  par 
value  each;  cash  realized,  $3,500,000;  treasury  stock,  $63,400;  par  value  of  net 
amount  outstanding,  $3,436,600;  dividends  declared:  In  1909,  $206,196;  in  1910, 

$240,562  ; paid  : 1909,  $206,196  ; 1910,  $206,196. 


Accrued  Amortization  of  Capital 


Credits  in  1909  : 

General  amortization $316,427  50 

Sale  of  junk 63  00 


Debits  in  1909 

Repairs  for  the  year  1909 $112,175  57 

Appliances  condemned  1,829  06 

Appliances  lost  99  26 

Meters  condemned  and  lost  7 6,506  52 


$316,490  50 
120,610  40 


Balance  December  31,  1909 $195,880  10 

Credits  in  1910 350,894  97 


Total  credits $546,775  07 

Debits  in  1910  (known  repairs  for  1910,  $137,045.90  ; meters  con- 
demned and  lost,  $10,007.24 ; 7 appliances  condemned  and  lost, 

$4,007.99)  161,061  13 


Balance  December  31,  1910 


$395,713  94 


6 This  item  properly  belongs  to  “ Interest  on  unfunded  debt.  [Ed.] 

7 So  much  of  the  depreciation  as  accrued  prior  to  December  31.  1908.  should 
have  been  charged  to  surplus  account,  but  the  company  has  failed  to  correct  its 
report  in  this  respect. 
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INCOME  ACCOUNT 

1909  1910 


Item 

Total 

Item 

Total 

Operating  revenue 

$1,519,201  02 

$1,567,782 

61 

Revenue  deductions 

1,175,820  65 

1,216,511 

86 

Operating  expenses 

$1,055,136  60 

$1,101,882  06 

Uncollectible  bills 

14,099  90 

6,493  40 

Taxes 

106,584  15 

108,136  40 

Operating  income 

$343,380  37 

$351,270 

75 

Non-operating  income 

53,709  26 

76,021 

02 

Miscellaneous  rents 

Interest  on  securities,  bank 

1,800  00 

1,800  00 

balances,  etc 

50,360  68 

72,264  72 

Miscellaneous  (wharfages) 

1,548  58 

1,956  30 

Gross  income  applicable  to  cor- 

porate and  leased  properties. 

$397,089  63 

$427,291 

77 

Deductions  from  gross  income. 

30,889  25 

18,371 

33 

Interest  on  unpaid  taxes . . 
Interest  on  consumer’s  de- 

23,817 34 

12,727  02 

posit  

7,071  91 

5,644  31 

Net  corporate  income 

$366,200  38 

$408,920 

44 

Corporate  Surplus 

Surplus  December  31,  1908. 

$735,295 

41 

Balance  transferred  from  1909  income  account 

366,200 

38 

Bad  debts  collected 

Other  additions  to  surplus 

(“  Difference 

between  the 

uncollectible 

26,116 

33 

bills  and  doubtful  moneys  which  had 

been  charged  off  at  $1  be- 

tween  May  1,  1906,  and 

December  31, 

, 1908,  which 

should  have 

been  written  off  at  80  cents,  $'55,401.15  ; rebate  on  taxes,  1905, 

$3,171.10 ; rebate  on  taxes,  1906,  $2,879.78 ; adjustment  of  old 

stock  accounts  of  previous  years,  $10,008.”) 71,460  03 

Dividends,  6 per  cent  on  $3,436,600  common  stock..  $206,196  00  

Arrears  of  water  rates 501  45  

Surplus  December  31,  1909 992,374  70  


$1,199,072  15  $1,199,072  15 


Surplus  December  31,  1909 

Balance  transferred  from  1910  income  account 

Other  additions  to  surplus  (“  Refund  of  duty  paid  on  coal  applicable 
to  former  years,  $2,292  ; adjustment  of  difference  in  gallonage  and 
degree  of  oil  received  previous  to  December  31,  1908, 

$29,299.33.”)  

Dividends,  7 per  cent  on  $3,436,600  common  stock.  . $240,562  00 

Surplus  December  31,  1910 1,192,324  47 


$992,374  70 
408,920  44 


31,591  33 


$1,432,886  47  $1,432,886  47 


Voi,  IV  — 20 
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Operating  Revenues 


Quantity  (M.  cu.  ft.)  Amount  of  revenue 


f 

( 

— \ 

Sales  of  Oas  1909 

1910 

1909 

1910 

Lighting  municipal  buildings.  11,117 

10,271 

$S,33'S 

12 

$7,703 

55 

Prepaid  gas  58,496 

67,991 

46,797 

05 

54,392 

50 

Commercial  metered  lighting.  1,749,943 

1,778,716 

1,399,134 

89 

1,422,272 

08 

Other  gas  corporations  : 

New  Amsterdam  Gas  Co..  78,058 

84,597 

39,029 

05 

42,298 

45 

Standard  Gas  Light  Co.  . 5,990 

7,812 

2,994 

SO 

3,905 

9( ) 

Total  sales  of  gas.  . 1,903,604 

1,949,387 

$1,496,293 

91 

$1,530,572 

48 

Miscellaneous  Revenues 

Rent  of  gas  appliances 

$6,276 

25 

$9,743 

50 

Gas  merchandise  and  jobbing  revenue 

420 

21 

241 

37 

Sale  of  residuals  and  by-products 

978 

34 

10,236 

20 

Ten  per  cent  profit  on  gas  made  for  Consolidated 

Gas  Co.8  

15,232 

31 

16,989 

06 

Total  miscellaneous  revenues 

$22,907 

11 

$37,210 

13 

Total  gas  revenues 

$1,519,201 

02 

$1,567,782 

61 

Operating 

• Expenses 

Increase  or 

1909 

1910 

(D)  decrease 

Works  superintendence  

$15,098  87 

$15,656  35 

$557  98 

Boiler  house  labor 

13,642  02 

14,742  12 

1,100  10 

Generator  house  labor 

20,737  03 

21,796  30 

1,059  25 

Purifier  house  labor 

5,332  49 

4,758  13 

D 574  36 

Miscellaneous  labor  at  works 

10,914  04 

10,102  34 

D 811  70 

Gas  making  labor 

$63,723  97 

$67,055  24 

$1,331  27 

Boiler  fuel  

41,477  22 

43,551  26 

2,074  04 

Water 

6,498  90 

6,058  28 

D 440  62 

Generator  fuel 

162,758  82 

175,762  57 

13,003  75 

Water  gas  oil 

340,069  14 

348,624  57 

8,555  43 

Purification  supplies  

6,153  11 

3,550  17 

D 2,602  94 

Miscellaneous  works  expense 

Repairs  of  works  and  station  struc- 

4,702 78 

3,617  42 

D 1,085  36 

tures  

9,414  25 

4,700  43 

D 4,713  82 

Repairs  of  furnaces,  boilers  and  ac- 

cessories   

4.449  17 

2,709  94 

D 1,739  23 

Repairs  of  steam  engines 

Repairs  of  miscellaneous  power  plant 

527  02 

942  02 

415  00 

equipment 

Repairs  of  water  gas  sets  and  acces- 

755 49 

757  82 

2 33 

sories  

5,893  72 

8,555  76 

2,662  04 

Repairs  of  purification  apparatus.  . . 

2,303  89 

1,211  20 

D 1,092  69 

Repairs  of  holders  

6,030  46 

2,498  50 

D 3,531  96 

8 Gas  made  for  Consolidated  Gas  Co. 

1909 

1910 

Number  of  cu.  ft.  delivered 

Total  gross  price 

Credited  to  production 

652,243,500 
$167,555  46 
152,323  15 

750.067,417 
$186,879  58 
169,890  52 

Credited  to  operating  revenues 15,232  31  16,989  06 
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Increase  or 


Repairs  of  miscellaneous  equipment. 

Repairs  of  works  tools 

Gas  storage 

1909 

$2,545  14 
1,424  48 
7,081  67 

1910 

$4,057  20 
1,646  60 
7,140  06 

(D)  decrease 
$1,512  06 
222  12 
58  39 

Cost  of  manufacture 

$667,809  23 

$682,439  04 

$14,629 

81 

Deduct : Manufactured  for  Consoli- 
dated Gas  Co.” 

152,323  15 

169,890  52 

D 17,567 

37 

Residuals  used  (oil  tar) . . 

29,350  58 

23,961  50 

5,389 

08 

Add  : Gas  purchased  10 

25,716  60 

27,560  50 

1,843 

90 

Total  production  expenses 

$511,852  10 

11  $516,147  52 

$4,295 

42 

1909 

1910 

Increase  or 
(I>)  decrease 

Distribution  superintendence 

$16,001  83 

$17,332  97 

$1,331 

14 

Distribution  supplies  and  expenses.  . 

2,435  30 

5,615  16 

3,179 

86 

Gas  meter  and  installation  work.  . . . 

28,481  49 

28,456  76 

D 24 

73 

Work  on  consumers'  premises 

6,109'  44 

10,726  11 

4,616 

67 

Repairs  of  gas  mains 

44,633  42 

56,495  19 

11,861 

77 

Repairs  of  gas  services  

25,560  25 

27,732  IS 

2,171 

93 

Repairs  of  gas  meters 

32,723  84 

22,712  43 

D 10,011 

41 

Repairs  of  distribution  tools 

479  63 

503  60 

23 

97 

Repairs  of  gas  appliances 

1,984  70 

3,179  64 

1,194 

94 

Total  transmission  and  dis- 
tribution expenses  

$158,^09  90 

$172,754  04 

$14,344 

14 

Commercial  administration  

$69,885  76 

$73,492  87 

$3,607 

11 

Promotion  office  expense 

2,792  56 

4,760  14 

1,967 

58 

Advertising 

1,639  76 

6,117  50 

4,477 

74 

Canvassing  and  soliciting 

3,957  13 

4,853  7S 

896 

65 

Total  commercial  expenses 

$78,275  21 

$89,224  29 

$10,949 

08 

Salaries  and  expenses  of  general 


officers  

$27,039  34 

$23,05S  35 

D $3,980  99 

Salaries  and  expenses  of  general  office 

6,880  07 

4,963  55 

D 1,916  52 

General  office  supplies  and  expenses. 

13,016  00 

17,176  04 

4,160  04 

General  law  expenses 

14,353  68 

13,300  00 

D 1,053  68 

Miscellaneous  general  expenses 

4,900  45 

13,379  38 

8,478  93 

Insurance  

19,254  19 

20,861  85 

1,607  66 

Relief  department  and  pensions.... 

5,844  39 

6,993  05 

148  66 

General  amortization 

204,251  93 

213,849  07 

9,597  14 

Accidents  and  damages 

1,337  70 

1,943  37 

605  67 

General  stationery  and  printing.  . . . 

4,775  16 

4,701  74 

D 73  42 

Stable  expenses 

7,392  56 

7,927  24 

534  68 

Cost  of  manufacturing  residuals  sold 

93  98 

D 93  98 

Residuals  and  byproducts  expense.  . . 

18  20 

18  20 

See  footnote  8 to  Operating  Revenues. 

' Details  of  gas  bought : 

Quantity  (M. 

A 

cu.  ft.) 

Net  cost 

1909 

New  Amsterdam  Gas  Co 43,780 

Standard  Gas  Light  Co 7,653 

1910 

46,354 

8,767 

1909 

$21,890 

3,826 

1910  ^ 
25  $23,177  10 

35  4,383  40 

Total 51,433 

55,121 

$25,716 

60  $27,560  50 

11  The  credit  for  residuals  used  in  1910.  $23,961.50  has  been  transferred  from 
General  Expenses  to  Production  Expenses  in  order  to  make  the  report  comparable 
with  that  for  the  year  1909. 
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Increase  or 


1909 

1910 

(D)  decrease 

Inventory  adjustments  — ■ balance.. . . 

Cr.  $1,1-00  59 

D $1,100  59 

Duplicate  charges12  

Or.  $2,5^0  06 

11  Cr.  2,315  04 

225  02 

Total  general  expenses 

$306,599  39 

8 $323,766  21 

$17,156  82 

Total  operating  expenses 

$1,055,136  60 

$1,101,882  06 

$46,746  46 

Increase  or 

Taxes: 

1909 

1910 

(D)  decrease 

A§sessed  and  charged  to  income 

$106,584  15 

$108,136  40 

$1,552  25 

Real  estate  

33,585  93 

32,986  95 

D 598  98 

Pipes  and  connections  on 

private  property 

20,136  48 

21,094  80 

958  32 

Special  franchise 

37,336  39 

39,113  27 

1,776  88 

Personal  tax 

439  47 

439  47 

Gross  earnings  and  capital 

stock,  state  

9,869  35 

10,401  91 

532  56 

Federal  corporation  (esti- 

mated)   

5,656  00 

4,100  00 

D 1,556  00 

Paid  during  year 

43,094  05 

197,224  43 

154,130  38 

Real  estate  

33,585  93 

32,986  95 

D 598  98 

Gross  earnings  and  capital 

stock 

9,508  12 

9,869  35 

361  23 

Special  franchise  (on  ac- 

count)   

150,000  00 

150,000  00 

Personal 

439  47 

439  47 

Federal  corporation  

3,928  66 

3,928  66 

PHYSICAL  EQUIPMENT 

Works  and  Holders. — -Water  gas  sets,  12 ; total  maximum  rated  capacity  (24 
hours),  24.000  M.  cu.  ft.  (details  in  Table  I).  Holders,  4;  capacity  14,S00  M.  cu.  ft. 
(details  in  Table  IV). 

Mains. — December  31,  1910  : No  transmission  pipe  lines.  Distribution  pipe  line, 

length  in  miles,  168.37  ; net  decrease  during  year,  4,148  feet.  (See  Table  V.) 

Services.- — Live  service  pipes  in  use  December  31,  1910,  15,680;  net  decrease 
during  year,  1,136.  (See  Table  VI.) 

Meters .—  Number  of  consumers’  meters  in  service  December  31,  1910,  46,486 ; 
increase  during  year,  582.  (See  Tables  VII  and  VIII.) 

OPERATING  STATISTICS 

Gas  Made , Bought  and  Sold  ( cu . ft.). — On  hand  January  1,  1909,  6,840,000;  made 
in  1909,  2,627,685,000  ; bought,  51,433,200  ; manufactured  for  Consolidated  Gas  Com- 
pany, 652,243,500;  supplied  to  other  companies,  84,047,700  ; sold  in  1909,  1,819,- 
556,700 ; used  by  respondent,  3,114,800 ; on  hand  December  31,  1909,  8,573,000 ; 
unaccounted  for,  118,422,500. 

On  hand  January  1,  1910,  8,573,000;  made  in  1910,  2,767,692,000;  bought,  55,- 
121,000;  sold  in  1910  to  consumers  (as  recorded),  1,856,978,200;  manufactured  for 
Consolidated  Gas  Company,  760,067,417  ; supplied  to  other  companies,  92,408,700  ; 
used  by  respondent,  2,903,800  ; on  hand  December  31,  1910,  7,932,000  ; unaccounted 
for  (indicated,  not  actual),  121,095,883.  See  Tables  Xl-XIII-a. 

Materials.- — - Materials  used,  see  Table  IX  ; materials  on  hand,  see  Balance  Sheet 
details  above. 

Residuals. — See  Table  X. 

Accidents. — ,Siee  Tables  XXV-XXIX. 

Employees. — General  officers,  December  31,  1909,  4 ; December  31,  1910,  5 ; 
salaries  paid  officers  in  1909,  $21,000;  in  1910,  $23,058.35.  All  other  employees, 


12  Gas  used  at  works  and  at  office. 
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December  18,  1909,  full-time,  277  ; part-time,  3 ; December  17,  1910,  full-time,  281  ; 
total  compensation  paid  officers  and  employees  in  1909,  $270,923.08 ; in  1910, 
$281,837.96.  (For  details,  see  Tables  XXX-XXXIV.) 

Officers. — President,  R.  M.  Gallaway  ; Vice-President,  H.  E.  Gawtry  ; Secretary, 
Geo.  W.  Parkhurst ; Assistant  Secretary,  Edwin  S'.  Young ; Treasurer,  Wm.  C. 
Besson. 

Directors. — R.  M.  Gallaway,  H.  E.  Gawtry,  Wm.  C.  Besson,  George  F.  Baker, 
Anthony  N.  Brady,  Charles  S.  Brown,  George  B.  Cortelyou,  James  B.  Ford,  J. 
Howard  Ford,  Horace  W.  Fuller,  Lewis  B.  Gawtry,  James  N.  Jarvie,  Edwin  S. 
Marston,  Stephen  S.  Palmer,  William  Rockefeller,  George  Zabriskie. 

Main  Business  Office. — 36  Union  square,  New  York  City. 


NORTHERN  UNION  GAS  COMPANY 

The  Northern  Union  Gas  Company  was  incorporated  October  1,  1897,  under 
the  Transportation  Corporations  Law  of  the  State  of  New  York,  and  acquired 
the  franchises  of  The  Northern  Gas  Light  Company,  the  name  of  which  latter 
company  was  changed  from  Suburban  Gas  Light  Company  by  order  of  the 
Supreme  Court  on  June  11,  1878.  On  June  14,  1902,  Tne  vVakefield  Gas  Light 
Company  and  The  Williamsbridge  Gas  and  Electric  Light  Company  were  merged 
with  the  Northern  Union  Gas  Company.  It  supplies  mixed  gas  in  the  borough  of 
The  Bronx,  formerly  known  as  24th  ward. 

Stock  control  of  the  company  is  held  by  The  New  Amsterdam  Gas  Company 
and  The  Central  Union  Gas  Company,  whose  entire  stock  is  likewise  owned  by 
The  New  Amsterdam  Gas  Company,  stock  control  of  the  latter  being  held  by  The 
Consolidated  Gas  Company. 

Stockholders. — Number  December  31,  1910,  7;  in  New  York  state,  6,  holding 
14,999  shares.  Total  voting  power  (number  of  shares  of  $100  par  value  each), 
15,000  ; principal  stockholders  — New  Amsterdam  Gas  Company,  7,400  votes  ; Cen- 
tral Union,  7,595. 

Votes  cast  at  general  meeting  of  October  11,  1910,  15,000  ; by  C.  G.  Francklyn, 
7,596  ; G...  W.  Doane,  7,404. 

Changes  in  1909-1910. — No  additional  powers  or  franchises  were  acquired.  The 
company  is  continually  making  additions,  extensions,  improvements  and  betterments 
to  every  portion  of  its  property ; the  financial  result  of  such  expenditure  is  shown 
in  Table  XXXIX.  The  company  in  1910  paid  off  its  real  estate  mortgage  of 
$120,000. 

Franchise  taxes  for  the  years  1901-1909  were  adjusted  with  the  City  of  New 
York  for  $123,045.17,  $25,778.61  being  interest. 


BALANCE  SHEET 


Increase  or 


Dec.  31,  1909 

Assets  Side 

Dec.  31,  1910 

(D)  decrease 

Current  assets  : 

$21,094 

29 

Cash 

$100,155 

04 

$79,060 

75 

2,223 

45 

Accounts  with  associated  com- 

panies   

1 66,671 

75 

64,448 

30 

291,755 

21 

Accounts  with  City  of  New  York. 

75,735 

17 

D 216,020 

04 

44,872 

93 

Consumers’  accounts  receivable. 

36,583 

67 

D 8,289 

26 

3,187 

78 

Other  accounts  receivable 

4,935 

58 

1,747 

80 

233 

90 

Interest  receivable 

271 

18 

37 

28 

5,815 

81 

Materials  and  supplies 

11,357 

39 

5,541 

58 

7,796 

58 

Investments  — free  

9,039 

44 

1,242 

86 

3,425,615 

40 

Fixed  Capital,  December  31.  1908.. 

2 3,251,637 

91 

D 173,977 

49 

117,410 

82 

Fixed  capital  installed  since  Decem- 

ber 31,  1908 1  2 

284,367 

75 

166,950 

93 

595 

69 

Prepayments  (insurance)  

635 

72 

40 

03 

$3,920,601 

86 

Total 

$3,841,390 

60 

D $79,211 

26 

1 Consolidated  Gas  Company,  $65,565.17  ; Central  Union  Gas  Company,  $1,106.58. 

2 The  figures  for  1909  and  1910  are  both  corrected.  Credits  applicable  to  the 
account  Fixed  Capital  December  31,  1908,  were  erroneously  credited  to  the  account 
Fixed  Capital  installed  since  December  31,  1908,  and  were  corrected  by  an  entry 
in  the  company’s  books  in  February,  1911. 
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Increase  or 

Dec.  31.  1909 

Liabilities  Side 

Dec.  31,  1910 

(D)  decrease 

$141,521 

68 

Taxes  accrued  

$49,240 

06 

D $92,281 

62 

10,416 

66 

Interest  on  funded  debt 

10,416 

66 

1,683 

49 

Interest  on  unfunded  debt 

D 1,683 

49 

354,922 

10 

Owing  to  associated  companies 

231,100 

89 

D 123,821 

21 

99,729 

44 

Consumers’  deposits 

111.557 

92 

11.828 

48 

25,919 

03 

Miscellaneous  accounts  payable 

43,617 

94 

17,698 

91 

1.370,000 

00 

Funded  debt  

1,250  000 

00 

D 120.000 

00 

219,796 

77 

Renewal  and  contingency  account.  . 

271,188 

06 

51,391 

29 

7.796 

58 

Casualties  and  insurance  reserve.  . . . 

9.127 

84 

1.331 

26 

1,500,000 

00 

Stocks  

1,500.000 

00 

188,816 

11 

Corporate  surplus  

365,141 

23 

176,325 

12 

$3,920,601 

86 

Total 

$3,S41,390 

60 

D $79,211 

26 

Retails  of  Assets  and  Debit  Balances 

Fixed  Capital  December  31,  1908  ' 


Item 

Franchise  and  property.  . 

Mains 

Services  

Meters  

Governors 

Meter  connections 

Horses  and  wagons.  ..... 
Tools  and  implements  . . . 
Office  furniture  and  fix- 
tures   

Gas  stoves  

Works  construction 

Real  estate 

Kingsbridge  property .... 


Balance 

Withdrawals  or  retirements 

Balance 

December  31, 

A__ 

^ 

December 

31, 

1908 

1909 

1910 

1910 

$2,608,629 

22 

$2,608,629 

22 

348,102 

87 

$5,356  77 

$2,999  48 

339,746 

62 

74,235 

41 

554  40 

73.681 

01 

126,696 

10 

211  49 

143  81 

126.340 

80 

4,573 

42 

4,573 

42 

19.116 

20 

19,116 

20 

1.724 

93 

344  97 

275  99 

1.103 

97 

2,870 

98 

717  74 

538  31 

1,614 

93 

1.336 

95 

334  24 

250  68 

752 

03 

43,888 

18 

8,777  63 

7,022  11 

28,088 

44 

3.1S7 

61 

3,187 

61 

48,290 

66 

3,487  00 

44,803  66 

158,705 

71 

158,705  71 

$3,441, 358  24  $15,742  84  $173,977  49  $3,251,637  91 


Fixed  Capital  Installed  Since  December  SI,  1908. — See  Table  XXXIX. 
Investments  December  31,  1910. — Insurance  participation  certificates,3  par  value, 
$9,039.44  ; income  accrued  during  1910,  $271. IS. 


Materials  and  Supijlies 


Book  value  December  31. 

Coke 

Main,  pipe,  gas  lamp  and  engine  stock 

Appliance  stock  

1909 

4,312  91 

1,125  27 

1910 
$414  43 
7,161  42 
3,781  54 

$5,815  81 

$11,357  39 

3 On  December  31,  1909,  the  par  value  of  certificates  held  was  $7,796.58,  and  the 
income  accrued  to  respondent  during  1909  was  $233.90. 
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Details  of  Liabilities  and  Credit  Balances 


December 

Taxes  Accrued:  31,  1909 

Franchise $121,005  62 

Mains,  pipes,  etc 57,431  66 

Federal  corporation  615  59 


December 
31,  1910 

$19,336  90 
28,861  95 
1,041  21 


$179,052  87 

Less  amount  assessed  which  is  shown  in  dispute.  37,447  24 


$141,605  63 

Less  difference  in  estimated  gross  earnings  in 

1908  83  95 


Oicing  to  Associated  Companies: 

New  Amsterdam  Gas  Co.  demand1  notes  at  6 per 

cent $200,000  00  $200,000  00 

Central  Union  Gas  Co.  current  accounts  at  6 per 

cent 119,922  10  31.100  89 

Consolidated  Gas  Co.  demand  note  at  6 per  cent.  . 35,000  00  


Consumers’  Deposits:  1909 

Added  during  the  year.  . . $45,127 .80 
Refunded  during  year.  . . 29,183  91 

Net  increase 15,943  89 

Balance  

Interest  paid  on  deposits 
refunded  2,532  60 


1910 

$43,169  57 
31,341  09 
11,S28  4S 

$99,729  44  $111,557  92 

2,807  49  


(For  number  of  deposits,  see  Table  XL.) 

Miscellaneous  Accounts  Payable. — Included  herein  are  unpaid  20-cent  rebates  on 
gas  bills,  1909,  $11,705.5S  ; 1910,  $11,131.53. 

Funded  Debt. — Thirty-year  first  mortgage  bonds,  November  1,  1897  ; 5 per  cent, 
payable  May  1 and  November  1;  authorized,  $1,500,000;  issued,  $1,250,000,  all  for 
plant  and  property  ; net  amount  outstanding,  $1,250,000  ; interest  accrued,  $62,500 
(paid)  ; interest  accrued  and  unpaid  at  end  of  the  year,  $10,416.66.  Trustee. 
Knickerbocker  Trust  Company. 

Two-year  real  estate  mortgage,  September  19,  1907,  $120,000  ; 6 per  cent,  payable 
March  and  September  ; interest  accrued  and  paid  in  1909,  $6,903.34  ; the  property 
covered  by  this  mortgage  was  sold  in  1910,  with  accrued  interest. 

Stocks. — Common  : Authorized,  issued  and  outstanding,  15,000  shares  of  $100  par 
value  each,  $1,500,000,  all  for  plant  and1  property  ; no  dividends  declared  or  paid 
in  1909  or  1910. 

Reneival  and  Contingency  Account 


Balance  December  31,  1908 - $166,731  37 

Credits  in  1909  (10  cents  per  M.  cu.  ft.  of  gas  sold)4 77,325  16 

$244,056  53 

Debits  in  1909 24,259  76 


(Trunk  lines  and  mains,  $5,35'6.77 ; gas  meters,  $211.49 ; gas 
engines  and  appliances,  $16,988.91  ; miscellaneous  construc- 
tion expenditures,  $1,702.59.) 


4 According  to  a rule  adopted  by  the  directors  of  this  company,  operating 
expenses  were  to  be  charged,  for  general  amortization,  at  the  rate  of  16c.  per  M. 
cu.  ft.  of  gas  sold  : ten  cents  to  be  credited  to  Renewal  and  Contingency  account, 
and  six  cents  to  Accrued  Amortization  of  Capital.  Both  in  1909  and  1910  the 
amount  charged  for  repairs  was  found  to  exceed  the  actual  repairs  made,  and 
adjustments  were  made  leaving  in  operating  expenses  only  the  actual  cost  of 

repairs  made.  In  February,  1911,  the  accounts  were  adjusted,  setting  up  the 

difference  between  the  actual  repairs  and  tin*  six-cent  repair  charge1  in  the 

account.  Accrued  Amortization  of  Capital.  This  amounted  to  $19,304.42  for 

1909,  and  $18,318.80  for  1910.  See  also  note' (6), 
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Balance  December  31,  1909 $219,796  77 

Credits  in  1910  (10  cents  per  M.  cu.  ft.  of  gas  sold)4 90,738  85 


$310,535  62 

Debits  in  1910 39,347  56 


(Mains,  $2,999.48 ; services,  $564.40 ; tools  and'  implements, 

$1,161.87 ; horses  and  wagons,  $532.97 ; gas  appliances, 

$28,091.51 ; office  furniture  and  fixtures,  $1,343.98 ; general 

structures,  $4,519.54;  meters,  $143.81.)  

Balance  December  31,  1910 $271,188  06 


Casualties  and  Insurance  Reserve. — Insurance  Participation  Reserve : Balance 

December  31,  1908,  $6,636.46  ; credits  during  1909,  $1,160.12  ; balance  December  31, 
1909,  $7,796.58 ; credits  during  1910,  $1,242.86 ; balance  December  31,  1910, 
$9,039.44.  Employees  Insurance  Reserve : Credits  during  1910,  $132.80 ; debits, 

$44.40  ; balance  December  31,  1910,  $88.40. 

INCOME  ACCOUNT 

1909  1910 


Item  Total  Item  Total 


Operating  revenue 

Revenue  deductions 

Operating  expenses.  .G  $359,146  43 
Uncollectible  bills...  5 D 1,055  31 
Taxes 42,341  02 


Operating  income 

Non-operating  revenues  : 


Minor  rents  

755 

00 

Interest  on  securities 

and  loans  

444 

63 

Miscellaneous  

294 

67 

Total  non-operat- 

ing revenues.. 

$1,494 

30 

Non-operating  revenue  de- 

ductions : Repairs .... 

92 

42 

Non-operating  income .... 
Gross  income  applicable 


to  corporate  and  leased 

properties  

Deductions  from  gross  in- 
come   

Interest  accrued  on 

funded  debt $69,403  34 

Interest  on  loans...  19,694  45 

Interest  on  consum- 
ers’ deposits 2,532  60 


Net  corporate  income.  . . . 


$633,928  81  $765,321  11 

400,432  14  480,119  68 

c $432,167  08  

2,355  04  

4o ,o9 < 06  

$233,496  67  $275,201  43 

406  00  

1,639  78  


$2,045  78  

48  61  

$1,401  88  $1,997  17 


$234,898  55  $277,198  60 

91,630  39  80,487  84 

$62,500  00  

15,180  36  

2,807  48  

$143,268  16  $196,710  76 


5 A credit  of  $1,760.18  was  erroneously  made  in  this  account.  The  correction  is 
made  in  the  1910  accounts. 

The  company's  reports  show  charges  to  General  Amortization  at  the  rate  of 
10c.  per  M.  cu.  ft.,  which  were  concurrently  credited  to  the  reserve  Renewal  and 
Contingency  Account  instead  of  to  the  prescribed  account  Accrued  Amortization 
of  Capital.  The  charge  is  therefore  transferred  to  the  surplus  account  Appro- 
priations to  Reserves. 
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Corporate  Surplus  or  Deficit  Account 


Surplus  December  31,  1908 

Balance  transferred  from  1909  income  account 

Difference  between  $1  and  80c  rate  on  uncollectible  bills  charged  off 


in  previous  years  

Sundry  over-payments  

Expenses  in  gas  rate  appeal  litigation $8,457  86 

Expense  in  franchise  litigation 247  87 

Appropriations  to  reserves  7 77,325  16 

Surplus  December  81j  1900 188,8  46  11 


$125,534  95 
143,268  16 

6,036  78 
7 11 


$274,847  00  $274,847  00 


Surplus  December  31,  1909 

Balance  transferred  from  1910  income  account 

Adjustment  of  special  franchise  taxes  and  interest  applicable  to 

years  1901  to  1909  inclusive 

Amount  received  from  City  of  New  York  on  account  of  interest  on 

City  lighting  bills 

Amount  received  from  City  of  New  York  on  account  of  interest  on 

real  estate  award 

Interest  on  investment  and  expenses  charged  to  operating  expenses 
included  in  selling  price  of  Kingsbridge  road  property 


Miscellaneous  items  applicable  to  former  years $690  46 

Appropriations  to  reserves  7 90,738  85 

Surplus  December  Slj  1910 365,141  23 


$188,816  11 
196,710  76 

4,820  07 

38,451  51 

2,794  23 


24,977  86 


$456,570  54  $456,570  54 


% 

Operating  Revenues 

Quantity  (M.  cu.  ft.) 

A 

Amount  of 

revenue 

Sales  of  Gas: 

1909 

1910 

1909 

1910 

Municipal  street  .lighting. 

49,963.2 

50,058.5 

$37,451  86 

$37,622 

72 

Lighting  municipal  build- 

ings 

8,297.7 

8,238.4 

6,471  32 

6,169 

80 

Prepaid  gas 

104,041.3 

138,813.2 

83,200  39 

110,971 

56 

Commercial  metered  light- 

ing  

610,949 . 4 

709,678.4 

488,044  05 

567,608 

65 

Total  sales  of  gas.  . . 

773,251 . 6 

907,388.5 

$•614,167  61 

$722,372 

73 

Rent  of  gas  appliances.  . . . 

$19,349  56 

$31,890 

00 

Gas  merchandise  and  jobbing  revenue.  . . 

411  64 

1,058 

38 

Total  miscellaneous  revenues 

$19,761  20 

$32,948 

38 

Total  gas  revenues 


$633,928  81  $755,321  11 


7 This  item  is  transferred  from  the  operating  expense  account,  General  Amortiza- 
tion, where  it  is  improperly  shown  in  the  company’s  report,  since  the  corre- 
sponding credit  is  made  to  a “ Renewal  and  Contingency  Account  ” instead  of 
the  prescribed  account,  Accrued  Amortization  of  Capital.  [Ed.] 
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Operating  Expenses 


Increase  or 

1909 

1910 

(D)  decrease 

Miscellaneous  labor  at  works 

$3,639  07 

$3,850  34 

$211  27 

Boiler  fuel  

207  30 

37  30 

D 170  00 

Water 

89  91 

584  60 

494  69 

Miscellaneous  works  expense 

303  43 

657  23 

353  80 

Repairs  of  works  and  station  struc- 

tures  

32  31 

310  99 

278  68 

Repairs  of  furnaces,  boilers  and  ac- 

cessories  

26  00 

154  70 

12S  70 

Repairs  of  miscellaneous  power  plant 

69  12 

D 69  12 

Repairs  of  holders  

83  56 

1,615  20 

1,531  64 

Repairs  of  miscellaneous  equipment.  . . 

93  94 

93  94 

3 29 

D 3 29 

Gas  storage  

2,336  04 

2,858  34 

522  30 

Gas  purchased  

8 239,823  15 

8 270,269  59 

30,446  44 

Total  production  expenses 

$246,613  18 

$280,432  23 

$33,819  05 

Distribution  superintendence 

$6,784  9>5 

$9,692  61 

$2,907  66 

Distribution  supplies  andi  expenses.  . . . 

1,889  19 

3,134  30 

1,245  11 

Gas  meter  and  installation  work 

10,438  80 

16,856  31 

6,417  51 

Work  on  consumers’  premises 

8,365  04 

16,813  96 

8,448  92 

Repairs  of  gas  mains 

3,699  34 

4,411  07 

711  73 

Repairs  of  gas  services 

6,213  04 

5,143  03 

D 1,070  01 

Repairs  of  gas  meters  

10,437  38 

15,559  37 

5,121  99 

Repairs  of  distribution  tools  

812  21 

1,374  88 

562  67 

Repairs  of  gas  appliances  

5,711  71 

7,413  53 

1,701  82 

Total  transmission  and  distribu- 

tion expenses  

$54,351  66 

$80,399  06 

$26,047  40 

Street  lamp  operating 

Cr.  $1,300  67 

Cr.  $1,51,1  63 

D $240  96 

Street  lamp  repairs 

Cr.  $l,llf9  33 

820  93 

1,970  26 

Total  municipal  street  lighting  ex- 

penses   

Cr.  2,1,50  00 

Cr.  $720  70 

$1,729  30 

Commercial  administration 

$30,882  16 

$41,216  67 

$10,334  51 

Promotion  office  expense 

1.100  33 

3,996  61 

2,890  28 

Advertising 

621  SO 

182  43 

D 439  37 

Canvassing  and  soliciting 

2,038  00 

4,465  09 

2,427  09 

Total  commercial  expenses 

$34,642  29 

$49,854  80 

$15,212  51 

Salaries  and  expenses  of  general 

officers  

$5,450  00 

$6,700  00 

$1,250  00 

Salaries  and  expenses  of  general  office 

clerks  

2.803  15 

1,844  65 

D 958  50 

General  office  supplies  and  expenses.  . 

6,794  S3 

6,919  SO 

124  97 

General  law  expenses 

3,091  40 

4.766  66 

1,675  26 

Insurance  

3,981  60 

4,042  68 

61  OS 

Relief  departments  and  pensions 

1,327  55 

D 1,327  55 

General  amortization 

0 

fl 

Accidents  and  damages 

85  55 

592  40 

506  85 

8 From  Central  Union  Gas  company,  in  1909,  859,845,700  cu.  ft.  ; in  1910, 
1,009,648,800  cu.  ft. 

9 See  note  C,  Income  Account. 
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General  stationery  and  printing.  . 

Store  expenses  

Stable  expenses 

Inventory  adjustments  — balance 
Duplicate  charges  

Total  general  expenses 

Total  operating  expenses.... 


Taxes 

Assessed  and  charged  to  income. 

Real  estate  

Mains,  pipes  and  connections 

Special  franchise  

Gross  earnings 

Federal  income  

Paid  during  year  

Real  estate  

Gross  earnings  

Federal  income 

Special  franchise  


1909 


$298 

33 

305 

23 

1,704 

48 

1,104 

06 

Cr.  1,016 

88 

9 $25,989 

30 

9 359,140 

43 

1909 

$42,341 

02 

0,997 

39 

15,102 

36 

1.0,780 

40 

2,845 

28 

015 

59 

12,499 

22 

0,997 

39 

5,501 

83 

1910 

$2,572  82 
544  99 
974  89 
Cr.  5,720  88 
Cr.  1,036  32 


9 $22,201  09 


9 $432,107  08 


1910 

$45,597 

56 

5,607 

67 

15,821 

10 

19,336 

90 

3,654 

04 

10  1,177 

85 

107.280 

50 

5.607 

67 

3,654 

04 

752 

23 

11  97.260 

56 

Increase  or 
(D)  decrease 
$2,274  49 
239  70 
D 789  59 
D 0,824  94 
D 19  44 


D 3,787  01 


$73,020  65 


Increase  or 
(D)  decrease 
$3,256  54 
D 1,389  72 
718  74 
2,550  50 
808  76 
10  562  26 
94,781  28 
D 1,389  72 
D 1,847  79 
752  23 
97,206  50 


PHYSICAL  EQUIPMENT 

TForfcs  and  Holders. — Water-gas  sets  (not  in  operation),  2;  total  maximum 
rated  capacity  (estimated),  450  M.  cu.  ft.  (Details  in  Table  I.)  Coal-gas  plants 
(not  in  operation)  : Number  of  retorts,  36,  of  which  24  are  available  for  use; 

capacity  (estimated),  328  M.  cu.  ft.  (Details  in  Table  II.)  Holders,  4;  capacity, 
1,195  M.  cu.  ft.  (See  Table  IV.) 

Mains  (Dec.  31,  1910). — Transmission  pipe  line,  length  in  feet,  14,537;  no 
change  during  year.  (See  Table  V.)  Distribution  pipe  line,  length  in  feet,  800,104  ; 
net  increase  during  year  in  the  length  of  feet  in  use,  39, 127. 12  (See  Table  V.) 

Services. — Live  service  pipes  in  use  December  31,  1910,  number  11,080;  net 
increase  during  year,  073.  (See  Table  VI.) 

Meters. — Number  of  consumers’  meters  in  service  December  31,  1910,  33,130 ; 
increase  during  year,  0,027.  (See  Tables  VII  and  VIII.) 


OPERATING  STATISTICS 

Gas  Bought  and  Sold  (cu.  ft.). — On  hand  January  1,  1909,  none;  bought  in 
1909,  '859,845,700;  sold  (as  reported),  773,251,000;  used  by  respondent,  609,000; 
unaccounted  far  (indicated  but  not  actual),  85,984,500;  on  hand  December  31,  1909, 
none. 

Ilought  in  1910,  1,009, 648, S00  ; sold  (as  recorded),  907,388,500;  used  by  respond- 
ent, 1,295,400 ; unaccounted  for,  100,964,900 ; on  hand  December  31,  1910,  none. 
(See  Tables  Xl-XIIIa.) 

Materials. — For  cost  of  materials  on  hand,  see  balance  sheet  details  above. 

Accidents. — See  Tables  XXV-XXIX. 


9 See  note  0,  Income  Account. 

19  Includes  $130.04  which  has  been  erroneously  charged  to  this  account  as  it  is 
applicable  to  the  year  1909. 

11  In  addition  $25,778.01  was  paid  as  interest  on  unpaid  franchise  taxes. 

12  The  actual  number  of  feet  taken  up  or  abandoned  during  the  year  was 
7.213.  the  figures  here  us<>d.  The  figures  reported,  36,937.  include  29,724  feet 
written  off  from  capital  in  former  years,  but  not  deducted  from  mileage  until 
1910. 
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Employees. — General  officers,  3 ; salaries,  $5,450  in  1909  and  1910 ; all  other 
employees,  December  18,  1909,  full-time,  92 ; part-time,  66 ; December  17,  1910, 
full-time,  129  ; part  time,  37.  Salaries  and  wages,  in  1909,  $93,477.05  ; in  1910, 

$119,071.77.  (For  details  see  Tables  XXX-XXXIV.) 

Officers. — President,  George  W.  Doane ; First  Vice-President,  M.  M.  Graham ; 
Secretary  and  Treasurer,  Frederick  R.  De  Voe  ; General  Auditor,  George  McCormick. 

Directors. — J.  W.  Sterling,  H.  E.  Gawtry,  II.  B.  Hollins,  James  Jourdan  (de- 
ceased), G.  W.  Doane,  Chas.  G.  Francklyn,  George  B.  Cortelyou. 

Main  Business  Office. — 1815  Webster  avenue,  The  Bronx,  New  York  City. 


QUEENS  BOROUGH  GAS  AND  ELECTRIC  COMPANY 

This  company  was  incorporated  May  29,  1902,  under  article  VI  of  the  Trans- 
portation Corporations  Law  of  the  state  of  New  York,  and  by  a certificate  filed 
in  the  office  of  the  secretary  of  state,  September  19.  1902,  merged  The  Town  of 
Hempstead  Gas  and  Electric  Light  Company  and  the  Queens  Borough  Electric 
Light  and  Power  Company. 

Its  business  is  to  supply  gas  and  electric  energy  in  the  fifth  ward,  Borough  of 
Queens,  City  of  New  York,  and  in  the  southeastern  portion  of  the  town  of 
Hempstead,  Nassau  county,  including  in  the  latter  the  incorporated  villages  of 
Lawrence  and  East  Rockaway,  and  the  unincorporated  villages  of  Inwood,  Cedar- 
hurst,  Woodmere,  Hewlett,  Valley  Stream,  Lynbrook  and  Oceanside. 

The  company  has  no  investments  and  exercises  no  control  over  any  other  cor- 
poration. 

Stockholders. — Number  December  27,  1910,  9 ; in  New  York  state,  8,  holding 
19,900  shares.  Total  voting  power  (number  of  shares),  20,000  of  $100  par  value 
each.  Votes  cast  at  last  general  meeting,  January  9,  1911,  19,897,  all  cast  by 
Carleton  Macy,  of  which  6,971  were  on  behalf  of  himself  and1  12,926  on  behalf  of 
others. 

Changes  in  1909-1910. — No  additional  pawers  or  franchises  were  acquired. 
During  1909  the  service  lines  were  extended  to  cover  the  Belle  Harbor  section  of 
the  Rockaway  peninsula.  During  1910  two-phase  lines  were  extended  from  Wood- 
mere  to  South  Lynbrook,  replacing  single-phase  lines  formerly  in  use.  Street  light- 
ing lines  were  extended  from  C'edarhurst  to  Valley  Stream.  A number  of  additions 
were  made  to  both  the  gas  and  electric  plant.  [See  details  of  Fixed  Capital  in- 
stalled since  December  31,  1908.]  [During  1910  two  petitions  were  filed  with  the 
Commission  by  the  consumers,  each  purporting  to  contain  names  of  more  than 
100  consumers,  one  relating  to  gas  and  one  relating  to  electricity,  complaining  as 
to  rates  charged  by  the  company.  At  the  end  of  1910  the  matter  was  still  pending 
before  the  Commission.]  On  May  15,  1909,  L.  A.  Howland  entered  the  employ  of 
the  company  and  on  July  1,  1909,  assumed  the  duties  of  general  superintendent, 
taking  the  place  of  L.  B.  Sharp,  resigned. 


BALANCE  SHEET 


Increase  or 

Dec.  31,  1909 

Assets  Side 

Dec.  31,  1910 

(D)  decrease 

Current  assets  : 

$24,779 

43 

Cash 

$19,393  12 

D $5,386  31 

30,502 

60 

Accounts  with  City  of  New  York 

37,060  70 

6,558  10 

33,631 

84 

Consumers’  accounts  receivable. 

38,604  68 

4,972  84 

3,130 

20 

Other  accounts  receivable 

3,350  22 

220  02 

24,397 

19 

Materials  and  supplies 

26,230  99 

1,S33  80 

4,021,323 

91 

Fixed  Capital  December  31,  1908  — 

electric  and  gas 

4,002,198  14 

D 19,125  77 

75,709 

20 

Fixed  capital  installed  since  Decem- 

ber 31,  1908  — electric 

160,918  27 

85,209  07 

50,210 

59 

Fixed  capital  installed  since  Decem- 

ber 31,  1908  — gas 

111,416  47 

61.205  88 

3,093 

76 

Prepayments 

3,395  35 

301  59 

409 

02 

Suspense  

1,198  01 

788  99 

$4,267,187  74  Totals $4,403,765  95  $136,578  21 
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Increase  or 


Dec.  31,  1909 

Liabilities  Side 

Dec.  31,  1910 

(D)  decrease 

$8,533 

04 

Taxes  accrued  

$10,865  50 

$2,332 

46 

6,371 

39 

Interest  accrued  on  funded  debt.  . . . 

6,577  02 

205 

63 

579 

17 

Interest  accrued  on  unfunded  debt*.  . 

236  17 

D 343 

00 

70,000 

00 

Miscellaneous  bills  payable 

70,000  00 

23,888 

18 

Consumers’  deposits  — gas  and  elec- 

tric   

30,228  64 

6,340 

36 

36,988 

29 

Miscellaneous  accounts  payable 

62,490  72 

25,502 

43 

987 

46 

Other  unfunded  debt 

45  42 

D 942 

04 

2,017,500 

00 

Funded  debt  

2,033,000  00 

15,600 

00 

44,359 

33 

Accrued  amortization  of  capital. . . . 

105,421  23 

61,061 

90 

Casualties  and  insurance  reserve .... 

290  00 

290 

00 

32,406 

73 

Contractual  reserves  

41,171  48 

8,764 

75 

2,000,000 

00 

Stock  

2,000,000  00 

25,574 

16 

Corporate  surplus  

43,439  87 

17,865 

72 

$4,267,187 

74 

Totals  

$4,403,765  95 

$136,578 

21 

Fixed  Capital  December  31,  1908  ( electric  and  gas).1 — Balance  December  31,  1908, 
$4,027,588.47 ; charges  in  1909, 2 $17,772  ; withdrawals  and  retirements  in  1909, 
$23,926.16 ; other  credits  in  1909,  $110.40 ; balance  December  31,  1909,  $4,021,- 
323.91  ; withdrawals  and  retirements  in  1910,  $19,107.57  ; other  credits  in  1910, 
$18.20  ; balance  December  31,  1910,  $4,002,198.14. 

Description  of  Capital  Withdrawn. — One  6-ft.  water  gas  set  including  scrubber 
and  condenser,  $6,405  ; one  6-ft.  water  gas  set  without  scrubber  and  condenser, 
$6,200  ; 4 Kerr-Murray  purifiers,  $3,500  ; 1-15  h.  p.  turbo  blower,  $800  ; 1 No.  4 
10-in.  Mackenzie  exhauster,  $380 ; one  25  h.  p.  horizontal  engine,  $275  ; 2 Rand 
compressors,  $1,036;  1 No.  9 and  1 No.  6 blower,  $550;  3 pumps,  $282;  28,742  ft. 
No.  6 wire,  $456.68  ; 149  poles,  $1,919.18  ; 68,400  ft.  No.  4 wire,  $2,088.30  ; 2 horses 
sold,  $34.  During  1910  : 5,792  lbs.  Nos.  4 and  6 triple  braid,  $1,097.62  ; 1 station 

gas  meter,  capacity  40,000  cu.  ft.  per  hour,  $2,185  ; 1 pump,  $66  ; 12  transformers, 
$461.61  ; 66  gas  meters,  $399  ; 3 sets  transformer  coils,  $963  ; 1,745  ft.  of  2-in. 
and  450  ft.  of  1%-in.  wrought-iron  pipe,  $329.38;  863  Watt  meters,  $13,615.96. 

Fixed  Capital  Installed  Since  December  31,  1908. — See  Table  XXXIX. 

Description  of  Fixed  Capital  Installed  Since  December  31,  1908. — During  1909  : 
One  carburettor,  $6,760  ; labor  and1  material  for  erection  and  foundation  of  same, 
$479.93  ; 1 condenser,  $225  ; 50  per  cent  payment  on  steam  turbine,  $1,005  ; freight, 
etc.,  thereon,  $31.62  ; 1 automatic  governor  with  20-in  balance,  $1,429  ; 1 vertical 
gas  exhauster,  $1,350 ; angle  valve  for  20-in.  exhauster,  $464.99  ; 2 motor  cycles, 
2 horses,  2 wagons,  automobile,  set  of  harness  and  lamp  trimmer  cart,  $3,241.56 ; 
mains  laid  during  year,  $28,347.03  ; services,  $2,670.76;  meters  purchased,  $4,634.22*; 
driving  deep  water  well,  $4,062.44  ; 1 B.  & W.  boiler,  $8,617  ; 1 feed  water  heater, 
$1.224 ; 1 flue,  $71.15 ; piping,  cartage  and  labor  in  connection  with  furnaces, 
boilers  and  accessories,  $1,955  ; one  1,200  kw.  generator,  $6,100  ; cable  connections, 
$491.35 ; labor  and  sundries,  $1,366.52 ; insurance,  $15.25  ; 1 transformer  with 
4-watt  meters  and  6 current  transformers,  $1,355  ; cable,  cartage,  etc.,  $33.12  ; new 
substation  at  Rockaway  Beach  and  equipment,  $3,132.91 ; sundry  additions  and  re- 
placements to  line,  $10,582.03 ; transmission  line  from  plant  to  Rockaway  Beach 
substation,  $7,763 ; additions  and  replacements  to  overhead  distribution  system, 
$8,185.14  ; new  line  transformers,  $6,405.50 ; electric  services,  $2,783.43 ; electric 
meters,  $6,410.83 ; sundry  additions,  municipal  street  lighting  system,  $2,823.17 ; 
minor  projects,  electric,  $639.59  ; gas,  $1,284.26. 


1 Not  segregated  by  company. 

2 “Amounts  advanced  by  individuals  and  companies  in  connection  '-with  extension 
of  gas  mains  and  electrical  lines  same,  when  originally  paid,  having  been  erro- 
neously credited  to  ‘ Property  ’ account.  During  the  year  1909,  these  amounts  were 
charged  to  Fixed  Capital  account  and  credited  to  reserve  accounts  designated 
‘ Gas  main  reserve  ’ and  ‘ Electric  line  reserve.’  ” 
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During  1910  : Unimproved  parcel  of  land,  Edgewater  Crescent  and  Cedar  Lane, 

Far  Rockaway,  $9,171.42 ; unimproved'  land,  Clinton  street,  Far  Rockaway, 
$5,106.65 ; unimproved  land,  Edgewater  Crescent,  Far  Rockaway,  $7,052.96 ; part 
payment,  one  water  gas  set,  $6,750  ; labor  and  material  for  erection  of  foundation 

for  carburettor,  and  piping  to  water  gas  set,  $177.90 ; 50  per  cent  payment  on 

steam  turbine,  $1,005  ; foundation,  labor  and  piping  thereon,  $227.41 ; 1 gas  com- 
pressor, $5,264  ; labor,  pipe,  etc.,  $1,173.94  ; 20-in.  pipe  and  fittings  connecting  new 
exhauster,  $1,200.60 ; 1 No.  11  rotary  substation  meter,  200,000  cu.  ft.  capacity, 
$4,261.80  ; freight  and  labor,  $145.77  ; labor  and  material  erecting  foundation  for 
oil  tank,  $113.70  ; labor  and  material  installing  two  20-in.  angle  valves  and  one 
16-in.  hub  valve  to  holder,  $867.99 ; coal  charging  wagon,  hoisting  engine,  clam 

shell  bucket,  lumber,  blocks,  ironwork,  labor,  etc.,  $843.65  ; one  Cameron  pump,  $100  ; 

pipe  covering,  $50.38  ; labor,  material  and  cartage  for  pipe  from  turbine  ta  boiler, 
$374.96  ; 1 horse,  1 bicycle,  two  motor  cycles,  auto  surrey  seat,  filing  cabinet, 
$762.70  ; labor  and  material  erecting  foundation  for  new  purifier,  $791.47  ; ancillary 
piping,  $692.57  ; mains  laid  during  year,  $29,254.37  ; gas  services,  $1,471.06 ; gas 
meters,  $5,690.62 ; cedar  tank,  etc.,  beam  work  and  floor  plates,  installing  sewer 
pipe  for  drainage,  $1,516.31  ; 1 pressure  pump,  pipe,  freight,  etc.,  $1,064.73 ; 1 
G.  E.  tub  transformer,  $1,105;  three  7%  amp.  tub  colls,  $963;  2 regulators, 
$805.59 ; labor,  etc.,  $61.36 ; additions  to  pole  lines,  $8,372.54 ; additions  to  over- 
head distribution  system,  $6,857.94 ; line  transformers  and  devices,  $8,061  ; new 
services,  $3,215.80 ; electric  meters,  $20,289.87 ; additions  to  electric  street  light- 
ing system,  $11,083.26  ; minor  projects  — gas,  $678.13  ; electric,  $266.39. 


Materials  and  Supplies 


Book  value  December  31, 


Electric  : 

1909 

1910 

Steam  coal  

$3,086 

96 

$3,383 

33 

Carbons  

101 

60 

76 

97 

Arc  globes  

49 

88 

47 

86 

Incandescent  lamps  

404 

12 

2,137 

66 

Wire  and  cable 

344 

93 

1,353 

68 

Poles  

70 

673 

77 

Service  stock  

716 

75 

1,219 

36 

Merchandise 

81 

198 

55 

Transformer  coils 

176 

00 

Gas  : 

Steam  coal 

691 

78 

1,253 

19 

Gas  coal 

55 

5,859 

69 

Gas  oil  

531 

33 

1,589 

96 

Tar  

519 

00 

Purifying  material  

1,009 

05 

1,226 

31 

Main  stock  

96 

4,334 

57 

Service  stock  

822 

77 

934 

26 

Merchandise 

IS 

50 

973 

S4 

Cement 

50 

273 

00 

Total  

$24,397 

19 

$26,230 

99 

' 

Prepayments. — December  31,  1909:  Insurance,  $2,485.96;  rents,  $52.04;  water, 

$58.35 ; advertising,  $283.33 ; stable  expenses,  $68.24 ; association  dues,  $145.84 ; 
total.  $3,093.76.  December  31,  1910:  Insurance,  $3,033.04;  rents,  $14.48;  water, 

$33.32  ; advertising,  $314.51  ; total,  $3,395.35. 

Suspense. — December  31,  1909,  expenses  in  connection  with  preparation  for  ship- 
ment of  dismantled  6'  water  gas  set,  $409.02  ; December  31,  1910,  deferred  charge 
to  operating  expenses  in  connection  with  dredging  channel  to  afford  an  intake  for 
water  for  condenser  purposes  at  electric  plant,  $1,198.01. 
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Details  of  Liabilities  and  Credit  Balances 


Taxes  Accrued:  Dec.  31,  1909 

Real  estate  $2'S2  48 

Special  franchise  9,207  13 

Gross  earnings,  state 229  43 


Total  3 4 a Q4 

Bills  Payable: 

Loans  from  banks,  due  on  demand  at  5 per  cent.  . . . 70,000  00 

Consumers’  Deposits: 

Electric  and  gas : 1909  1910 


Added  during  year....  $37,987  SI  $46,073  53 

Refunded  during  year.  31,926  82  39,733  17 


Net  increase  $6,060  99  $6,340  36 


Balance  5 23,888  18 

Interest  paid  on  de- 
posits refunded..  $139  30  $217  69 

(For  number  of  deposits,  see  Table  XL.) 


Dec.  31,  1910 
$169  26 
10,584  49 


4 $10,753  75 
70,000  00 


30,228  54 


Funded  Debt. — Tliirty-year  first  mortgage  bonds,  Queens  Borough  Electric  Light 
and  Power  Company,  issued  April  1,  1898,  interest  at  5 per  cent  payable  April  and 
October ; ‘authorized  and  issued  $2150,000 ; cash  realized,  not  known  ; par  value  of 
amount  outstanding,  $250,000;  interest  accrued  during  1909,  $12,500  (paid);  in- 
terest accrued  during  1910,  $12,500  (paid)  ; accrued  and  not  yet  due,  1909,  $3,125  ; 
1910,  $3,125.  Trustee,  Colonial  Branch,  Trust  Company  of  America,  New  York  City. 

Forty-year  first  mortgage  bonds  of  Town  of  Hempstead1  Gas  and  Electric  Light 
Company,  issued  February  1,  1901,  interest  at  5 per  cent  payable  February  and 
August ; authorized  and  issued,  $150,000  ; cash  realized,  not  known  ; par  value  of 
amount  outstanding,  $150,000 ; interest  accrued  during  1909,  $7,500.02 ; paid, 
$7,500;  interest  accrued  during  1910,  $7,500  (paid)  ; accrued  and  not  yet  due,  1909, 
$3,125.02  ; 1910,  $3,125.  Trustee,  Wm.  Kealhofer,  Hagerstown,  Md. 

Fifty-year  general  mortgage  bonds  of  the  company,  dated  July  1,  1902,  interest 
at  5 per  cent  payable  July  and  January;  authorized,  $2,000,000;  issued,  $1,600,000; 
par  value  of  amount  outstanding,  $1,600,000  ; interest  accrued  during  1909,  $80,000 
(paid);  interest  accrued  during  1910,  $80,000  (paid).  “Of  the  $2,000,000  issue 
of  bonds  authorized  $400,000  are  held  by  the  company  to  retire  the  underlying 
companies’  bonds  of  equal  amount,  $1,200,000  were  issued  to  acquire  the  capital 
stock,  property  and  franchise  rights  of  Queens  Borough  Elective  Light  and  Power 
Company  and  the  Town  of  Hempstead  Gas  and  Electric  Light  Company,  $280,000 
were  sold  at  97  and  the  balance  of  $120,000  at  par.”  Trustee,  Guaranty  Trust 
Company,  New  York  City. 

A mortgage  on  the  office  building  of  the  company,  $17,500,  made  November  10, 
1906,  interest  at  5 per  cent  payable  May  and  November  10  ; due  November  10,  1911  ; 
interest  accrued  during  1909,  $874.93;  paid,  $875;  interest  accrued  during  1910, 
$875  (paid). 

Tlirec-year  mortgages  on  land  devoted  to  electric  purposes  : $7,500  issued  Sep- 

tember 19,  1910,  interest  at  5%  per  cent  payable  March  and  September  19  ; in- 
terest accrued  during  1910,  not  yet  due,  $113.46  ; $5,000  issued  October  5,  1910, 
interest  at  6 per  cent  payable  March  and  September  19,  interest  accrued  in  1910, 
not  yet  due,  $71.67  ; $3,000  issued  November  19,  1910,  interest  at  6 per  cent  pay- 
able May  and  November  1,  interest  accrued  in  1910,  not  yet  due,  $20.50. 


3 Two  tax  items  aggregating  $1,186  were  charged  direct  to  operating  expenses  in 
December.  1908,  and  therefore  are  not  included  in  the  tax  liability  account  Decem- 
ber 31,  1909. 

4 The  difference  of  $111.75  between  the  total  as  shown  above,  $10,753.75,  and 
that  shown  for  taxes  accrued  on  balance  sheet  is  due  to  the  fact  that  estimated 
figures  were  used  for  special  franchise  taxes  for  ffhe  village  of  Lawrence  and 
town  of  Hempstead  pending  receipt  of  bills  showing  actual  amounts  levied. 

5 The  consumers’  deposit  account  is  carried  in  special  fund  deposited  in  bank 
on  which  interest  is  allowed.  The  interest  thus  accrued  amounted  to  $266.53 
for  1909  and  $318.86  for  1910.  The  difference  between  amounts  o>f  interest 
accrued  and  those  paid  to  the  consumers  remains  in  the  fund. 
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Stocks. — Common,  authorized,  issued  and  outstanding,  20,000  shares  of  the  par 
value  of  $100  each  ; $1,000  issued  for  cash,  balance  issued  for  property  ; no  divi- 
dends declared  or  paid. 

Accrued  Amortization  of  Capital. — Credits  in  1909,  $47,392.52  (166,062  M.  cu.  ft. 
of  gas  made  at  15  cents  and  2,843,075  kw.  hrs.  generated  at  1.5  cents  less  $7,225.92 
gas  repairs  and  $12,936.98  electric  repairs)  ; debits  in  1909,  $3,033.19  (amortization 
applicable  to  period  subsequent  to  December  31,  1908,  in  connection  with  fixed 
capital  retired  from  service  December  31,  1909,  gas  department,  $2,620.85  ; electric, 
$412.34)  ; balance  December  31,  1909,  $44,359.33. 

Credits  in  1910,  $64,301.44  (on  basis  of  20  cents  per  M.  cu.  ft.  gas  made  less 
repairs  and  1.5  cents  per  kw.  hr.  generated  less  repairs)  ; debits  in  1910,  $3,239.54 
(amortization  or  depreciation  on  fixed  capital  withdrawn)  ; balance  December  31, 
1910,  $105,421.23. 

Contractual  Reserves. — Gas  main  reserve : Amounts  advanced  by  companies  and 

individuals  for  extensions  of  gas  mains,  which  amount  is  refunded  from  time  to 
time  on  basis  of  monthly  sales  of  gas.  Amount  January  1,  1900,  $33,491.50 ; 
refunds  during  year,  $1,317.77  ; balance  December  31,  1909,  $32,173.73 ; refunded 
during  year  1910,  $1,155;  credits  during  year,  $9,581.75;  balance  December  31, 
1910,  $40,600.48.  Electric  line  reserve : Amounts  advanced  by  companies  and 

individuals  for  extensions  of  pole  lines,  which  amount  is  refunded  from  time  to  time 
on  basis  of  sales  of  electric  current.  Balance  January  1,  1910,  $233  ; credits  dur- 
ing 1910,  $338  ; balance  December  31,  1910,  $571. 

Optional  Reserve .—  Reserve  created  to  take  care  of  additional  premiums  on 
policies  of  liability  insurance,  balance  December  31,  1910,  $290. 


INCOME  ACCOUNT 

1909  1910 


Item 

Operating  revenues,  electric 

Revenue  deductions,  electric 


Operating  expenses $119,635  25 

Taxes  7,634  00 

Uncollectible  bills  65  38 


Operating  income,  electric.  . . . 


\ t \ 

Total  Item  Total 

$209,067  12  $247,637  90 

127,334  63  165,293  86 

0 $157,765  79  

6,177  59  

1,350  48  


$81,732  49  $82,344  04 


Operating  revenues,  gas 
Revenue  deduction,  gas. 


Operating  expenses 109,495  35 

Taxes 4,436  10 

Uncollectible  bills  84  64 


Operating  income,  gas 

Total  operating  income.. 
Non-operating  revenues  : 

Rent  revenues  (office 


building)  2,262  50 

Interest  on  bank  deposits, 

etc 86  07 

Miscellaneous  revenues  . . 303  24 


$183,667  93  $205,913  65 

114,016  09  157,768  85 

c 151.626  83  

5,777  83  

364  19  


$69,651  84  $48,144  80 


$151,384  33  $130,488  84 


2,722  50 
102  28 


Total  non-operating 


revenues  $2,651  81 

Non-operating  revenue  de- 
ductions : Rent  expense  271  89 


$2,824  78 
577  39 


Non-operating  income 


2,379  92 


2,247  39 


6 Include  extraordinary  expenses^  in  connection  with  rate  cases,  viz.  : Electric 
department,  $14,057.45  ; gas,  $14,057.46. 
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1909 


Item  Total 

Gross  income  applicable  to 
corporate  or  leased  proper- 
ties   $153,764  2-5 

Deductions  from  gross  income  104,180  46 


Interest  on  funded  debt.  $100,874  95 

Interest  on  loans 2,571  50 

Interest  on  gas  main  re- 
serve   333  50 

Miscellaneous  rents 400  51 


1910 


Item  Total 


$132,736  23 

105,254  69 

$101,080  63  

3,401  44  


350  08 
422  54 


Net  corporate  income 


$49,583  79 


$27,4-81  64 


Corporate  Surplus  or  Deficit  Account 


Deficit  January  1,  1909 $4,617  52  

Balance  transferred  from  1909  income  account $49,583  79 

Bad  debts  collected 81  00 


Other  additions  to  surplus  (“  Woodmere  Land  Assn,  gas 
guarantee,  1908,  $391.01  ; N.  Y.  & N.  J.  Tel.  C'o., 
error  in  bills,  1908,  $376.63;  West  Rockaway  Land 
Co.,  gas  guarantee,  1908,  $176.67  ; Sheffield  Farms  Co., 
average  bill  for  current  consumed,  1908,  account 


wrong  connection,  $21.60  ”) 965  91 

Expenses  elsewhere  unprovided  for 704  50  

Bad  debts  written  off 372  23  

Other  deductions  from  surplus  (“Accounts  paid,  properly 
chargeable  to  1908,  $993.60  ; loss  in  connection  with 

fixed  capital  retired  from  service,  $18,368.80  ”) 19,362  30  

Surplus  December  31,  1909  25,5  74  15  


$50,630  70  $50,630  70 


Surplus  December  31,  1909 $25,574  16 

Balance  transferred  from  1910  income  account 27,4-81  54 


Other  additions  to  surplus  (“  Cancellation  of  portion  of 
voucher  covering  taxes  charged  to  operating  expenses 


December,  1908,  $963.12 ; rebate  in  connection  with 
taxes  accrued  and  charged  to  operating  expenses, 

1909,  $2,225.09  ; proceeds  from  sale  of  apparatus  re- 
tired from  service  1909,  $432.62  ”) 3,620  S3 

Expenses  elsewhere  unprovided  for $346  06  

Bad  debts  written  off 495  29  

Other  deductions  from  surplus  (“Accounts  paid  properly 
chargeable  to  1909,  $334.68 ; charged  to  corporate 
surplus,  loss  in  connection  with  fixed  capital  retired 

from  service  during  1910,  $12,060.62  ”) 12,395  30  

Surplus  December  31,  1910 43,439  87  


$56,676  52 


$56,676  52 
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Operating  Revenues 

Quantity  (kw.  hr.) 


Amount  of  revenue 


Sales  of  Electric  Current 
Municipal  street  lighting  — arc 
Municipal  street  lighting  — in 

candescent 

Lighting  municipal  buildings 
Municipal  heat  and  power.  . 
Commercial  metered  lighting 
Commercial  metered  power.  . 


Merchandise  and  jobbing  revenue. 
Sales  of  by-products 


1909 

1910 

1909 

1910 

' 

432,095  ) 

f $24,885 

82 

$21,051 

64 

' j 

► 681,610 . 

! 

[ 6,979 

23 

21,326 

84 

16,543 

17,514 

1,654 

35 

1,751 

45 

2,130 

1,660 

189 

25 

140 

20 

1,118,753 

1,224,493 

158,318 

08 

177,240 

39 

304,278 

529,080 

16,431 

08 

25,073 

48 

. 1,873,799 

2,454,357 

$208,457 

81 

$246,584 

00 

594 

56 

866 

53 

14 

75 

187 

37 

$209,067 

12 

$247,637 

90 

Quantity  (M.  cu.ft.) 


Amount  of  revenue 


Sales  of  Gas 

Municipal  street  lighting.... 
Lighting  municipal  buildings. 
Municipal  heat  and  power.  . . . 

Prepaid  gas  

Commercial  metered  lighting. 
Commercial  heat  and  power.  . 
Street  lighting : Individuals 

companies  


and 


Total  sales  of  gas 

Merchandise  and  jobbing  revenue 


Total  gas  revenues. 


> 

1909 

1910 

1909 

1910 

4,093 

4,401 

$3,069  54 

$3,299 

55 

2,175 

2,286 

1,630  28 

1,715 

18 

3 

1 

1 98 

99 

10,681 

9,307 

13,949  32 

12,098 

66 

122,050 

140,013 

158,528  86 

182,338 

28 

1,035 

694 

1,307  86 

867 

61 

1,547 

1,733 

3,365  95 

3,771 

51 

141,584 

158,435 

$181,853  79 

$204,091 

78 

1,814  14 

1,821 

87 

$183,667  93 

$205,913 

65 

Operating  Expenses 


Increase  or 


Electric : 

Power  plant  labor 

Fuel  for  power 

Water  for  steam  power  and  gas. 

Lubricants  for  power 

Station  supplies  and  expenses . . . 
Repairs  of  power  plant  buildings 
Repairs  of  furnaces  and  boilers.  . 
Repairs  of  steam  equipment  .... 
Repairs  of  power  plant  electric 

equipment 

Miscellaneous  station  repairs.  . 


Total  production  expenses.  . 

Maintenance  of  transmission  line 

■Substation  labor 

Substation  supplies  and  expenses 
Repairs  of  substation  buildings.  . 
Repairs  of  substation  equipment. 


1909 

1910 

(Dj  decrease 

$9,856  26 

$9,883  16 

$26  90 

29,462  00 

34,934  65 

5,472  65 

2,032  04 

835  9S 

D 1,196  06 

1,181  88 

1,510  63 

328  75 

975  66 

1,960  71 

985  05 

270  37 

1,010  27 

739  90 

4.346  83 

5,393  36 

1.046  53 

808  84 

3,104  87 

2,296  03 

340  04 

275  87 

D 64  17 

227  09 

115  20 

Dill  89 

$49,501  01 

$59,024  70 

$9,523  69 

$19  95 

$46  03 

$26  08 

167  31 

277  24 

109  93 

68  88 

33  49 

D 35  39 

15  27 

D 15  27 

19  39 

48  29 

28  90 

$290  80 

$405  06 

$114  25 

Total  transmission  expenses . . 
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Increase  or 


1909 

1910 

(D)  decrease 

Electric  distribution  superintend- 

ence  

$1,1.58  29 

$1,289  36 

$131  07 

Electric  distribution  office  and 

superintendence  

22  32 

592  74 

570  42 

Setting  and  removing  meters  and 

transformers  

2,598  98 

3,369  53 

770  65 

Distribution  pole  and  fixture  re- 

pairs  

2,166  69 

4,364  08 

2,197  39 

Repairs  of  distribution  mains.  . . . 

2,658  00 

2,748  19 

90  19 

Repairs  of  electric  services 

174  53 

1,226  57 

1,052  04 

Repairs  of  transformers 

36  42 

118  26 

81  84 

Electric  meter  operation  and  re- 

pairs  

1,681  61 

1,258  29 

D 423  32 

Total  distribution  expenses . . . 

$10,496  84 

$14,967  02 

$4,470  18 

Commercial  arc  operation 

$23  76 

$49  73 

$25  97 

Commercial  arc  repairs 

13  25 

10  07 

D 3 IS 

Commercial  incandescent  operation 

3,037  03 

2,077  72 

D 959  31 

Consumers’  installation  expenses.. 

95  07 

95  07 

Municipal  street  arc  operation... 

1.243  46 

1,081  08 

D 162  38 

Municipal  street  arc  repairs 

929  10 

1,174  63 

245  53 

Municipal  street  incandescent 

operation 

643  06 

1,252  49 

609  43 

Municipal  street  incandescent  re- 

pairs  

57  10 

1,012  68 

955  58 

Total  utilization  expenses.  . . . 

$5,946  76 

$6,753  47 

$806  71 

Commercial  administration 

$3,813  16 

$4,241  57 

$428  41 

Advertising 

689  95 

715  95 

26  00 

Total  commercial  expenses... 

$4,503  11 

$4,957  52 

$454  41 

Total  direct  operating  expenses 

$70,738  52 

$86,107  76 

$15,369  24 

Gas  making  labor 

$7,662  82 

$7,928  17 

$265  35 

Boiler  fuel 

5,423  73 

11,080  56 

5,656  83 

Water 

46  65 

80  03 

33  38 

Generator  fuel  

15,410  64 

17,896  99 

2,486  35 

Water  gas  oil 

23,809  37 

26,047  47 

2,238  10 

Purification  supplies  

41  50 

607  74 

566  24 

Miscellaneous  works  expense 

815  73 

1,218  44 

402  71 

Repairs  of  works  and  station  struc- 

tures   

622  60 

773  88 

151  28 

Repairs  of  power  plant  equipment 

1.480  30 

1,923  71 

443  41 

Repairs  of  gas  apparatus 

1,881  36 

1,282  32 

D 599  04 

Repairs  of  works  tools 

184  84 

354  84 

170  00 

Gas  storage 

479  10 

920  76 

441  66 

Residuals  produced 

Cr.  2,230  50 

D 2,230  50 

Total  production  expenses .... 

$57,858  64 

$67,884  41 

$10,025  77 

Transmission  pumping  

$15  00 

D $15  00 

Distribution  superintendence 

1,088  04 

$1,135  95 

47  91 

Distribution  supplies  and  expenses 

237  91 

274  43 

36  52 

Gas  meter  and  installation  work. 

4,913  17 

5,029  53 

116  36 

Work  on  consumers’  premises 

827  05 

964  50 

137  45 

Repairs  of  gas  mains 

1,231  14 

2,473  33 

1,242  19 
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Increase  or 


1909 

1910 

(D)  decrease 

Repairs  of  gas  services 

Repairs  of  gas  meters 

Repairs  of  distribution  tools 

$751  80 
1,106  33 
40  20 

$681  16 
841  48 
68  45 

D $70  64 
D 264  85 
28  25 

Total  transmission  and  dis- 
tribution expenses 

$10,210  64 

$11,468  83 

$1,258  19 

Street  lamp  operating 

Street  lamp  repairs 

$1,864  68 
12  41 

$1,889  51 
Cr.  b33  8b 

$24  83 
D 446  25 

Total  municipal  street  light- 
ing expenses  

$1,877  09 

$1,455  67 

D $421  42 

Commercial  administration 

Advertising 

$4,644  98 
532  54 

$5,057  96 
725  95 

$412  98 
193  41 

Total  commercial  expenses... 

$5,177  52 

$5,783  91 

. $606  39 

Total  direct  operating  expenses 

$75,123  89 

$86,592  82 

$11,468  93 

1909 

1910 

Electric 

Gas 

Electric 

Gas 

and  electric: 

operations 

operations 

operations 

operations 

Salaries  and  expenses  of  general 

officers 

$5,514  00 

$5,514  00 

$5,568  80 

$5,568  77 

Salaries  and  expenses  of  general 

office  clerks 

2,399  61 

2,368  57 

3,626  90 

3,655  48 

General  office  supplies  and  expenses. 

723  35 

806  37 

914  36 

917  63 

General  law  expenses 

185  45 

185  45 

7 7, 392  65 

7 6,617  66 

Miscellaneous  general  expenses.  . . . 

2,446  47 

2,382  12 

7 11,389  00 

7 11,003  50 

Insurance 

3,359  91 

1,235  65 

4,346  79 

1,663  46 

General  amortization 

29,709  14 

17,683  38 

32,731  96 

31,569  48 

Accidents  and  damages 

76  00 

660  00 

10  00 

General  stationery  and  printing . . . 

1,140  38 

1,114  84 

1,281  14 

1,382  21 

Store  expenses 

328  38 

318  53 

752  31 

720  24 

Stable  expenses 

3,090  04 

2,686  55 

2,742  36 

1,925  5S 

Inventory  adjustments — Balance . . 

:r.  • 

251  76 

Total  general  expenses 

$48,896  73 

$34,371  46 

$71,658  03 

$65,034  01 

Total  operating  expenses 

$119,635  25 

$109,495  35 

$157,765  79 

$151,626  83 

Increase  or 

ves: 

1909 

1910 

(D)  decrease 

Levied  during  year 

$11,899  03 

$11,843  67 

v.  D $55  36 

Real  estate  

.2,980  25 

3,284  25 

304  00 

Special  franchise 

7,094  51 

6,348  40 

D 746  11 

Gross  earnings,  state.  . . . 

1,720  75 

1,762  83 

42  08 

Real  property 

103  52 

108  64 

5 12 

Federal  corporation  

339  55 

339  55 

7 Includes  extraordinary  expenses 
the  Commission,  as  follows : 


in  connection  with  rate  case  pending  before 

Electric.  Gas.  Total. 

$7,684  20  $7,684  20  $15,868  58 

1,204  17  1,204  18  2,408  35 

5,168  00  5.168  00  10,337  98 


Engineers  . 
Accountants 
Attorneys  . 


$14,057  45  $14,057  46  $28,114  91 
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Increase 

or 

Taxes: 

1909 

1910 

(D)  decre 

ase 

Charged  to  income  8 

$12,070 

10 

$11,955 

42 

D $114 

68 

Electric  department  

00 

6,177 

.59 

D 1,456 

41 

Gas  department  

4,436 

10 

5,777 

83 

1,341 

73 

Paid  during  year 

4,622 

75 

7,397 

87 

2,775 

12 

Real  estate 

2,798 

48 

3,323 

61 

525 

13 

Gross  earnings,  state 

1,720 

75 

1,992 

26 

271 

51 

Real  property  

£)i2 

108 

64 

5 

12 

Internal  revenue 

339 

55 

339 

55 

Special  franchise 

1,633 

81 

1,633 

81 

PHYSICAL  EQUIPMENT  — ELECTRIC 

Poiver  Plant  Equipment. — Installed  during  1909  : One  water  tube  boiler,  rated 

capacity,  600  li.  p.  ; 1 feed  water  heater,  rated  capacity,  3,000  h.  p.  ; 1 motor- 
driven  exciter,  capacity,  60  kw.  ; 2 station  transformers,  capacity,  400  kw.  ; 4 trans- 
formers, total  capacity,  400  kw.  Installed  during  1910  : 1 street  lighting  trans- 

former, capacity,  80  kw.  Withdrawals,  in  1909  and  1910,  none.  (For  number  of 
units,  kind  and  capacity  in  service  December  31,  1910,  see  Table  XV.) 

Circuits. — See  Table  XVI. 

Poles,  Line  Transformers  and  Services. — - See  Table  XVII. 

Meters. — Number  of  consumers’  meters  in  service  December  31,  1910,  2,003 ; 
increase  over  1909,  322.  For  details,  see  Table  XVIII  A & B.  For  disposition  of 
meters  owned,  see  Table  XIX. 


PHYSICAL  EQUIPMENT  — GAS 

Works  and  Holders. — Water  gas  sets,  2 ; capacity,  3,100  M.  cu.  ft.  (details  in 
Table  I).  Holders,  5;  total  capacity,  830  M.  cu.  ft.  (details  in  Table  IV). 

Mains  (December  SI,  1910 )• — -Transmission  pipe  line,  length  in  feet  (approxi- 
mately), 61,580;  distribution  pipe  line,  length  in  feet  (approximately),  419,034; 
net  increase  during  1910,  57,759.  (See  Table  V.) 

Services. — Live  service  pipes  in  use  December  31,  1910,  5,794;  net  Increase 
during  year,  796.  (See  Table  VI.) 

Meters. — Number  of  consumers’  meters  in  service  December  31,  1910,  3,812; 
increase  during  year,  340.  (S'ee  Tables  VII  and  VIII.) 


OPERATING  STATISTICS 

Electric  Current  Generated  and  Sold  (kw.  hrs.). — Generated  in  1909,  2,853,075; 
sold  in  1909,  1,873,799 ; used1  by  respondent,  30,942 ; lost  and  unaccounted  for, 
948,334  ; generated  in  1910,  3,627,200  ; sold  in  1910,  2,454,357  ; used  by  respondent, 
51,571  ; lost  and  unaccouunted  for,  1,121,272.  (.See  Table  XXIII.) 

For  other  operating  statistics,  see  Table  XX,  Connected  load;  Table  XXI,  Electric 
current  generated  and  fuel  consumed ; Table  XXII,  Maximum  peak  load ; 
Table  XXIV,  Consumption  of  electric  current  by  companies  and  boroughs  ; Table 
XXIVa,  Consumption  of  electric  current,  public  lighting  (1910). 

Materials  (Electric). — On  hand  January  1,  1909,  40,4'60  cwt.  of  bituminous  coal; 
received  during  1909,  168,283  cwt.  bituminous  ; used  in  1909,  184,986  (used  else- 
where, 157)  ; on  hand  December  31,  1909,  23,600  cwt.  received  in  1910,  218,424  cwt. 
of  bituminous  coal ; used,  219,090  cwt.  ; used  elsewhere,  1,371  cwt.  ; on  hand  Decem- 
ber 31,  1910,  21,563  cwt.  ; for  cost  of  materials  on  hand,  see  Balance  Sheet  details 
above. 


8 Included  in  1909  tax  charges  is  $196.97,  amount  shown  in  prepayments  for 
the  year  1908  and  charged  out  in  1909  : the  difference  of  $111.75  between  amount 
levied  and  amount  charged  to  taxes  in  1910,  is  due  to  the  fact  that  an  estimated 
figure  was  used  for  some  of  the  tax  items  pending  receipt  of  bills  showing  actual 
amounts. 
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Gas  Made  and  Sold  ( cu . ft.). — On  hand  January  1,  1909,  390,000;  made  in  1909, 
166,062,000  ; sold  in  1909,  141, 584.000 ; used  by  respondent,  494.000;  on  hand 
December  31,  1909,  373,000  ; unaccounted  for,  24,001,000  ; made  in  1910,  199,911,000  ; 
sold  in  1910,  158,435,400;  used  by  respondent,  391,800;  on  hand  December  31, 
1910,  310,000;  unaccounted  for,  41,146,800.  (See  Tables  Xl-XIIIa). 

Materials. — Materials  used,  see  Table  IX;  materials  on  band  December  31,  1910: 
Boiler  fuel,  391  long  tons  of  coal ; generator  fuel,  1,274  long  tons  of  coal ; gas  oil, 
66,598  gallons  ; iron  oxide,  5,000  bushels  ; water  gas  tar,  34,600  gallons  ; for  cost  of 
materials,  see  Balance  Sheet  details  above. 

Accidents. — See  Tables  XXV-XXIX. 

Employees. — Salaries  of  general  officers  in  1909,  $10,775  ; in  1910,  $10,475.04. 
All  other  employees,  December  18,  1909,  full-time,  69  ; .part-time,  6 ; December  17, 
1910,  full-time,  80  ; part-time,  16  ; total  compensation  .paid  to  officers  and  employees, 
in  1909,  $75,627.37;  in  1910,  $88,153.93.  (For  details,  see  Tables  XXX-XXXIV.) 

Officers. — President  and  General  Manager,  Carleton  Macy ; Vice-President,  II. 
Hobart  Porter ; Secretary  and  Treasurer,  James  A.  Mooney  ; Attorney,  Eugene  D. 
Hawkins ; General  Superintendent,  L.  A.  Howland. 

Directors. — Alfred  H.  Bronson,  George  D.  Gregory,  Eugene  D.  Ilawkins.  V. 
Everit  Macy,  Carleton  Macy,  James  A.  Mooney,  Harrison  S.  Colburn. 

Main  Business  Office. — 347  Central  avenue,  Far  Rockaway. 


RICHMOND  HILL  AND  QUEENS  COUNTY  GAS  LIGHT  COMPANY 

Incorporated  on  February  18,  1896,  under  article  6,  section  60,  of  the  Trans- 
poration  Corporations  Law  of  the  State  of  New  York,  and  supplies  Ward  4,  Bor- 
ough of  Queens,  section  known  as  Richmond  Hill,  with  water  gas.  The  entire 
capital  stock  is  owned  by  The  Brooklyn  Union  Gas  Company. 


Stockholders. — Number  April  11,  1910,  5,  all  residing  in  New  York  state.  Total 
voting  power  (number  of  shares),  10.000  of  $25  par  value  each,  all  owned  by  The 
Brooklyn  Union  Gas  Company. 

Changes  in  1909—1910. — No  additional  powers  or  franchises  were  acquired. 
Details  of  new  mains  laid  are  shown  in  Table  V.  On  October  20,  1910,  the  fol- 
lowing changes  were  made  in  the  company’s  officers  : A.  F.  Staniford,  former  sec- 

retary and  treasurer,  elected  vice-president,  vice  W.  K.  Rossiter,  deceased ; F.  B. 
Jourdan  elected  secretary,  vice  A.  F.  Sitaniford  ; J.  II.  Benedict,  former  assistant 
secretary  and  treasurer,  elected  treasurer,  vice  A.  F.  .Staniford  ; James  Gilmer  elected 
auditor;  Frederick  R.  Wogan  elected  assistant  secretary,  vice  J.  II.  Benedict;  T.  r. 
Payne,  Jr.,  elected  assistant  treasurer,  vice  J.  II.  Benedict. 

On  September  1,  1909,  The  Brooklyn  Union  Gas  Company  reduced  the  price  of 
gas  sold  to  this  company  from  60  cents  to  50  cents  .per  M.  cu.  ft. 


BALANCE  SHEET 


Dec.  31,  1909 


Assets  Side 
Current  assets  : 


Dec.  31,  1910 


Increase  or 
(D)  decrease 


$10,654  07 


36,697 

79 

4.773 

10 

2,644 

01 

343,444 

S4 

8,265 

27 

37 

50 

261 

87 

$406,778 

4o 

Cash  

Accounts  receivable  with  asso- 
ciated companies 

Accounts  with  City  of  New  York 
Consumers’  accounts  receivable. 

Other  accounts  receivable 

Materials  and  supplies 

Fixed  Capital  December  31,  1908.  . . 
Fixed1  capital  installed  since  Decem- 
ber 31,  1908 

Special  deposits 

Prepayments  (insurance) 


$14,334 

80 

$3,6S0 

73 

5,418 

05 

5,418 

05 

3,365 

45 

D 33,332 

34 

5,551 

40 

778 

30 

5 

33 

5 

33 

2,97S 

86 

334 

85 

341,269 

62 

D 2,175 

2*> 

23,074 

17 

14,808 

90 

100 

00 

62 

50 

249 

56 

D 12 

31 

$396,347 

24 

D $10,431 

21 

Total 
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Dec.  31,  1909  Liabilities  Side  Dec.  31,  1910 

$6,581  38  Taxes  accrued $520  79 

17,646  01  Owing  to  associated  companies 

10,585  52  Consumers’  deposits 11,718  12 

3,059  93  Miscellaneous  accounts  payable 1,156  10 

11,026  40  Accrued  amortization  of  capital....  22,965  86 

250,000  00  Stocks  250,000  00 

107,879  21  Corporate  surplus * 109,986  37 


Increase  or 
(D)  decrease 

D $6,060  59 
D 17,646  01 
1,132  60 
D 1,903  83 
11,939  46 


2,107  16 


$406,778  45  Total 


$396,347  24  D $10,431  21 


Details  of  Assets  and  Debit  Balances 

Fixed  Capital  December  31,  1908 


Item 

Franchises 

Mains  . 

Meters 
Services 

Office  furniture  and  fixtures.  . 

Horses,  wagons  and  harness.  . 

Tools  and  implements 

Lamp  posts 2,301  90 


Totals  $344,028  88 


Withdrawals  or  retirements  Balance 

* A December 

1909  1910  31, 1910 

$220,000  00 

82,531  87 

$504  04  $1,913  22  17,989  18 

262  00  16,864  73 

679  88 

494  95 

487  11 


SO  00  2,221  90 

$584  04  $2,175  22  $341,269  62 


Balance 
December 
31,  1908 
$220,000  00 
82,531  87 
20,406  44 
17,126  73 
679  88 
494  95 
487  11 


Description  of  Capital  Withdrawn. — During  1909  : 82  meters  ; during  1910  : 12 
services  ; 359  meters.  For  sizes  of  meters,  see  Table  VII  B. 

Fixed  Capital  Installed  Since  December  31,  1908- — See  Table  XXXIX. 

Materials  and  Supplies. — Materials  used  in  setting  meters,  etc.,  cost  of  amount 
on  hand  December  31,  1909,  $2,644.01  ; December  31,  1910,  $2,978.86. 


Details  of  Liabilities  and 


Taxes  Accrued. 


■Special  franchise 

Gross  earnings,  state 

Owing  to  Associated  Companies : 

Brooklyn  Union  Gas  Co.  open  account  at  5 per  cent. 


Credit  Balances 

Dec.  31,  1909  Dec.  31,  1910 
$6,141  92  


1909 

$4,0S2  00 
2,750  05 
$1,331  95 


Consumers’  Deposits: 

Added  * during  year.  . . . 

Refunded  during  year. 

Net  increase 

Balance  

Interest  paid  on  deposits 

refunded  $228  80 

(For  number  of  deposits,  see  Table  XL.) 

Miscellaneous  Accounts  Payable: 

Open  accounts  for  materials,  etc 


1910 

$5,037  00 
3,904  40 
$1,132  60 


$480  78 


439  46 


17,646  01 


$520  79 


10,585  52  ||1, 718  12 


$3,059  93  $1,156  10 


Funded  Debt. — None. 

Stocks. — Common,  authorized,  issued  and  outstanding,  10,000  shares  of  $25  par 
value  each  ; cash  realized  on  amount  issued,  not  known  ; no  dividends  declared  or 

paid. 
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Accrued  Amortisation  of  Capital. — Credits  during  year  1909  (on  basis  of  13  cents 
per  M.  cu.  ft.  sold  less  repairs),  $11,026.40;  credits  during  year  1910,  $12,056.32; 
total  credits,  $23,082.72  ; debits,  fixed  capital  withdrawn  in  1910,  $116.86  ; credit 
balance  December  31,  1910,  $22,965.86. 


INCOME  ACCOUNT 


1909  1910 


0 ' 

Item 

Operating  revenue 

Revenue  deductions  

Operating  expenses 1 2 3 $87,231  70 

Taxes 3,129  29 

Uncollectible  bills  181  85 

Operating  income 

Non-operating  income:  In- 
terest   


Total  Item  Total 

$92,054  52  $104,133  84 

1 90,542  84  95,256  46 

$91,671  38  

3,275  90  

309  18  


$1,511  68  $8,877  38 

53  96  680  56 


Gross  income  applicable  to 
corporate  and  leased  prop- 
erties   

Deductions  from  gross  income 

Interest  on  loans 

Interest  on  consumers’  de- 
posits   

Rent  of  store  and  base- 
ment   


$1,565  64 

1.883  32 

1,654  52  

228  80  


$9,557  94 
1,980  78 


480  78 
1,500  00 


Net  corporate  income 


2 $317  68 


$7,577  1H 


Corporate  Surplus 


Surplus  December  31,  1908 $108,293  25 

Bad  debts  collected  174  02 


Loss  transferred  from  1909  income  account $317  6S 

Expenses  elsewhere  unprovided  for 6 00 

Allowances  made  to  the  City  of  New  York 264  38 


$108,467  27 


58S  06 


Surplus  December  31,  1909 $107,879  21 

Balance  transferred  from  1910  income  account 7,577  16 

Reduction  on  special  franchise  taxes  for  years  1907,  1908  and  1909.  674  66 

Materials  recovered  in  removing  meters  from  consumers’  premises.  . 350  49 


Total  surplus  1910 $116,481  52 


Less  expenses  elsewhere  provided  for $8  50 

Adjustment  of  bills  for  lighting  streets  and  public 

buildings  from  July,  1905,  to  May,  1909 5,651  11 

Interest  on  special  franchise  tax  for  years  1907, 

1908  and  1909 690  40 

Depreciation,  fixed  capital 145  14 

6,495  15 


Surplus  December  31,  1910 $109,986  37 


1 In  1909  rent  of  store  and  basement,  $1,050.  was  erroneously  included  in 
operating  expenses,  instead  of  being  shown  as  an  income  deduction. 

2 Loss. 

3 The  Brooklyn  Union  Gas  Company  reports  receiving  $87.83  interest  on  open 
account,  which  is  not  shown  in  the  report  of  this  company. 
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Operating  Revenues 


Quantity  (M.  cu.  ft.)  Amount  of  revenue 


, 

A 

% 

f 

--A 

^ 

Sales  of  Gas 

1909 

1910 

1909 

1910 

Municipal  street  lighting. 

7,404 

7, «74 

$5,553  19 

$5,903 

95 

Lighting  municipal  build- 

ings 

689 

1,077 

517  00 

807 

99 

Prepaid  gas 

6,357 

6,750 

6,356  45 

6,750 

30 

Commercial  metered  light- 

ing 

79,634 

90,680 

79,627  (88 

90,671 

60 

Total  gas  revenues.  . 

94,084 

106,381 

$92,054  52 

$104,133 

84 

Operating  Expenses 

Increase  or 


1909 

1910 

(D)  decrease 

Gas  purchased 4 

$59,484 

00 

$58,090 

19 

D $1,393 

81 

Transmission  pumping  

$502 

90 

$502 

90 

Distribution  superintendence  

$1,022 

32 

1,846 

60 

824 

28 

Distribution  supplies  and  expenses.  . . . 

866 

69 

202 

76 

D 663 

93 

Gas  meter  and  installation  work 

1,767 

25 

2,650 

08 

882 

83 

Work  on  consumers’  premise's 

392 

24 

871 

38 

479 

14 

Repairs  of  gas  mains  

443 

81 

200 

39 

D 243 

42 

Repairs  of  gas  services 

14 

62 

96 

30 

81 

68 

Repairs  of  gas  meters 

704 

IS 

1,468 

98 

764 

80 

Repairs  of  distribution  tools 

41 

90 

13 

69 

D 28 

21 

Total  transmission  and  distribu- 

tion expenses  

$5,253 

01 

$7,853 

08 

$2,600 

07 

Street  lamp  repairs  

Cr.  $250  39 

Cr.  $903 

89 

D $653 

50 

Commercial  administration  *.  . . 

$9,281 

81 

$9,633 

23 

$851 

92 

Promotion  office  expense 

15 

63 

15 

63 

Canvassing  and  soliciting  

40 

00 

300 

00 

260 

00 

Total  commercial  expenses 

$9,321 

31 

$9,948 

86 

$627 

55 

Salaries  and  expenses  of  general  officers 

$689 

80 

$747 

74 

$57 

94 

Salaries  and  expenses  of  general  office 

clerks 

242 

53 

264 

61 

22 

08 

General  office  supplies  and  expenses.  . . 

20 

00 

D 20 

00 

General  law  expenses  

12 

92 

1,197 

36 

1,184 

44 

Miscellaneous  general  expenses 

101 

63 

362 

90 

261 

27 

Insurance  

446 

11 

650 

77 

204 

66 

General  amortization 

11,026 

40 

12,056 

32 

1,029 

92 

General  stationery  and  printing 

197 

70 

441 

33 

243 

63 

Store  expenses  

122 

50 

182 

98 

60 

48 

Stable  expenses 

654 

47 

779 

13 

124 

66 

Inventory  adjustments  — Balance 

Cr.  90 

29 

90 

29 

Total  general  expenses  

$13,423 

77 

$16,683 

14 

$3,259 

37 

Total  operating  expenses .... 

$87,231 

70 

$91,671 

38 

$4,439 

68 

4 From  Brooklyn  Union  Gas  Company:  In  1909,  66,514  M.  cu.  ft.  at  60  cents; 

39,151  M.  cu.  ft.  at  50  cents;  in  1910,  116,180  M.  cu.  ft.  at  50  cents.  The  price 
was  reduced  to  50  cents  on  September  1,  1909. 
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Taxes: 


1909 


Increase  or 
1910  (D)  decrease 


Assessed  and  charged  to  income..  $3,129  29 

Personal 705  67 

Special  franchise 1,984  10 

Gross  earnings  — state 439  46 

Paid  during  year j.,108  26 

Personal  705  67 

Gross  earnings 402  59 

Special  franchise 


$3,275  90 
740  61 
2,014  50 
520  79 
9,336  49 
740  61 
439  48 


$146  61 
34  94 
30  34 
81  33 
8,228  23 
34  94 
36  87 


S.156  42 


PHYSICAL  EQUIPMENT 

Works  and  Holders. — This  company  has  no  works  or  holders  ; gas  is  purchased 
from  The  Brooklyn  Union  Gas  Company. 

Mains,  December  31,  1910. — Transmission  pipe  line,  length  in  feet,  8,279;  in- 
crease during  year,  3,504.  Distribution  pipe  line,  length  in  feet,  148,685  ; increase 
during  year,  6,044.  (.See  Table  V.) 

Services. — Live  service  pipes  in  use  December  31,  1910,  3,034  ; net  increase  dur- 
ing year,  139.  (See  Table  VI.) 

Meters.—  Number  of  consumers’  meters  in  service  December  31,  1910,  3,288 ; 
increase  during  year,  245.  (See  Tables  VII  and  VIII.) 


OPERATING  STATISTICS 

Gas  Bought  and  Sold  ( cu . ft.). — Bought  during  1909,  105,665,257;  sold  during 
1909,  94,083,886 ; used  by  respondent,  467,600 ; unaccounted  for,  11.113,771. 

Bought  during  1910,  116,180,387  ; sold  during  1910,  106,380,961  ; used  by  re- 
spondent, 505,000;  unaccounted  for,  9,294,426.  (See  Tables  Xl-XIIIa.) 

Materials.- — -Materials  on  hand,  see  Balance  Sheet  details  above. 

Accidents. — See  Tables  XXV-XXIX. 

Employees .6 — - Salaries  of  general  officers  in  1909,  $750  ; in  1910,  $1,883.82. 
''umber  of  employees  December  18,  1909,  full-time,  50  ; part-time,  107  ; December 
17,  1910,  full-time,  137  ; part-time,  27  ; salaries  and  wages,  in  1909,  $14,644.14  ; 
in  1910,  $19,739.25.  (For  details,  see  Tables  XXX-XXXIV.) 

Officers. — President,  E.  R.  Chapman  ; Vice-President,  A.  F,  Staniford  ; Secretary, 
F.  B.  Jourdan  ; Treasurer,  J.  EL  Benedict ; Assistant  Secretary,  Frederick  R.  Wogan  ; 
Assistant  Treasurer,  T.  P.  Payne,  Jr.;  General  Auditor,  James  Gilmer;  General 
Counsel,  Dykman,  Oeland  and  Kuhn  ; Manager,  II.  A.  Lovell ; Engineer,  James  II. 
Jourdan  ; General  Purchasing  Agent,  G.  W.  Gatehouse. 

Directors. — E.  R.  Chapman,  M.  D.  Chapman,  A.  F.  Staniford,  James  II.  Jourdan 
and  F.  B.  Jourdan. 

Main  Business  Office. — 374  Fulton  street,  Jamaica,  L.  I. 


5 Includes  $2,014.50  applicable  to  1910  ; the  balance  is  made  up  as  follows  : 


1907  1908  1909 

Original  assessment  

Adjusted  to  

Amount  of  deductions  credited  to 

surplus  

Interest  paid,  charged  to  surplus 


Cash  in  settlement,  $6,157.66. 

0 The  officers  and  employees  of  this  company  are  also  jointly  employed  by  Jamaica 
Gas  Light  Company  and  Woodhaven  Gas  Light  Company,  and  the  amounts  of 
salaries  above  stated  are  the  proportions  chargeable  to  the  Richmond  Hill  and 
Queens  County  Gas  Light  Company. 


$1,916  34 
1,706  49 

209  85 
335  08 


$2,241  42 
1,994  86 

246  56 
253  55 


$1,984  16 
1,765  91 

218  25 
101  17 
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RICHMOND  LIGHT  AND  RAILROAD  COMPANY 

[Report  of  the  street  railway  operations  of  this  company  for  the  year  ended 
June  30,  1910,  appears  in  volume  III.] 

On  August  1,  1902,  the  Richmond  Light  Company  was  incorporated  under  the 
Transportation  Corporations  Law.  On  August  18,  1902,  the  company  filed  an 
amended  certificate  of  incorporation,  changing  its  name  to  Richmond  Light  and 
Railroad  Company,  extending  the  period  of  its  corporate  life,  and  enlarging  its 
powers  to  include  the  construction  of  electric  railroad.  The  amended  certificate 
was  filed  under  provision  of  chapter  676  of  the  Laws  of  1892,  amending  section  21 
of  the  Railroad  Law. 

In  August,  1902,  the  Richmond  Light  Company  and  the  Richmond  Light  and 
Railroad  Company  acquired  by  purchase  the  property  of  the  Staten  Island  Electric 
Railroad  Company,  the  Richmond  County  Power  Company  and  the  New  York  and 
Staten  Island  Electric  Company. 

This  company  controls  the  New  Jersey  and  Staten  Island  Ferry  Company  through 
title  to  securities.  (See  Investments.) 

The  company  is  the  only  company  supplying  electric  current  in  the  Borough  of 
Richmond. 

Stockholders. — See  abstract  of  railroad  report. 

Important  Changes  during  1909-1910. — No  additional  powers  or  franchises  were 
acquired.  On  July  21,  1909,  H.  II.  Rogers,  Jr.,  was  elected  president,  vice  H.  II. 
Rogers,  Sr.,  deceased.  There  were  no  extensions  of  system  other  than  to  serve 
new  consumers. 


BALANCE  SHEET 


Increase  or 


Dec.  31,  1909 

Assets  Side 

Dec.  31,  1910 

(D)  decrease 

Current  assets  : 

$32,594 

60 

Cash  

$10,232  41 

D $22,362 

19 

13,680 

73 

Accounts  with  associated  com- 

panies   

3,094  05 

D 10,586 

68 

156,061 

14 

Accounts  with  City  of  New  York 

149,402  93 

D 6,658 

21 

17,973 

31 

Consumers’  accounts  receivable. 

16,035  43 

D 1,937 

88 

7,665 

84 

Other  accounts  receivable 

3,345  01 

D 4,320 

83 

51,799 

43 

Materials  and  supplies 

26,542  61 

D 25,256 

82 

445,000 

00 

Free  investments 

445,000  00 

f Fixed  Capital  December  31,  1908  — 

A OCJ  77^ 

no  I 

Electric 

2,065,611  87 

D 7,975 

13 

•±,004,  { 4 0 

US  < 

| Fixed  Capital  December  31,  1908  — 

1 

Othpr  departments 

2,811,188  08 

13,464 

1 

29 

Fixed'  capital  installed  since  Decem- 

ber 31,  1908  — Electric 

63,569  69 

50,105 

40 

4,318 

00 

Fixed  capital  installed  since  Decem- 

ber 31,  1908  — Other  departments. 

67,051  40 

62,733 

40 

Miscellaneous  temporary  debits : 

44,840 

00 

Other  special  deposits 

47,086  50 

2.246 

50 

8,300 

25 

Prepayments  (insurance) 

9,485  76 

1,185 

51 

12,896 

20 

Suspense  

D 12,896 

20 

Railroad  department : Current  assets 

1 47,543  72 

47.543 

72 

124,739 

14 

Corporate  deficit 

72,514  00 

D 52.225 

14 

$r,  818, 108 

01 

Total  

$5,837,703  46 

$19,595 

45 

Liabilities  Side 

Unfunded  debt : 

$80,495 

93 

Taxes  accrued  

$94,800  30 

$14,304 

37 

44,840 

00 

Interest  accrued  on  funded  debt 

44.740  00 

D 100 

00 

41,629 

01 

Owing  to  associated  companies. 

37,117  71 

D 4,511 

30 

69,000 

00 

Bills  payable  — demand1 

69,000  00 

1 Consists  of:  Petty  cash  fund.  $550';  accounts  receivable,  $1,550;  materials  and 

supplies,  $42,774.62  ; prepaid  insurance,  $2,669.10. 
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Dec.  31,  1909 

$399,000  00 
4,742  50 
70,952  85 
4,424  55 
2.200,000  00 
2,871,750  00 
13,004  40 
18,268  77 


$5,818,108  01 


Assets  Side 

Bills  payable  — time 

Consumers’  deposits 

Miscellaneous  accounts  payable. 

Other  unfunded  debt 

Funded  debt  

Capital  stock 

Accrued  amortization  of  capital.  . . . 

Other  optional  reserves 

Railroad  department : Current  liabil- 
ities   


Total 


Dec.  31,  1910 

$399,000  00 
5,792  50 
32,999  23 
1,658  34 
2,200,000  00 
2,, 871, 750  00 


16,540  77 
2 64,304  61 


$5,837,703  46 


Increase  or 
(D)  decrease 


$1,050  00 
D 37,953  62 
D 2,766  21 


D 13,004  40 
D 1,728  00 

64,304  61 


$19,595  45 


Details  of  Assets  and  Debit  Balances 

Fixed  Capital  December  31,  1908 2  3 — Electric 


Organization  expenses 

Franchises 

Land  

General  equipment 

Power  plant  buildings 

Furnaces,  boilers  and  accessories 

Steam  engines 

Electric  generators 

Accessory  electric  power  equipment 

Poles  and  fixtures 

Distribution  system  

Line  transformers  and  devices 

Electric  services  

Electric  meters 

Electric  meter  installations 

Municipal  street  lighting  system  — arc.. 
Municipal  street  lighting  system  — in- 
candescent   

Commercial  arc  lamps 

Electric  laboratory 

Dock  wharf 


Balance  Withdrawals  Balance 

Dec.  31,  1909  3 during  year  Dec.  31,  1910 

$175,000  00  $175,000  00 

300,000  00  300,000  00 

200,300  00  200,300  00 

19,247  30  19,247  30 

312,460  94  312,460  94 

222,179  50  222,179  50 

233,083  00  233,083  00 

i89,364  00  89,364  00 

32,106  81  32,106  81 

130,221  40  130,221  40 

175,341  85  175,341  85 

72,590  63  $343  71  72,246  92 

10,133  19  10,133  19 

32,857  92  6,011  42  26,846  50 

10,460  00  1,620  00  8,840  00 

3,669  75  3,669  75 

25,954  26  25,954  26 

21,816  45  21,816  45 

1,800  00  1,800  00 

5,000  00  5,000  00 


$2,073,587  00  $7,975  13  $2,065,611  87 


Details  of  Fixed  Capital  Withdrawn  During  Year  1910. — Three  hundred  and 
twenty-four  meters  dismantled  during  year  ; 10  transformers  retired. 

Fixed  Capital  Installed  Since  December  SI,  1908. — For  details,  see  Table  XXXIX. 

Investments. — New  Jersey  and  Staten  Island  Ferry  Company  6 per  cent  bonds 
of  a par  value  of  $75,000  ; date  of  acquisition,  September,  1902  ; actual  money  cost, 
exchanged  for  other  securities ; amount  at  which  carried  on  respondent’s  books, 
$75,000  ; income  accrued  to  respondent  during  1909,  $4,500  ; during  1910,  $4,500. 


2 Consists  of  : Accrued  wages,  $2,586.68  ; accounts  payable,  $51,754.08  ; unused 

tickets,  $1,721.72  ; accrued  amortization  of  capital,  $8,242.13. 

3 Balance  December  31,  1908,  for  railroad  and  electric*  departments  (not  separated 
by  company)  was  shown  in  the  1909  return  as  $4,885,625.08,  and  capital  withdrawn 
during  1909  as  $850  (one  McIntosh  and  Seymour  unit  sold)  ; balance  December  31, 
1909,  $4,884,775.08.  The  company  reports  that  it  has  since  taken  an  inventory 
and  the  detailed  figures  given  above  were  placed  upon  the  company’s  books  in 
December,  1910. 
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New  Jersey  and  Staten  Island  Ferry  Company  stock  of  a par  value  of  $100,000  ; 
date  of  acquisition,  September,  1902  ; actual  money  cost  to  respondent,  exchanged 
for  other  securities  ; amount  at  which  carried  on  respondent’s  books,  $100,000. 

New  York  Investment  and  Improvement  Company  stock  of  a par  value  of 
$260,000 ; date  of  acquisition,  September,  1902  ; amount  at  which  carried  on  re- 
spondent’s books,  $260,000. 

South  Shore  Amusement  Company  stock  of  a par  value  of  $10,000  ; date  of  ac- 
quisition, July  22,  1908  ; actual  money  cost  to  respondent,  4 5 $26,250  ; amount  at 
which  carried  on  respondent’s  books,  $10,000.  Income  accrued  during  1909,  $450  ; 
during  1910,  $450. 


Materials  and  Supplies 


Steam  coal 

Carbons  

Arc  globes 

Incandescent  lamps 

Wire  and  cable 

Poles  

Lubricants  and  waste 

Miscellaneous 

Outside  operations : Railroad  department 

Totals 


Book  value  December  31, 


1909 

1910 

' 

. $3,360 

00 

$4,710 

62 

193 

48 

316 

02 

75 

73 

441 

54 

1,201 

93 

1,223 

19 

. 3,970 

84 

5,527 

15 

. 1,430 

91 

1,238 

04 

209 

56 

234 

69 

. 17,773 

71 

12,851 

36 

. 23,583 

27 

5 

43 

$26,542 

61 

Special  Deposits. — December  31,  1909  : Coupon,  $44,840.  December  31,  1910  : 

Coupon,  $44,740  ; Comptroller,  City  of  New  York,  $2,346.50. 

Suspense. — December  31,  1909,  railroad  department,  change  of  route  at  Fort 
Wadsworth,  $12,896.20. 


Details  of  Liabilities  and  Credit  Balances 


Taxes  accrued ;° 


Dec.  31, 1909  Dec.  31,  1910 


Municipal  (Power  house  at  New  Brighton  and 

stable  at  Tottenville,  since  1904) 

Franchise  tax  (since  1900) 


$29,309  70  $34,944  10 

87,345  93  <$,689  73 


Owing  to  Associated  Companies: 

Southfield  Beach  Railroad  Co.,  open  account 8,500  00  8,488  16 

New  Jersey  and  Staten  Island  Ferry  Co.,  open  ac- 
count   33,129  01  28,629  55 


Consumers’  Deposits:  1909 

Added  during  year $1,960  00 

Refunded  during  year 995  00 

Net  increase  965  00 

Balance  

Interest  paid  on  deposits  re- 
funded   34  48 


(For  number  of  deposits,  see  Table  XL.) 


1910 

$2,425  00 
1,375  00 
1,050  00 


65  97 


4,742  50 


5,792 


50 


4 $26,250  of  the  South  Beach  Amusement  Company’s  stock  and  bonds  exchanged 
under  reorganization  of  that  company  for  $10,000  of  stock ; balance,  $16,250, 
written  off  in  1908. 

5 Included  in  “ Current  Assets  — railroad  department.”  See  note  1 to  Balance 
Sheet. 

u “ The  above  taxes  are  not  on  the  books  as  they  are  disputed  and  not  recognized 
as  a liability  - — settlement  in  process.  No  interest  included.”  The  balances  of 
amounts  set  aside  in  the  tax  liability  account  are:  December  31,  1909,  $80,495.93; 

December  31,  1910,  $94,800.30. 
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Bills  Payable: 

Loans  due  on  demand  at  6 per  cent 
Loans  due  on  time  at  G per  cent. 

Miscellaneous  Accounts  Payable: 

Unpaid  vouchers  

Department  of  Docks  and  Ferries. 

Other  Unfunded  Debt: 

Wages  accrued  


Dec.  31.  1909  Dec.  31.  1910 


$69,000  00 
399,000  00 

70.9r>2  85 
4,424  55 


$G9,000  00 
399,000  OO 

32,342  57 
65 G GG 

1,658  34 


Funded  Debt. — Fifty-year  first  and  collateral  trust  purchase-money  mortgage 
bonds,  issued  July  1,  1902,  4 per  cent,  payable  January  and  July  ; amount  author- 
ized, $2,500,000  ; amount  issued  in  exchange  for  sundry  assets  in  general  take-over, 
$2,200,000 ; amount  pledged1  as  collateral  to  bills  payable,  H.  H.  Rogers  estate, 
$300,000  ; par  value  of  net  amount  outstanding,  $2,200,000  ; interest  accrued,  dur- 
ing 1909,  $88,000  ; interest  paid,  $43,160  ; interest  accrued  in  1910,  $88,000  ; paid 
in  1910,  $88,100;  matured  and  unpaid  in  1909,  $44,840;  in  1910,  $44,740;  trustee, 
Guaranty  Trust  Company  of  New  York,  28  Nassau  street,  New  l'ork. 

Stocks.—  Common,  authorized,  30,000  shares  of  $100  par  value  each  ; amount 
issued,  28,717  % shares  of  a par  value  of  $2,871,750  in  exchange  for  other  securities 
and  sundry  assets ; amount  pledged  as  collateral  to  bills  payable,  II.  II.  Rogers 
estate,  $127,750  ; par  value  of  net  amount  outstanding,  $2,871,750 ; no  dividends 
were  declared  or  paid. 

Accrued  Amortization  of  Capital  — Electric  Department 


Credits  in  1909 $5,927  96 

Credits  in  1910 18,783  39 

Debits  in  1910  : 

Credited  general  amortization $31,759  74  

Credited  general  amortization  to  correct  1909  error.  2,387  18  

Meters  written  off 7,631  42  

Transformers  written  off 406  68  

Credits  to  close  account : 

Debit  balance  credited  to  close  account  (general 
amortization,  $15,363.53 ; other  deductions  from 

surplus,  $2,110  14)  17.473  67 


$42,185  02  $42,185  02 


Optional  reserves. — School  tickets,  credits  in  1909,  sales,  $2,690.36 ; debits  in 
1909,  used,  $1,034.24  ; balance  December  31,  1909,  $1,656.12.  Mail  tickets,  credits 
in  1909,  sales,  $202.50 ; used,  $180.65  ; balance  December  31,  1909,  $15.85.  Cash 
tickets,  credits  in  1909,  sales,  $244  ; debits  in  1909,  used,  $187.97  ; balance  Decem- 
ber 31,  1909,  $56.03.  Reorganization  committee,  balance  January  1,  1909, 

$16,540.77  ; no  changes  since. 


INCOME  ACCOUNT 

1909 


Item  Total 

Operating  revenues,  electric $341,341  72 

Revenue  deductions,  electric 232.077  27 

Operating  expenses $222,077  27  


Taxes  10,000  00 


1910 


Item  Total 


$376,845  85 

225,117  46 

$215,117  46  

10,000  00  


$109,264  45 


$151,728  39 


Operating  income,  electric.  . . 
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1909 


1910 


Item 

Operating  revenues,  railroad 

Revenue  deductions,  railroad 


Operating  expenses $318,150  2! 

Taxes  10,000  O' 


Total  Item  Total 

. $337,001  71  $341,140  93 

328,150  22  319,118  70 


$309,118  70 
10,000  00 


Operating  income,  railroad... 


$8,911  49  $22,022  23 


Total  operating  income 

Non-operating  income 

Miscellaneous  rent  rev- 


enues   500  00 

Interest  revenues  2,250  00 

Dividend  revenues 4'50  00 


$118,175  94  $173,750  62 

3,200  00  6,734  28 

1,320  05  

4,964  23  

450  00  


Gross  income  applicable  to 
corporate  and  leased  prop- 
erties   

Deductions  from  gross  income  

Interest  accrued  on 

funded  debt  88,000  00 

Interest  on  bills  payable.  28,OSO  00 

Interest  on  consumers’  de- 
posits   34  48 

Other  interest  deductions  1,543  52 

Miscellaneous  rent  deduc- 
tions    7  8 15,001  88 


$121,375  94  $180,484  90 

122,659  88  116,166  80 


88,000  00 
28,100  83 

65  97 


Net  corporate  income  or  (D) 
loss 


D $1,283  94 


$64,318  10 


Corporate  Deficit 


Deficit  December  31,  1908 $116,076  78 

Deficit  transferred  from  1909  income  account 1,283  94 

Rad  debts  written  off,  prior  years 6,255  86 


Other  deductions  from  surplus  (legal  fees,  lighting  de- 
partment. prior  years,  $1,797.60 ; railroad  depart- 
ment, $405.50 ; erroneous  accounting,  prior  years, 

$19.48;  refund  free  lighting,  $208.47;  donation,  $25)  2,456  05 


Bad  debts  collected $188  96 

Adjustment  in  accounting,  prior  years 1,144  53 

Deficit  December  31,  1909 124,739  1 4 


$126,072  63  $126,072  63 


Deficit  December  31,  1909 $124,739  14 

Balance  transferred  from  1910  income  account 

Bad  debts  written  off 2,272  14 


Other  deductions  from  surplus  (“  Credit  balance  ac- 
count ‘Accrued  amortization  of  capital,’  lighting  de- 
partment, $2,110.14  ; return  of  franchise  require- 
ments, $519.04  ; payments  account  paving  agreement 
— adjustment  of  $75,000  paving  settlement  with 
City  of  New  York,  $50,000  of  which  was  charged  to 
Richmond  Light  and  Railroad  Co.,  $8,8000  not  set 

up  as  a liability,  $41,200  ”) 43,829  18 

Bad  debts  collected 


$64,318  10 


101  76 


7 Gross  rents,  $2,000,  less  repairs,  $679.95. 

8 Track  and  terminal  privileges,  $4,967.30  ; rent  of  cars,  $34. 5S. 
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Other  additions  to  surplus  (“  Interest  on  city  bills, 
1902  to  1908,  $32,000.02 ; adjustment  to  railroad 
amortization,  $1,752.16 ; adjustment  of  power, 


$119.53;  adjustment  of  repairs,  $34.89  ”) $33,906  60 

Deficit  December  31,  1910 72,514  00 


$170,840  46  $170,840  46 


Operating  Revenues 

Quantity  (kw.  hrs.)  Amount  of  revenue 


Sales  of  Electric  Current 

1909 

1910 

1909 

1910 

Municipal  street  lighting  — arc..  1,7 

02,668  1,839,047 

$70,989  81 

$71,396 

01 

Municipal  street  lighting  — incan- 

descent •. 1,2 

145,896  1,234,880 

91,866  92 

109,347 

69 

Lighting  municipal  buildings  — 

electric  205,621 

383,550 

18,029  91 

38,355 

01 

Municipal  heat  and  power  — elec- 

trie  

41,679 

71,014 

2,793  49 

4,759 

66 

Commercial  flat  rate  lighting 

14,897 

11,638 

1,390  50 

1,163 

81 

72.423 

11,556  50 

Commercial  metered  lighting 1,417,964  1,364,505 

136,348  69 

130,634 

24 

Commercial  metered  power 

77,801 

272,484 

5,091  22 

18,003 

05 

Total  from  sales  of  current.  . 4,878,949  5,177,118 

$338,067  04 

$373,659 

47 

Merchandise  and  jobbing  revenue 

1,093  08 

1,823 

38 

Sale  of  by-products 

2,181  60 

1,363 

00 

Total  electric  revenues 

$341,341  72 

$376,845 

85 

Operating  Expenses 

Increase  or 

1909 

1910 

(D)  decrease 

Power  plant  labor 

$34,900 

97 

$34,623 

45 

D $277-. 

52 

Fuel  for  power 

85,222 

32 

88,434 

78 

3,212 

46 

Water  for  power 

1,725 

93 

2,462 

50 

736 

57 

Lubricants  for  power 

3,992 

03 

4,017 

67 

25 

64 

Station  supplies  and  expenses 

1,532 

58 

1,775 

97 

243 

39 

Repairs  of  power  plant  buildings 

1,747- 

43 

4,210 

31 

2,462 

88 

Repairs  of  boilers  and  accessories.... 

7,719 

59 

13,949 

96 

6,230 

37 

Repairs  of  steam  engines 

5,767 

05 

7,492 

91 

1,725 

86 

Repairs  of  power  plant  electric  equip- 

ment   

1,913 

76 

1,844 

02 

D 69 

74 

Miscellaneous  station  repairs 

2,904 

39 

4,348 

82 

1,444 

43 

Total  production  expenses 

$147,426 

05  $163,160 

39 

$15,734 

34 

Electric  distribution  superintendence.  . 

$1,883 

57 

$1,875 

61 

D $7 

96 

Electric  distribution  maps  and  records. 

1,417 

39  . . 

D 1,417 

39 

Electric  distribution  office  and  super- 

intendence   

817 

24 

817 

24 

Setting  and  removing  meters  and 

transformers 

2,425 

50 

2,566 

50 

141 

00 

Distribution  pole  and  fixture  repairs . . 

11,081 

57 

12,065 

29 

983 

72 

Overhead  distribution  system  repairs.  . 

19,610 

27 

8,072 

38 

D 11,537 

89 

Repairs  of  electric  services 

12,729 

09 

1,684 

81 

D 11,044 

28 

Electric  meter  operation 

1,454 

82  . . 

D 1,454 

82 

Electric  meter  operation  and  repairs.. 

1,883 

32 

1,883 

32 

Total  distribution  expenses 

$50,602 

21 

$28,965 

15 

D $21,637 

06 
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Increase  or 


Commercial  arc  operation 

Commercial  arc  repairs 

Commercial  incandescent  operation . . . 

Municipal  street  arc  labor 

Municipal  street  arc  operation 

Municipal  street  arc  repairs 

Municipal  street  incandescent  operation. 
Municipal  street  incandescent  repairs.  . 


Commercial  administration  

Advertising 

Total  commercial  expenses 

Salaries  and  expenses  of  general  offi- 
cers   

Salaries  and  expenses  of  general  office 

clerks 

General  office  supplies  and  expenses. . . 

General  law  expenses  

Miscellaneous  general  expenses 

Insurance  

Franchise  requirements  

General  amortization  

Accidents  and  damages 

General  stationery  and  printing 

Store  expenses  

Stable  expenses  

Inventory  adjustments  — Balance 

Duplicate  charges  

Expenses  transferred  


Taxes 

Levied  

Gross  earnings,  state  — electric . . 
Gross  earnings,  state  — railroad . . 

Municipal,  real  estate 

Municipal,  personal  

Special  franchise  — both  depart- 
ments   

Charged  to  income 

Electric  department  

Railroad  department 

Paid  during  year 

Gross  earnings,  state  — electric . . 
Gross  earnings,  state  — railroad . . 

Local  franchise,  villages 

Taxes  on  lands  

Municipal,  personal  

Municipal,  real  estate 


1909 

1910 

(D)  decrease 

$1,904 

49 

$2,058 

08 

$153 

59 

972 

47 

2,641 

44 

1,668 

97 

5,744 

52 

4,989 

48 

D 755 

04 

7,774 

26 

D 7,774 

26 

8,126 

02 

8,126 

02 

924 

89 

3,683 

78 

2,75-8 

S9 

20,991 

21 

19,323 

27 

D 1,667 

94 

12,673 

25 

2,644 

21 

D 10,029 

04 

$50,985 

09 

$43,466 

28 

D $7,518 

81 

$4,095 

84 

$3,854 

45 

D $241 

39 

2,731 

50 

1,552 

50 

D 1,179 

00 

$6,827 

34 

$5,406 

95 

D $1,420 

39 

$2,814 

88 

$2,204 

38 

D $610 

50 

2,936 

62 

3,075 

35 

138 

73 

771 

99 

888 

33 

116 

34 

1,475 

40 

1,031 

00 

D 444 

40 

1,623 

76 

2,877 

19 

1,253 

43 

6,354 

44 

7,852 

50 

1,498 

06 

436 

91 

1,171 

59 

734 

68 

5,927 

96 

D 5,927 

96 

58 

00 

2,402 

41 

2,344 

41 

1,053 

80 

1,005 

73 

D 48 

07 

1,493 

96 

1,962 

55 

468 

59 

6,968 

84 

7,490 

15 

521 

31 

Cr.  27k 

51 

D 274 

51 

Cr.  Jf36 

91 

Cr.  1,171 

59 

D 734 

68 

. Cr.  65,2^3 

07 

Cr.  56,396 

39 

8,846 

68 

Cr.  $33,763 

lf2 

Cr.  $25,881 

31 

$7,882 

11 

, $222,077 

27 

$215,117 

46 

D $6,959 

81 

Increase  - 

or 

1909 

1910 

(D)  decrease 

$19,908 

09 

$22,500 

10 

$2,592 

01 

1,617 

47 

1,686 

59 

69 

12 

3.460 

44 

3,330 

80 

D 129 

64 

5,334 

53 

6,045 

16 

710 

63 

93 

75 

93 

75 

9,495 

65 

11,343 

80 

1,848 

15 

20.000 

00 

20,000 

00 

10,000 

00 

10,000 

00 

10.000 

00 

10,000 

00 

12,880 

53 

5,695 

63 

D 7,184 

90 

1,617 

47 

1,686 

59 

69 

12 

3,460 

44 

3,330 

80 

D 129 

64 

7,713 

86 

D 7,713 

86 

88 

76 

D 88 

76 

93 

75 

93 

75 

9 584 

49 

584 

49 

9 Includes  $160.37  on  railroad  property  acquired  during  year. 
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PHYSICAL  EQUIPMENT 

Station  Equipment. — Water  tube  boilers,  15  ; total  rated  capacity,  5,500  h.p. ; 
5 D.  C.  reciprocating  steam  engines,  total  rated  capacity,  3,900  hp. ; 3 A.  C. 
turbo-units,  total  rated  capacity,  2,500  kw. ; 2 A.  C.  direct-connected  generators, 
total  rated  capacity,  1,000  kw. ; 3 D.  C.  direct-connected  generators,  total  rated 
capacity,  1,600  kw.  ; 4 steam-driven  exciters,  total  rated  capacity,  130  kw. ; 16 
station  transformers,  total  rated  capacity,  299  kw. ; 1 rotary,  total  rated  capacity, 
500  kw. ; 2 transformers  for  rotaries,  total  rated  capacity,  550  kw.  For  other 
details,  see  XV. 

Circuits. — See  Table  XVI. 

Poles , Line  Transformers  and  Services. — See  Table  XVII. 

Meters. — Number  of  meters  owned  December  31,  1910,  3,133  ; increase  during 
year,  635  ; active  meters  December  31,  1910,  2,926 ; increase  during  year,  474.  For 
details,  see  Tables  XVIII  A.  and  B.  For  disposition  of  meters  owned  see  Table  XIX. 


OPERATING  STATISTICS 

1909 


1910 


Electric  Current  Generated  and  Sold:  D.  C.  A.  C'. 

Kilowatt-hours  generated 5,163,364  8,037,120 

Kilowatt-hours  for  franchise  re- 
quirements   65,000 

Delivered  to  railroad  department  5,085,563  

Sold  by  respondent 77,801  4,801,148 

Used  by  respondent 844,771 

Lost  and  unaccounted  for 2,326,201 


D.  C. 

5,108,550 


5,028,715 

79,835 


A.  C. 
8,550.219 

S7.869 

5,097,283 

896,064 

2,469,003 


See  Table  XXIII. 


For  other  operating  statistics,  see  Table  XX,  Connected  load  ; Table  XXI,  Electric 
current  generated  and  fuel  consumed ; Table  XXII,  Maximum  peak  load ; Table 
XXIV,  Consumption  of  electric  current  by  companies  and  boroughs  ; Table  XXIVa, 
Consumption  of  electric  current  public  lighting  (1910). 

Materials  {Electric). — On  hand  January  1,  1909,  28,000  cwt.  of  anthracite  coal; 
received  in  1909,  749,929  cwt. ; used  723,273  cwt. ; on  hand  January  1,  1910, 
54,656  cwt. ; received  in  1910,  763,922  cwt.  anthracite  and  3,119  cwt.  of  bitu- 
minous ; used  in  1910,  774,772  cwt.  anthracite  and  3,119  cwt.  of  bituminous ; on 
hand  December  31,  1910,  43,806  cwt.  anthracite.  For  cost  of  materials  on  hand,  see 
Balance  Sheet  details  above. 

Accidents. — See  Tables  XXV-XXIX. 

Employees. — Salaries  of  officers  in  1909,  $2,500  ; in  1910,  . All  other 

employees,  week  ended  December  18,  1909,  full-time,  97  ; part-time,  8 ; December  17, 
1910,  full-time,  118  ; part-time,  none ; total  compensation  paid  to  officers  and  em- 
ployees in  1909,  $85,041.73;  in  1910,  $85,595  55.  (For  details,  see  Tables  XXX- 
XXXIV.) 

Officers. — President,  H.  H.  Rogers  ; Vice-President  and  General  Manager,  S.  F. 
Hazelrigg ; Secretary,  J.  E.  Phillips ; Assistant  Secretary  and  Treasurer,  H.  H. 
Rogers ; General  Auditor,  T.  B.  Bradley  ; Chief  Engineer,  John  Dickson. 

Directors. — H.  H.  Rogers,  S.  F.  Hazelrigg,  Frederick  Bull,  E.  C.  Lackland,  Jr., 
Alex.  J.  Hemphill. 

Main  Business  Office. — Jay  street,  New  Brighton,  N.  Y. 
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THE  STANDARD  GAS  LIGHT  COMPANY  OF  THE  CITY  OF  NEW  YORK 

This  company  was  organized  March  2,  1886,  under  chapter  248,  Laws  of  1886, 
of  the  state  of  New  York.  It  supplies  water  gas  in  the  Boroughs  of  Manhattan 
and  The  Bronx.  ^ . . _ 

Stock  control  of  the  company  is  held  by  The  Consolidated  Gas  Company  of  New 
York,  which  reported  on  December  31,  1910,  that  it  holds  40,961  shares  of  preferred 
stock  out  of  a total  of  42,957  shares  outstanding,  and  47,962  shares  of  common 
stock  out  of  a total  of  49,857  shares  outstanding.  The  company  controls  no 
corporations. 

Stockholders. — Number  December  20,  1910,  140;  in  New  York  state,  117,  holding 
87,148  shares.  Total  voting  power  (number  of  shares  of  $100  par  value  each), 
92,814.  Votes  cast  at  general  meeting  on  May  11,  1910,  84,732,  of  which  James 
Tolman  Pyle  cast  125  on  behalf  of  himself  and  12,382  on  behalf  of  others,  and 
W.  G.  Hoyt,  for  Consolidated  Gas  Co.,  cast  72,225  votes. 

Changes  in  1909-1910. — During  1910  a 48-inch  main  crossing  the  Harlem  river 
was  completed  and  replaces  a broken  20-inch  main  at  the  same  location ; the 
charges  for  material  and  labor  will  appear  in  the  records  for  1911.  No  new 
territory  was  opened  up,  and  no  additional  powers  or  franchises  were  acquired. 


Increase  or 

Dec.  31, 1909 

Assets  Side 

Dec.  31,  1910 

(D)  decrease 

Current  assets : 

$1,496,089 

38 

Cash  

$1,364,986 

59 

D $131,102 

79 

3,612 

48 

Accounts  with  associated  com- 

panies   

1 7,239 

90 

3,627 

42 

93,779 

89 

Accounts  with  City  of  New 

York  

11,546 

73 

D 82,233 

16 

80,416 

82 

Consumers’  accounts  receiv- 

able   

77,847 

48 

D 2,569 

34 

28,139 

12 

Other  accounts  receivable. . . . 

21,956 

42 

D 6,182 

70 

64,468 

86 

Materials  and  supplies 

70,838 

01 

6,369 

15 

29,879 

21 

Investments : Insurance  participa- 

tion certificates  

38,129 

89 

8,250 

68 

12,214,912 

46 

Fixed  Capital  December  31,  1908. 

12,167,771 

56 

D 47,140 

90 

125,653 

21 

Fixed  capital  installed  since  De- 

cember 31,  1908 

191,111 

38 

65,458 

17 

15,533 

75 

Suspense  : Premium  on  re-acquired 

securities  

15,533 

75 

$14,152,485 

18 

Total 

$13,966,961 

71 

D $185,523 

47 

Liabilities  Side 

Unfunded  debt : 

$723,241 

38 

Taxes  accrued 

$89,684  53 

D $633,556 

85 

5,000 

00 

Interest  accrued  on  pledged 

securities1  2 

6,250 

00 

1,250 

00 

10,708 

32 

Interest  accrued  on  funded 

debt 

10.708 

32 

1 New  Amsterdam  Gas  Co $3,762  55 

New  York  Mutual  Gas  Light  Co 922  59 

Central  Union  Gas  Co 2,275  60 

Sundry  suspense  279  16 


$7,239  90 


2 Interest  on  reacquired  bonds  of  this  company  pledged  to  secure  title  to  real 
estate  sold.  The  interest  as  well  as  principal  is  pledged  and  is  part  of  the  security 
against  loss  to  the  purchaser. 
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Increase  or 


$14,152,485  18 


Dec.  31,  1909 

Liabilities  Side 

Dec.  31,  1910 

(D)  decrease 

$177 

20 

Dividends  declared,  uncalled 

for  

$183  20 

$6  00 

6,130 

69 

Owing  to  associated  com- 

panies  

D 6,130  69 
D 4,867  03 

191,387 

24 

Consumers’  deposits 

186,520  21 

130,306 

46 

Miscellaneous  accounts  pay- 

able   

136,749  91 

6,443  45 

1,195,000 

00 

Funded  debt : Mortgage  bonds  3 4.  . 

Reserves  : 

1,195,000  00 

1,977,975 

72 

Renewals  and  contingency 

account  

2,130,966  84 

152,991  12 

29,879 

21 

Casualties  and  insurance  re- 

serve   

38,796  34 

8,917  13 

Capital  stocks  : 

4,295,700 

00 

First  preferred  stock 

4,295,700  00 
4 4,985,700  00 
890,702  36 

4,985,700 

00 

Common  stock  

601,278 

96 

Corporate  surplus 

289,423  40 

Total 


$13,966,961  71  D $185,523  47 


L 


Details  of  Assets  and  Debit  Balances 

Fixed  Capital  December  31,  1908 


Balance  Withdrawals  or  retirements 

Balance 

December  31, 



— ^ 

December  31, 

Item 

1908 

1909 

1910 

1910 

Real  estate 

$1,978,610  84 

$1,978,610 

84 

Leases  and  contracts 

3,795,007  50 

3,795,007 

50 

General  construction  : 

Works,  tanks,  holders 

2,635,576  57 

$1,852 

32 

$13,249 

32 

2,620,474 

93 

Mains  

2,927,707  09 

240 

62 

679 

46 

2,926,787 

01 

Services  

436,818  28 

15,261 

33 

21,136 

60 

400,420 

45 

Rental  gas  appliances.  . . . 

62,671  76 

4,165 

68 

6,085 

01 

52,481 

07 

Meters  

360,558  84 

2,416 

04 

346 

40 

357,796 

40 

Tools  

8,786  47 

878 

64 

1,015 

37 

6,892 

46 

Cocks  and  connections.  . . . 

13,445  88 

1,141 

96 

1,230 

39 

11,073 

53 

Furniture  and  fixtures... 

17,847  16 

1,293 

98 

2,482 

98 

14,070 

20 

Horses,  carts,  automobiles 

5,387  63 

910 

29 

915 

47 

3,561 

87 

Badges 

495  30 

495 

30 

Service  carts  

100  00 

100 

00 

Total  

$12,243,013  32 

$28,100 

86 

$47,140 

90 

$12,167,771 

56 

Fixed  Capital  Installed  Since  December  31,  1908. — For  details,  see  Table  XXXIX. 


3 Reported  in  1908  as  $1,285,000,  the  difference  representing  reacquired  bonds, 
$90,000,  shown  in  1908  as  investments,  the  premium  ipaid,  $15,533.75,  being  carried 
in  suspense. 

4 $14,300  of  this  stock  shown  as  outstanding  in  1908,  and  carried  as  an  invest- 
ment, is  here  eliminated  from  both  sides  of  the  balance  sheet. 
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Materials  and  Supplies 


Quantities  on  hand  Dec.  31,  Book  value  Dec.  31, 


r 

\ 

( 

— — ^ 

Item 

1909 

1910 

1909 

1910 

Steam  coal,  lbs 

315,997 

359,318 

$289  40 

$724  42 

Generator  fuel  — coals,  lbs . . 

. . 17,937,875 

20,611,584 

36,153  79 

40,641  32 

Coke,  lbs 

. . 1,046,831 

384,985 

1,724  49 

616  69 

Gas  oil,  gals 

224,603 

196,146 

7,580  25 

6,600  19 

Iron  oxide,  bu 

500 

4,000 

72  50 

600  00 

Fittings  and  service  stock .... 

16,766  04 

19,336  74 

Appliance  stock 

1,726  25 

2,305  92 

Shavings,  bu 

710 

156  14 

12  73 

Total  

$64,468  86 

$70,838  01 

Details  of  Liabilities  and  Credit  Balances 


Taxes  Accrued: 

Special  franchise  

Interest  

Mains  under  Harlem  river 

Real  estate 

Interest  

State  meter  inspection  tax 

Gross  earnings 

Federal  corporation  


Dec.  31,1909 
$548,680  80 
145,141  85 
3,924  73 
5,576  60 
1,638  49 
5,842  51 
8,436  40 
4,000  00 


Dec.  31,  1910 
$60,647  55 
1,062  56 
70  30 
7,487  11 
1,588  81 
5,842  51 
8,930  69 
4,055  00 


Total 


$723,241  38  $89,684  53 


Consumers’  Deposits:  1909 

Added  during  the  year.  $95,555  34 

Refunded  during  year.  94,012  46 

Net  increase  1,542  88 

Balance  

Interest  paid  on  de- 
posits refunded  ....  7,460  85 


(For  number  of  deposits,  see  Table 


1910 

$90,932  80 
95,799  83 
D 4,867  03 

$191,387  24  $186,520  21 

9,463  53 

XL.) 


Miscellaneous  Accounts  Payable. — Included  herein  is  amount  due  sundry  creditors 
for  20-cent  rebates  on  gas  bills,  December  31,  1909,  $56,156.47  ; December  31,  1910, 
$52,591.67. 

Funded  Debt. — Forty-year  first  mortgage  bonds,  5 per  cent  payable  May  and 
November  ; authorized  and  issued,  $1,500,000,  $90,000  of  which  is  held  by  the  com- 
pany and  $215,000  has  been  redeemed,  leaving  net  amount  outstanding  $1,195,000  — 
$25,000  of  the  treasury  bonds  are  pledged  under  trust  agreement ; interest  accrued, 
$64,250  ; interest  actually  paid,  $63,000.  In  1909  interest  on  the  $90,000 
treasury  bonds  was  credited  to  non-operating  income  and  included  in  interest  de- 
ductions ; in  1910  the  interest  on  the  pledged  bonds  only  is  thus  treated,  the  interest 
on  the  remaining  $65,000  being  eliminated  from  both  accounts.  (.See  note  2.) 

Stocks. — First  preferred  stock,  authorized  50,000  shares  of  the  par  value  of 
$100  per  share,  issued  42,957  shares  for  plant  and  property.  Dividends  of  6 per 
cent,  amounting  to  $257,742,  were  declared  and  paid,  both  in  1909  and  1910. 

Common  stock,  authorized  and  issued,  50,000  shares  of  the  par  value  of  $100 
per  share,  issued  for  plant  and  property  ; $14,300  is  held  in  the  treasury  of  the 
company,  leaving  net  amount  outstanding,  $4,985,700.  No  dividend  was  declared 
or.  the  common  stock  in  1909  ; in  1910  a dividend  of  2 per  cent  was  declared  and 
paid  on  the  common  stock  outstanding,  amounting  to  $99,714. 
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Renewal  and  Contingency  Account 

Credit  balance  January  1,  1909 $1,812,236  86 

Credits  during  year  (10  cents  per  M.  cu.  ft.  gas  sold)5 204,450  47 


Total  $2,016,687  33 

Charges  during  1909 : Actual  cost  of  renewals  and  replace- 

ments of  the  company’s  plant  and  property  and  deterioration  in 
the  value  of  certain  of  its  assets  to  the  amount  of 38,711  61 


Credit  balance  December  31,  1909 $1,977,975  72 

Credits  during  year  1910  (10  cents  per  M.  cu.  ft.  gas  sold)5 208,600  30 


Total  $2,186,576  02 


Debits  during  year  1910  : Works  and  station  structure,  $3,178.23 ; 

furnaces,  boilers  and  accessories,  $1,026.98  ; miscellaneous  power 
plant  equipment,  $49  ; water  gas  sets  and  accessories,  $5,972.93  : 
holders,  $1,901.43 ; miscellaneous  equipment,  $1,120.75 ; works 
tools,  $220 ; mains  disused  and  abandoned,  $679.46 ; services 
superseded,  $21,136.50 ; meters  condemned,  $346.40  ; furniture  and 
fixtures,  $2,875.77 ; rental  stoves,  $12,967.17 ; meter  cocks  and 
connections,  $1,813.64 ; tools,  $984.62 ; horses,  carts  and  auto- 
mobiles, $1,336.30;  total 55,609  18 


Credit  balance  December  31,  1910 


$2,130,966  84 


Insurance  Participation  Reserve. — Credit  balance  January  1,  1909,  $22,058.42 ; 
credits  during  1909,  $7,820.79 ; balance  December  31,  1909,  $29,879.21 ; credits 
during  1910,  $8,250.68  ; balance  December  31,  1910,  $38,129.89. 

Employees’  Insurance  Reserve. — Credited  during  year  1910,  $1,061.14 ; debits 
during  year  — doctors’  fees,  $143  ; miscellaneous,  $251.69  ; balance  December  31, 
1910,  $666.45. 

INCOME  ACCOUNT 

1909  1910 


Item 

Operating  revenues 

Revenue  deductions 

Operating  expense.  . . . 6$874,128  82 


Taxes  102,606  39 

Uncollectible  bills....  5,008  61 

Operating  income 

Non-operating  revenues  : 

Rents  15,930  11 

Interest 29,840  23 


Total  non-operating 

revenues $45,770  34 

Non-operating  revenue  de- 
ductions — taxes  3,421  45 


Non-operating  income 


Total  Item  Total 

$1,666,623  61  $1,718,959  10 

981,743  82  1,063,803  64 

6$946,921  65  

113,748  88  

3,133  11  

684,879  69  655,155  46 


16,640  08 
32,319  63 


$48,959  71 
2,151  64 


42,348  89  46,808  07 


5 According  to  a rule  adopted  by  the  directors  of  this  company  operating  expenses 
were  to  be  charged  for  general  amortization  at  the  rate  of  16.2  cents  per  thousand 
cubic  feet  of  gas  sold ; 10  cents  to  be  credited  to  Renewal  and  Contingency  Account 
and  6.2  cents  to  Accrued  Amortization  of  Capital.  Both  in  1909  and  1910  the 

amounts  charged  for  repairs  were  found  to  exceed  the  actual  repairs  made,  and 
adjustments  were  made,  leaving  in  operating  expenses  only  the  actual  cost  of  repairs 
made.  In  February,  1911,  the  accounts  were  adjusted,  setting  up  the  difference 
between  the  actual  repairs  and  the  6-cent  repair  charge  in  the  account  Accrued 
Amortization  of  Capital.  This  amounted  to  $22,539.03  for  1909  and  $11,633.73 
for  1910.  See  also  note  6 to  Income  Account. 
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Gross  income  applicable  to 
corporate  and  leased 

properties  

Deductions  from  gross  in- 
come   

Interest  accrued  on 

funded  debt  

Interest  on  consumers’ 

deposits  

Interest  on  unpaid 
taxes  

Net  corporate  income  .... 


1909 

Item  Total 

$727,228  58 

108,292  80 

$64,250  00  

7,460  85  

36,581  95  

$618,935  78 


1910 

Item  Total 

$701,963  53 

71,980  60 

$61,000  00  

9,463  53  

1,517  07  

$629,982  93 


Corporate  Surplus  Account 

Credit  balance  December  31,  1908 $440,728  05 

Credit  balance  for  1909  transferred  from  income  account 618,935  78 

Sundry  adjustments  applicable  to  former  years 3,807  60 


$1,063,471  43 

$204,450  47 
257,742  00 

462,192  47 


Surplus  December  31,  1909 $601,278  96 

Credit  balance  for  1910  transferred  from  income 

account  $629,982  93 

Adjustment — special  franchise  taxes  1900,  and  1902 

to  1909  219,338  08 

Interest  from  New  York  City  on  unpaid  lighting  bills. . 17,254  07 

Refund  on  gross  earnings  tax  for  1906 3,048  04 

869,623  12 


Less : 

Appropriation  to  reserve * * * * *  7 

Dividends : 6 per  cent  on  preferred  stock 


Less  : 


$1,470,902  08 


Appropriation  to  reserve 7 $208,600  30 

Dividends:  6 per  cent  on  preferred  stock 257,742  00 

Dividends:  2 per  cent  on  common  stock 99,714  00 

Expenses  gas  rate  appeal,  former  years 9,628  92 

Expenses  re-special  franchise  taxes,  former  years  1,100  00 

Adjustment  of  water  charges 3,414  50 

580,199  72 


Surplus  December  31,  1910 


$890,702  36 


G The  company’s  report  shows  charges  to  General  Amotization  at  the  rate  of 

10  cents  per  M.  cu.  ft.  which  were  concurrently  credited  to  the  reserve  Renewal 

and  Contingency  Account  instead  of  to  the  prescribed  account  Accrued  Amortiza- 

tion of  Capital.  The  charge  is,  therefore,  transferred  to  the  surplus  account  Appro- 

priations to  Reserves. 

7 This  item  is  transferred  from  the  operating  expense  account  General  Amortiza- 
tion. where  it  is  improperly  shown  in  the  company’s  report  since  the  corresponding 
credit  is  made  to  a “ Renewal  and  Contingency  Account  ” instead  of  the  prescribed 
account  “Accrued  Amortization  of  Capital.” 
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Operating  Revenues 


Quantity  (M.  cu.  ft.)  Amount  of  revenue 


f 

A-. 

t 

A 

— ^ 

Sales  of  Gas 

1909 

1910 

1909 

1910 

Lighting  municipal  build- 

ings 

7,863.30 

7,839.70 

$5,897 

45 

$5,879 

74 

Prepaid  gas  

Commercial  metered  light- 

197,752.40 

234,090.70 

158,159 

50 

187,208 

70 

ing  

1,800,139.49 

1,800,792.70 

1,440,111 

60 

1,440,634 

24 

Other  gas  corporations  : 

New  Amsterdam  Gas 

Co 

N.  Y.  Mutual  Gas 

31,093.90 

34,501.70 

15,546 

95 

17,250 

85 

Light  Co 

7,652.70 

8,766.80 

3,826 

85 

4,383 

40 

Central  Union  Gas  Co. 

2.90 

11.40 

1 

45 

5 

70 

Total  sales  of  gas 

2,044,504.69 

2,086,003.00 

$1,623,543 

30 

$1,655,362 

63 

Miscellaneous  Revenues 

Rent  of  gas  appliances 

Gas  merchandise  and  jobbing. . . . 
Sales  of  residuals  and  by-products 
Other  miscellaneous  gas  revenue  8 . 


$34,724  54 
197  54 
8,585  54 
Dr.  427  41 


$41,946  96 
3'65  97 
20,988  46 
295  08 


Total  miscellaneous  revenue 


$43,080  21  $63,596  47 


Total  gas  revenue 


$1,666,623  51  $1,718,959  10 


Operating  Expenses 


Works  superintendence  .... 

Boiler  house  labor 

Generator  house  labor 

Purifier  house  labor 

Miscellaneous  labor  at  works 


Gas  making  labor 

Boiler  fuel  

Water 

Generator  fuel  

Water  gas  oil  

Purification  supplies 

Miscellaneous  works  expense  

Repairs  of  works  and  station  structures 
Repairs  of  furnaces,  boilers  and  acces- 
sories   

Repairs  of  steam  engines 

Repairs  of  miscellaneous  power  plant 

equipment 

Repairs  of  water  gas  sets  and  acces- 
sories   

Repairs  of  purification  apparatus 

Repairs  of  holders 


Increase  or 


1909 

1910 

(D)  decrease 

$13,206 

89 

$13,945 

91 

$739 

02 

8,024 

18 

8,765 

51 

741 

33 

18,527 

63 

18,204 

78 

D 322 

85 

1,456 

64 

1,601 

13 

144 

49 

5,835 

60 

6,149 

67 

314 

07 

$47,050 

94 

$48,667 

00 

$1,616 

06 

33,021 

10 

33,374 

50 

353 

40 

2,835 

84 

2,848 

88 

13 

04 

124,034 

21 

120,664 

58 

D 3,369 

63 

264,991 

90 

276,226 

67 

11,234 

77 

1,199 

08 

1,948 

16 

749 

08 

6,313 

93 

6,094 

86 

D 219 

07 

4,827 

75 

4,133 

96 

D 693 

79 

4,745 

69 

4.237 

38 

D 508 

31 

S94 

25 

1,179 

74 

285 

49 

38 

43 

181 

68 

143 

25 

5,969 

57 

9,081 

21 

3,111 

64 

589 

68 

539 

31 

D 50 

37 

1,081 

26 

1,360 

68 

279 

42 

8 Represents  balance  in  favor  of  or  against  this  company  on  account  of  10  per 
cent  above  cost  of  labor  and  material  charged  by  gas  companies  on  gas  manufac- 
tured for  each  other. 
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Increase  or 


1909 

1910 

(D)  decrease 

Repairs  of  miscellaneous  equipment.  . . 

$2,863  98 

$3,515  39 

$651 

41 

Repairs  of  works  tools 

2,137  19 

2,501  99 

364 

80 

Gas  storage 

16,365  21 

16,606  87 

241 

66 

Gas  purchased  9 10 

43,790  94 

42,250  23 

D 1,540 

71 

Total  production  expenses 

$562,750  95 

$575,413  09 

$12,662 

14 

Distribution  superintendence 

$17,020  98 

$18,148  22 

$1,127 

24 

Distribution  supplies  and  expenses .... 

12,633  77 

15,931  81 

3,298 

04 

Gas  meter  and  installation  work 

25,006  21 

28,401  53 

3,395 

32 

Work  on  consumers’  premises 

19,598  67 

25,260  66 

5,661 

99 

Repairs  of  gas  mains 

24,614  01 

27,466  58 

2,952 

57 

Repairs  of  gas  services 

30,485  76 

32,923  08 

2,437 

32 

Repairs  of  gas  meters 

16,241  24 

18,701  94 

2,460 

70 

Repairs  of  distribution  tools 

736  49 

911  60 

175 

11 

Repairs  of  gas  appliances 

8,104  98 

10,477  48 

2,372 

50 

Total  transmission  and  distribu- 

tion  expenses  

$154,342  11 

$178,222  90 

$23,880 

79 

Commercial  administration  

$93,544  81 

$96,554  36 

$3,009 

55 

Promotion  office  expense 

4,272  28 

12.211  88 

7.939 

60 

Advertising 

2,753  06 

2,616  76 

D 136 

30 

Canvassing  and  soliciting 

5,631  47 

6,837  85 

1,206 

38 

Total  commercial  expenses 

$106,201  62 

$118,220  85 

$12,019 

23 

Salaries  and  expenses  of  general  officers 

$18,649  99 

$19,833  34 

$1,183 

35 

Salaries  and  expenses  of  general  office 

clerks  

4,209  83 

4,543  33 

333 

50 

General  office  supplies  and  expenses . . . 

12,051  46 

14,090  53 

2,039 

07 

General  law  expenses 

13,218  87 

10,882  58 

D 2.336 

29 

Insurance  

14,112  21 

14,063  59 

D 48 

62 

Relief  department  and  pensions 

3,357  89 

4,505  54 

1,147 

65 

General  amortization  

10 

io- 

Accidents  and  damages 

152  90 

4,366  38 

4,213 

48 

General  stationery  and  printing 

5,921  76 

4,671  30 

D 1,250 

46 

Stable  expenses  

11,804  81 

15,320  26 

3,516 

45 

Residuals  and  by-products  expense . . . 

569  09 

601  30 

32 

21 

Inventory  adjustments  — Balance 

Cr.  1,251  87 

639  06 

1,890 

93 

Duplicate  charges  : 

Gas  used  at  office  and  shops.... 

Cr.  5,188  2k 

Cr.5,9k8  k8 

Cr.  760  2k 

Gas  used  at  stations 

Cr.  1,125  92 

Cr.  800  56 

325 

36 

Gas  oil  tar  used  as  fuel 

Cr.  25,6k8  6k 

Cr.  11,703  36 

13,945 

28 

Total  general  expenses 

$50,834  14 

$75,064  81 

$24,230 

67 

Total  operating  expenses.... 

10$874,128  82 

10$946,921  65 

$72,792 

83 

9 Gas  purchased,  1909  : From  New  Amsterdam  Gas  Company,  $18,511.15  ; New 

York  Mutual  Gas  Light  Company,  $2,994.80 ; Central  Union  Gas  Company,  $18,- 
010.80  ; total.  $44,218.35  ; less  commission  on  gas  purchased,  $427.41  ; shown  as  an 
offset  to  revenues.  In  1910 : New  Amsterdam  Gas  Company,  $18,845.20  ; New 

York  Mutual  Gas  Light  Company,  $3,905.90  ; Central  Union  Gas  Company,  $22,450  ; 
less  gas  manufactured  for  others,  $2,950.87. 

10  See  note  6,  Income  Account. 
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Increase  or 


Taxes 

1909 

1910 

(D)  decrease 

Assessed  and  charged  to  income. . . . 

. . $106,027 

84 

$115,900 

52 

$9,872 

68 

State  tax  on  gross  earnings .... 

8,436 

40 

8,930 

69 

494 

29 

Special  franchise  

52,607 

22 

60,647 

55 

8,040 

33 

Real  estate  

40,229 

11 

41,381 

38 

1,152 

27 

Personal 

11 

791 

05 

35 

94 

Federal  corporation  tax 

4,000 

00 

4,149 

85 

149 

85 

Charged  to  operating  revenue 

. . 102,606 

39 

113,748 

88 

11,142 

49 

Charged  to  non-operating  revenue. . . 

3,421 

45 

2,151 

64 

1,269 

SI 

Paid  during  year 

50,438 

86 

11  424,659 

40 

374,220 

54 

Gross  earnings,  state 

8,373 

00 

8,436 

40 

63 

40 

Real  estate 

41,130 

58 

39,904 

76 

D 1,225 

82 

Personal 

935 

28 

791 

05 

D 144 

23 

Federal  corporation  tax 

4,094 

85 

4,094 

85 

Special  franchise  

11  371,432 

34 

371.432 

34 

Interest. — Year  1910,  bank  interest,  $29,029.35  ; bond  interest,  $1,250  ; interest 
on  insurance  participation  certificates,  $2,040.28 ; total,  $32,319.63 ; 1909,  bank 
interest,  $24,678.48 ; bond  interest,  $4,500 ; insurance  participation  certificates, 
$661.75. 

PHYSICAL  EQUIPMENT 

Works  and  Holders. — Water  gas  sets,  7 ; total  maximum  rated  capacity,  2,000 
M.  cu.  ft.  each  (details  in  Table  I).  Holders,  8;  capacity,  13,895  M.  cu.  ft.  (details 
in  Table  IV). 

Mains. — December  31,  1910 : No  transmission  pipe  lines.  Distribution  pipe  line, 

length  in  feet,  1,071,600,  of  which  1,035,613  were  in  Manhattan  Borough  and  35,987 
in  the  Borough  of  The  Bronx;  net  decrease  during  year,  317  (Manhattan).  (See 
Table  V.) 

Services. — Live  service  pipes  in  use  December  31,  1910,  number,  18,239 ; net 
decrease  during  year  379.  (See  Table  VI.) 

Meters. — Number  of  consumers’  meters  in  service  December  31,  1910,  58,586 ; 
increase  during  year,  930.  (See  Tables  VII  and  VIII.) 

OPERATING  STATISTICS 

Gas  Made,  Bought  and  Sold  (cu.  ft.). — Gas  on  hand  January  1,  1909,  11,904,000; 
made  during  year,  2,101,989,000 ; bought  during  year,  79,033,500 ; manufactured 
for  respondent  by  Consolidated  Gas  Company,  19,894,655  ; supplied  to  other  com- 
panies, 38,749,500  ; sold  during  year  as  reported,  2,005,755,190  ; used  by  respondent, 
7,892,700  ; on  hand  at  close  of  year,  11,891,000  ; unaccounted  for  (indicated,  not 
actual),  148,532,765.  On  hand  January  1,  1910,  11,891,000;  made  during  year, 
2,166,944,000 ; bought  during  year,  90,402,200 ; manufactured  for  Consolidated  Gas 
Company,  13,769,425  ; supplied  to  other  companies,  43,279,900 ; sold  during  year, 
2,042,723,100  ; used  by  respondent  during  year,  8,436,300 ; on  hand  at  close  of  year, 
10,187,000;  unaccounted  for,  150,841,475.  (See  Tables  Xl-XIII-a.) 

Materials. — Materials  used,  see  Table  IX  ; materials  on  hand,  see  Balance  Sheet 
details  above.  Residuals,  see  Table  X. 

Accidents. — See  Tables  XXV-XXIX. 

Employees. — General  officers,  4 ; salaries  in  1909,  $12,500  ; in  1910,  $13,800 ; all 
other  employees,  December  18,  1909,  full-time,  289 ; part-time,  24 ; December  17, 
1910,  full-time,  332  ; part-time,  13.  Salaries  and  wages  in  1909,  $254,833.85  ; in 
1910,  $283,084.53.  (See  Tables  XXX-XXXIV.) 

Officers. — President,  W.  Greeley  Hoyt ; Vice-President  and  Treasurer,  Benjamin 
Whiteley ; Secretary,  John  E.  Sanborn  ; Assistant  Secretary,  Walter  C.  Phelps. 

Directors. — John  W.  Sterling,  George  F.  Dominick,  Edward  <S.  Marston,  William 
P.  Hardenberg,  William  J.  Nevins,  James  T.  Pyle,  Alex.  S.  Webb,  Jr.,  George  B. 
Cortelyou,  W.  Greeley  Hoyt. 

General  Office. — 32-38  West  125th  street,  Manhattan  Borough,  New  York  City. 


11  Excludes  $106,976.96  paid  as  interest  on  special  franchise  taxes. 
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THE  UNITED  ELECTRIC  LIGHT  AND  POWER  COMPANY 

This  company  was  originally  incorporated  February  3,  1887,  under  the  Laws  of 
the  State  of  New  York  under  the  name  of  “ The  Safety  Electric  Light  and  Power 
Company,”  which  was  changed  to  “ The  United  Electric  Light  and  Power  Company  ” 
under  an  order  of  the  Supreme  Court  of  the  State  of  New  York,  November  8,  1889. 

On  June  19,  1902,  it  absorbed  by  merger  the  United  States  Illuminating  Company. 

This  company  supplies  electric  energy,  both  wholesale  and  retail,  in  tne  Borougn 
of  Manhattan. 

Stock  control  of  this  company  is  held  by  the  Consolidated  Gas  Company,  which 
reports  that  it  holds  52,958  shares  (out  of  a total  of  53,180  shares  outstanding). 

(For  control  of  other  companies,  see  Investments.) 

Stockholders. — Number,  January  23,  1911,  32  ; in  New  York  state,  30,  holding 
46,480  shares.  Total  voting  power  (number  of  shares),  53,180  of  $100  par  value 
each.  Votes  cast  at  general  meeting  on  February  3,  1911,  52,896,  of  which  L.  B. 
Gawtry  cast  52,184  on  behalf  of  others  and  14  on  behalf  of  himself ; Benjamin 
Whiteley,  613  ; H.  J.  Hemmens,  20  ; F.  W.  Smith,  10  ; John  W.  Lieb,  Jr.,  10,  all  on 
behalf  of  themselves. 

Changes  in  1909-1910. — The  capital  accounts  were  charged  with  over  $600,000  as 
shown  in  detail  in  Table  XXXIX.  Franchise  taxes  for  the  years  1903  to  1909,  in- 
clusive, were  adjusted  with  the  City  of  New  York  for  $232,329.70.  This  tax  and 
interest  thereon  had  been  carried  in  the  tax  liability  account  at  $373,175.3'3. 
During  1910  the  Brush  Electric  Illuminating  Company  repaid  $80,000  of  the 
$280,000  advanced  by  this  company.  No  additional  powers  or  franchises  were 
acquired. 


BALANCE  SHEET 


Dec.  31,  1909  Assets  Side  Dec.  31,  1910 

Current  assets  : 

$26,105  08  Cash  $251,684  01 

5,075  72  Accounts  with  associated  com- 
panies   274,883  36 

282,319  02  Accounts  with  City  of  New 

York  33,732  03 

131,560  55  Consumers’  accounts  receivable.  205,829  05 

43,547  89  Other  accounts  receivable 24,733  34 

233,110  74  Materials  and  supplies 181,834  35 

Investments : 

50,034  76  Free  investments  55,143  76 

1,048,262  50  Mortgaged  or  pledged  invest- 
ments   1,048,262  50 

280,000  00  Advances  to  associated  com- 
panies   

10,768,636  77  Fixed  Capital  December  31,  1908..  10,626,296  34 

Fixed  capital  installed  since  De- 

432,784  13  cember  31,  1908 824,152  89 

263,801  97  Special  deposits  (‘‘general  pur- 
poses ”) 

356  15  Prepayments  (insurance) 968  10 

Construction  work  in  progress. . . . 77,193  75 

8,189  73  Other  suspense  9,749  09 

826,240  23  Corporate  deficit  565,810  51 


Increase  or 
(D)  decrease 

$225,578  93 

269,807  64 

D 248,586  99 
74,268  50 
D 18,814  55 
D 61,276  39 

5,109  00 


D 280,000  00 
D 142,340  43 

391,368  76 

D 263,801  97 
611  95 
77,193  75 
1,559  36 
D 260,429  72 


$14,400,025  24 


$14,180,273  08  D $219,752  16 


Total  . 
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Increase  or 

Dec.  31,  1909 

Liabilities  Side 

Dec.  31,  1910 

(D)  decrease 

$373,175 

33 

Taxes  accrued  

$94,370 

14 

D $278,805 

19" 

1,203,300 

00 

Interest  accrued  on  funded  debt.. 

1,203,300 

00 

129,213 

63 

Interest  accrued  on  unfunded  debt. 

129.213 

63 

1,437,479 

67 

Owing  to  associated  companies.  . . . 

1,495,783 

52 

58,303 

85- 

61,870 

13 

Consumers’  deposits  

75,405 

13 

13,535 

00 

166,419 

77 

Miscellaneous  accounts  payable... 

30.305 

72 

D 136,114 

05 

4,838,000 

00 

Funded  debt  

4,S38,000 

00 

829,373 

60 

Renewal  and  contingency  reserve. 

947,655 

69 

118,282 

09 

42,696 

51 

Casualties  and  insurance  reserve. 

47,805 

51 

5,109 

00 

5,318,433 

74 

Stocks  

5,318,433 

74 

62 

8'6 

Suspense  — Automobiles 

D 62 

86- 

$14,400,025 

24 

Total 

$14,180,273 

08 

D $219,752 

16 

Contingent  liabilities. — Guarantors  of  $275,000  of  bonds  of  The  Brush  Electric 
Illuminating  Company  of  New  York. 


Details  of  Assets  and  Debit  Balances 

Fixed  Capital  December  31,  ISOS 

Balance  Withdrawals  or  retirements  Balance 


December  31, 


Items  1908 

West  146th  street,  real 

estate  $30,500  00 

West  146  th  street, 

buildings  86,040  32 

West  146th  street,- 

apparatus  258,518  67 

Elizabeth  street,  ap- 
paratus   188, 642  08 

Waterside  No.  1,  ap- 
paratus   101,473  40 

Waterside  No.  2,  ap- 
paratus   90,739  44 

West  24th  street,  ap- 
paratus   7,813  08 

West  24th  street,  build- 
ings   22,696  10 

Installations  1,670,298  32 

Cables  in  ground 1,967,513  99 

Subsidiaries  223,022  78 

Patents,  licenses,  rights, 

good-will,  etc 6,069,422  94 

Automobiles 41,-541  93 

Tools 19,018  03 

Office  furniture  15,969  75 

Maps  and  instruments.  33,987  91 

Miscellaneous  23  55 


, K December  31, 

1909  1910  1910 

$30,500  00 

$47  78  85,992  54 

7,614  70  $132  19  250,771  78 

507  04  82  30  188,052  74 

101,473  40 

27  00  90,712  44 

7,813  08 

22,696  10 

23,630  18  72.012  82  1,574,655  32 

26,758  82  43.787  74  1,896,967  43 


2,635  30  220,387  48 

6,069.422  94 

23,690  08  1 7,851  85 

19,018  03 

15,969  75 

33,987  91 

23  55 


$10,827,222  29  $58,585  52  $142,340  43  $10,626,296  34 


Totals  . . . 
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Fixed  Capital  Installed  Since  December  31}  1908. — For  details  see  Table  XXXIX. 


Investments 


INTEREST 

Amount 

Date 

Date 

Par 

Date  of 

Actual 

at  which 
carried 

Income 

accrued 

of  is- 
sue of 

of  ma- 
turity 
of  se- 
curity 

acquisi- 
tion by 

Name  of  Issuing 

Rate 

value  of 

money 

on  re- 

to re- 

Company 

per 

amount 

cost  to 

spondent’s 

spondent 

curity 

cent 

per 

Dates 

due 

held 

spondent 

respondent 

books, 

December 

during 

1910 

an- 

31,  1910 

num 

New  York  Gas, Elec- 

tric Light,  Heat, 
and  Power  Co., 
bonds 

1899 

1949 

4 

Feb.  and 

Aug. . . 

$5,000  00 

1901 

$4,856  25 

$4,856  25 

1 None. 

Consolidated  Tel. 

and  Electrical 

Subway  Co.,  stock 
Westinghouse  Elec- 

200,000 00 

1899 

50,000  00 

50,000  00 

None. 

tric  and  Mfg.  Co., 
stocks  

Jan., Apr. 
July, Oct. 

2,250  00 

1890-1908 

2,480  00 

2,480  00 

None. 

Brush  Electric  111. 

Co.,  stock 

1881 

999,000  00 

1890-1905 

998,262  50 

998,262  50 

None. 

Ball  Electrical  111. 

Co.,  stock 

1887 

129,500  00 

1890-1902 

11,928  70 

2 00 

None. 

Insurance  participa- 

tion certificates . . 

1901 

3 

1901 

47,805  51 

47,805  51 

$1,280  89 

Totals 

$1,115,332  96  $1,103,406  26 

$1,280  89 

Materials  and  Supplies 


Book  value  December  31, 


Item 

“ O.  K.”  covers 

Meter  blocks  

Search  lights  

Rectifiers  

Switches  

Carbons  

Arc  globes 

Incandescent  lamps  

Nernst  lamps 

Wire  and  cable 

Motors  and  secondaries 

Coils 

Bases  and  poles 

Various  miscellaneous  supplies, 

Reels 

Supplies  loaned  

Meter  seals 

Circuit  breakers 

Fan  motors 

Total 


Accounts  with  Associated  Companies. - 


December 

December 

1909 

1910 

$3,395 

40 

$4,584 

90 

3,481 

03 

3,960 

08 

1,418 

50 

1,418 

50 

492 

00 

519 

50 

3,633 

85 

3,780 

37 

156 

96 

3,748 

51 

256 

61 

129 

27 

34,788 

83 

29,072 

59 

3, '88  4 

40 

60,680 

20 

76,314 

50 

9,416 

66 

6,719 

62 

7,062 

00 

7,412 

00 

1,651 

00 

82,520 

24 

20,571 

88 

6,146 

42 

6,183 

92 

5,840 

64 

5,720 

81 

9,937 

00 

7,655 

40 

1,055 

50 

1,336 

00 

. $233,110 

74 

$181,834 

35 

31,  1909:  i 

Advances  to  Brush 

in  account 

“ Investments 

December 

31, 

1910 : Brush 

$280,000 ; to  other  associated  companies,  $5,075.72. 

Electric  Illuminating  Company,  $200,000;  New  York  Edison  Company,  $74,883.36. 


1 “ The  interest  of  $200  was  received  and  credited  in  our  books  on  March  22, 
1911.  No  entry  was  made  in  our  1910  accounts.” 
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Construction  Work  in  Progress. — December  31,  1910  : Preliminary  payments  and 

expense  incident  to  the  acquiring  of  certain  large  turbine  units  which  have  not  as 
yet  been  delivered,  $77,193.75. 

Suspense. — Amount  paid  comptroller  on  account  one  cent  per  lineal  foot  of 
streets  opened,  December  31,  1909,  .$7,428.97  ; December  31,  1910,  $7,428.97  ; salary, 
expenses  and  use  of  automobile  of  electrical  engineer  December  31,  1909,  $4,335.27 ; 
December  31,  1910,  $4,335.27 ; adjustment  of  suspense  — automobile  account, 

December  31,  1909,  $200 ; accrued  legal  expenses  — credit,  December  31,  1909, 
$3,774.51 ; December  31,  1910,  $2,015.15  ; total,  December  31,  1909,  $8,189.73 ; 
December  31,  1910,  $9,749.09. 


Details  of  Liabilities  and  Credit  Balances 


Taxes  Accrued: 

Special  franchise  tax 

Interest  accrued  thereon 

Gross  earnings 

Federal  corporation  . 

Consumers’  Deposits: 

Added  during  year. . 

Refunded  during  year 

Net  increase  

Balance  

Interest  paid  on  de- 
posits refunded...  1,535  92  1,792  31 

(For  number  of  deposits,  see  Table  XL.) 


1909  1910 

$33,770  00  $37,555  00 

18,881  00  24,020  00 

14,889  00  13,535  00 


Dec.  31,  1909 
$311,660  20 
61,515  13 


61,870  13 


Miscellaneous  Accounts  Payable: 
Sundry  creditors  


166,419  77 


Dec.  31,  1910 
$89,352  90 
1,547  44 
1,730  00 
1,439  80 


75,405  13 


30,305  72 


Owing  to  Associated  Companies : 

Consolidated  Gas  Co.,  demand  loans  at  6 per 
cent  (prior  to  1901,  $1,012,479.67  ; 1906-1908, 

$425,000)  1,437,479  67 

New  York  Edison  Company,  open  account 


1,437,479  67 
58,303  85 


Funded  Debt.- — Thirty-year  first  mortgage  bonds,  July  1,  1894 ; 5 per  cent  pay- 
able January  1 and  July  1 ; authorized,  $10,000,000 ; issued,  $5,095,000 ; in  the 
treasury,  $257,000 ; par  value  of  net  amount  outstanding,  $4,838,000 ; interest 
accrued  and  paid  in  1909,  $241,900 ; in  1910,  $241,900 ; interest  matured  and 
unpaid  December  31,  1909,  $1,203,300 ; December  31,  1910,  $1,203,300 ; trustee, 
Union  Trust  Company  of  New  York. 

Stocks .2 — Preferred,  authorized,  20,000  shares  of  $100  par  value  each  ; issued, 
16,495  of  a par  value  of  $1,649,500,  of  which  $7,261.97  is  in  the  treasury;  net 
amount  outstanding,  $1,642,238.03 ; no  dividends  declared  or  paid. 

Common,  authorized,  40,000  shares  of  $100  par  value  each  ; issued,  36,971  shares 
of  a par  value  of  $3,697,100,  of  which  $20,904.29  is  in  the  treasury ; net  amount 
outstanding,  $3,676,195.71  ; no  dividends  declared  or  paid. 

Renewal  and  Contingency  Account  ( Established  May } 1905) 


Balance  January  1,  1909 $625,570  03 

Credits  in  1909  (1  cent  per  kw.  hr.  sold)3 236,447  90 


Total  $862,017  93 

Debits  in  1909  32.644  33 


2 The  capital  stock  and  bonds  of  this  company  were  issued  for  “ property  and 
cash.” 

3 See  page  655. 
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Balance  December  31,  1909 $829,373  60 

Credits  in  1910  (1  cent  per  kw.  hr.  sold)3. 250,843  21 

Total $1,080,216  81 


Debits  in  1910  (distribution  system,  $27,178.62;  line  transformers 
and  devices,  $9,596.57 ; electric  meters,  $53,254.20 ; commercial 
arc  lamps,  $52 ; glower  lamps,  $3,232.80 ; general  stable  equip- 
ment, $23,690.08 ; electric  signs,  $2,940 ; extraordinary  expense, 


$12,616.85)  132,561  12 

Balance  December  31,  1910 $947,655  69 

Insurance  Participation  Reserve  ( Established  April , 1901). — Balance  January  1, 


1909,  $38,376.08  ; credit  during  1909,  $4,320.43  ; no  charges  ; balance  December  31, 

1909,  $42,696.51 ; credit  during  1910,  $5,109 ; no  charges ; balance  December  31, 

1910,  $47,805.51. 

INCOME  ACCOUNT 

1909  1910 


J, 


f 

Item 

Total 

Item 

Total 

Operating  revenues 

$1,958,559 

30 

$2,109,242 

12 

Revenue  deductions 

1,338,100 

94 

1,386,058 

63 

Operating  expenses 4 

$1,250,064 

48 

4$1 ,277,557 

93 

Taxes 

76,000 

00 

101,776 

72 

Uncollectible  bills 

.12,036 

46 

6,724 

98 

Operating  income 

620,458 

36 

$723,183 

49 

Non-operating  income 

25,483 

15 

20.144 

33 

Interest  on  advances  to  Brush 

Electric  Illuminating  Co .... 

16,800 

00 

13,600 

00 

Interest  on  special  bank  deposit. 

7,331 

87 

5,263 

44 

Interest  on  insurance  participa- 

tion certificates 

1,151 

28 

1,280 

89 

Miscellaneous  interest 

200 

00 

Gross  income  applicable  to  cor- 

porate and  leased  properties. . . 

$645,941 

51 

$743,327 

82 

Deductions  from  gross  income.. . . 

415,080 

22 

425,148 

25 

Interest  accrued  on  funded  debt. 

$241,900 

00 

241,900 

00 

Interest  on  loans  (6  per  cent 

notes  held  by  Consolidated 

Gas  Co.) 

86,602 

92 

86,602 

92 

Deterred  interest  at  5 per  cent 

on  unpaid  coupons  held  by 

Consolidated  Gas  Co 

66,625 

68 

66,625 

68 

Interest  paid  Con.  Tel.  & El. 

Subway  Co 

8,759 

20 

9,376 

91 

Interest  on  consumers’  deposits. 

1 , 535 

92 

1,792 

31 

Interest  on  unpaid  taxes 

8,712 

31 

Miscellaneous  rent  deductions . . 

9,656 

50 

10,138 

12 

Net  corporate  income $230,861  29  $318,179  57 


3 Under  a rule  of  depreciation  filed  with  the  Commission  the  company  was  to 

charge  operating  expenses  and  concurrently  credit  the  reserve  1.3  cents  on  all 
current  sold  to  general  consumers,  viz. : 1 cent  for  accrued  amortization  and  0.3 

cents  to  cover  repairs.  At  the  end  of  the  years  1909  and  1910  respectively,  it  was 
found  that  the  amortization  estimated  to  cover  cost  of  repairs  was  somewhat  in 
excess  of  the  actual  amounts  expended  for  those  years.  Accordingly  reverse  entries 
were  made  to  leave  in  the  reserve  amounts  equal  only  to  the  actual  cost  of  such 
repairs  for  the  respective  years.  The  amounts  so  adjusted  were  as  follows  : Year 
1909,  $3,541.26  ; 1910,  $18,324.55.  See  footnote  4 to  Income  Account. 

4 The  company’s  report  shows  charges  to  General  Amortization  at  the  rate  of 
1 cent  per  kw.  hr.  which  were  concurrently  credited  to  the  reserve  “ Renewal  and 
Contingency  ” account  instead  of  the  prescribed'  account  “Accrued  Amortization  of 
Capital.”  The  charge  is,  therefore,  transferred  to  the  surplus  account  “Appropria- 
tions to  Reserves.” 
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Corporate  Surplus 

Deficit  December  31,  1908 

Balance  transferred  from  1909  income  account 

Adjustments  of  materials  and  supplies  and  other 

credits  applicable  to  former  years 

Appropriations  to  reserves 

Expenses  elsewhere  unprovided  for 

Bad  debts  written  off 

Deficit  December  31 , 1909 


$830,150  89  

5 $230,861  29 


6 236,447  90 
427  96 
502  00 


10,427  23 


826,240  23 


$1,067,-528  75  $1,067,528  75 


Deficit  December  31,  1909 $826,240  23 

Balance  transferred  from  1910  income  account 

Bad  debts  collected 

Settlement  on  account  of  interest  on  City  lighting 

bills  

Adjustment  of  special  franchise  taxes,  years  1903- 

1909,  inclusive 

Refund  by  federal  authorities  of  excess  duty  charged 

on  coal  prior  -to  1910 


Appropriation  to  reserves  6 250,843  21 

Expenses  elsewhere  unprovided  for 1,041  75 

Bad  debts  written  off 460  48 

Adjustment  of  “ Lighting  and  Power  ” accounts  prior 

to  1910  14,801  35 

Refund  of  over  payments  credited  to  P.  & L.  during 

1909  44  22 

Deficit  December  313  1910 


3 $318,179  57 

1 16 

63,066  94 
144,840  70 
1,532  36 


565,810  51 


$1,093,431  24  $1,093,431  24 


Operating  Revenues 


Sales  of  Electric  Current 
Municipal  street  lighting  — 

arc  

Municipal  street  lighting  — 

incandescent  

Lighting  municipal  build- 
ings   

Municipal  heat  and  power. 
Miscellaneous  electric  rev- 
enue — municipal  

Plant  service 

Wholesale  service 

Commercial  metered  lighting 
Commercial  metered  lighting 
— miscellaneous  


Quantity  (kw.  hrs.) 

Amount  of  revenue 

1909 

1910 

1909 

1910 

832,112 

926,518 

$39,639  83 

$45,738 

71 

35,623 

75,452 

3,338  26 

6,001 

46 

1,008,846 

860,170 

64,438  50 

52,237 

98 

289,425 

77,564 

12,677  19 

4,796 

51 

9.347 

990  39 

2,780,336' 

1 1 

f 117,603  551 

2,601,147 

178,191  48  | 

12,538,092 

. 19,166,218  \ 

1,251,765  12  [ 

1,667,382 

31 

12,083  J 

1 

667  06 J 

5 As  revised. 

c This  item,  is  transferred  from  the  operating  expense  account  “General  Amotiza- 
whereat  is  improperly  shown  in  the  company’s  report,  since  the  corresponding 
,,n?ade  to  a.  “ Renewal  and  Contingency  Account”  instead  of  the  prescribed 
account  Accrued  Amortization  of  Capital.”  [Ed.] 
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Quantity  (Kw.  hrs.)  Amount  of  revenue 


Sales  of  Electric  Current:  1909 

Commercial  metered  power.  3,470,619 
Other  electrical  corpora- 
tions — N.  Y.  Edison  Co.  182,683 
Breakdown  service 32,524 


Total  from  sales  of 

current 23,792,837 


Electric  merchandise  and  jobbing . 
Total  electric  revenues 


1910 

3,949,393 


195,629 

46,813 


1909 

271,378  12 

10,754  57 
3,647  59 


1910 

311,558  88 


10,535  99 
4.493  00 


25,297,757  $1,955,091  66  $2,102,744  84 

6.497  28 


3,467  64 


$1,958,559  30  $2,109,242  12 


Operating  Expenses 


Repairs  of  power  plant  electric  equip- 

1909 
$139  57 

1910 

Increase  or 
(D)  decrease 

D SI  SO  67 

Miscellaneous  station  repairs 

$141  30 

141 

30 

Electric  energy  from  other  sources  7.  . . 

522.346  25 

534,425  43 

12.079 

18 

Total  production  expenses 

$522,485  82 

$534,566  73 

$12,080 

91 

Transmission  subwav  rent 

$53,444  94 

$54,732  57 

$1,287 

63 

Underground  transmission  system  re- 
pairs   

2.922  43 

2,353  10 

D 569 

33 

Substation  labor  

22,209  60 

20.064  57 

D 2.145 

03 

Substation  supplies  and  expenses 

14,532  55 

8,121  44 

D 6,411 

11 

Repairs  of  substation  buildings 

1,201  32 

322  67 

D 878 

65 

Repairs  of  substation  equipment 

10, 388  78 

4,125  50 

1 > 6,263 

28 

Total  transmission  expenses 

$104,699  62 

$89,719  85 

D $14,979 

77 

Electric  distribution  superintendence.  . 

$5,235  22 

$3,788  09 

D $1,447 

13 

Electric  distribution  maps  and  records . 

6,565  3'7 

8,287  78 

1.722 

41 

Electric  distribution  office  expense.  . . . 

3,006  42 

2,308  57 

D 697 

85 

Setting  and  removing  meters  and  trans- 
formers   

37,916  33 

55,370  31 

17.453 

98 

Distribution  subway  rent 

243.300  07 

251.152  52 

7,852 

45 

Other  underground  distribution  system 
repairs  

20.590  21 

20,456  55 

D 133 

66 

Repairs  of  electric  services 

4,407  64 

4,592  12 

184 

48 

Repairs  of  tools 

183  86 

D 183 

86 

Repairs  of  transformers 

1.671  31 

Cr.  ),),1  87 

D 2.113 

18 

Electric  meter  operation 

16.747  90 

9.344  31 

D 7,403 

59 

Electric  meter  repairs 

5.645  34 

5,513  58 

D 131 

76 

Total  distribution  expenses 

$360,371  96 

$15,102 

29 

Commercial  arc  labor 

Commercial  arc  supplies  . . 
Commercial  glower  repairs 


$3,129  09 
2 277  72 
2,198  17 


$2,561  10 
1,324  42 


D $567  99 
D 953  30 
D 2,198  17 


7 Bought  from  New  York  Edison  Companv  : In  1909,  35,257,802  kw.  hrs.  ; in 

1910.  37,118,727  kw.  hrs. 
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Increase  or 


1909 

1910 

(D)  decrease 

Commercial  arc  repairs 

$4,239  17 

$2,827  51 

D $1,411  66 

Commercial  incandescent  installation.. 

24,968  50 

27,649  22 

2,680  72 

Commercial  incandescent  renewals.... 

56.214  40 

70,053  77 

13,839  37 

Inspection  of  consumers’  premises 

3,968  80 

4,470  28 

501  48 

Repairs  of  motors  and  heaters 

771  66 

D 771  66 

Repairs  of  consumers’  installations.  . . . 

10.602  93 

13,452  67 

2,849  74 

Municipal  street  arc  labor 

5,464  32 

5,832  93 

368  61 

Municipal  street  arc  supplies 

1,598  40 

1,495  25 

D 103  15 

Municipal  street  arc  repairs 

2,391  08 

2,588  43 

197  35 

Municipal  street  incandescent  installa- 

tion  

221  88 

117  68 

D 104  20 

Municipal  street  incandescent  renewals 

610  71 

329  98 

D 280  73 

Municipal  street  incandescent  repairs. 

325  33 

770  45 

445  12 

Total  utilization  expenses 

$118,982  16 

$133,473  69 

$14,491  53 

Commercial  administration 

$31,244  38 

$45,224  39 

$13,980  01 

Promotion  office  expense 

18,704  71 

19,697  92 

993  21 

Advertising  

5,892  94 

3,750  30 

D 2,142  64 

Canvassing  and  soliciting 

6,926  30 

6, '628  78 

D 297  52 

Promotion  wiring  and  devices 

3,251  19 

3,740  57 

489  38 

Total  commercial  expenses 

$66,019  52 

$79,041  96 

$13,022  44 

Salaries  and  expenses  of  general  officers 

$11,517  25 

$12,256  05 

$738  80 

Salaries  and  expenses  of  general  office 

clerks  

15,828  20 

17,050  96 

1,222  76 

General  office  supplies  and  expenses . . . 

13,416  23 

14,288  81 

872  58 

General  law  expenses 

19,936  83 

19.701  67 

D 235  16 

Miscellaneous  general  expenses 

11.709  98 

12.586  31 

876  33 

Insurance  

13,795  13 

12.946  76 

D 848  37 

Relief  department  and  pensions 

324  00 

410  00 

86  00 

General  amortization 

g 

Accidents  and  damages 

75  72 

805  58 

729  86 

General  stationery  and  printing 

15,453  43 

14,859  65 

D 593  78 

Store  expenses 

24,613  43 

D 24,613  43 

Discount  on  materials  and  supplies... 

Cr.  6,627  23 

Cr.  8,658  63 

D 2.031  40 

Duplicate  charges 

Cr.  27435  28 

Cr.  15,863  W 

11,571  86 

Total  general  expenses 

$92,607  69 

$80,383  74 

D $12,223  95 

Total  operating  expenses 

$1,250,064  48 

$1,277,557  93 

$27,493  45 

Rents  Payable  Charged  to  Operating  Expenses. — Rent  of  space  in  subways  from 
Consolidated  Telegraph  and  Electrical  Subway  Company,  1909,  $296,745.01  ; in 
1910,  $305,885.09. 


Taxes 

Assessed  during  year.  . . . 
Special  franchise  . . . 

Real  estate 

Gross  earnings,  state 
Federal  corporation 


1909 

$44,132  84 
33,560  SO 
805  45 
9,766  59 


1910 

$101,776  72 
89,652  90 
896  52 
10,351  41 
875  89 


Increase  or 
(D)  decrease 
$57,643  88 
56,092  10 
91  07 
584  82 
875  89 


• See  note  4 to  Income  Account. 
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Taxes 

Charged  to  income 

Paid  during  year  

Special  franchise 

Real  estate  

Gross  earnings,  state 

Pipe  privileges  

Federal  corporation  . . 


1909 

$76,000  00 
12,813  79 


805  45 
9,766  59 
2,241  75 


1910 

$101,776  72 
244,453  52 
232,329  70 
896  52 
10,351  41 


875  89 


Increase  or 
(D)  decrease 

$25,776  72 
231,639  73 
232,329  70 
91  07 
584  82 
D 2.241  75 
875  89 


Rent  Deductions. — Storeyard,  18th  street,  between  Tenth  and  Eleventh  avenues, 
leased  from  Consolidated  Gas  Company,  1909  and  1910,  $800 ; storerooms  and 
shops,  520-522  West  24th  street,  1909  and  1910,  $5,000 ; storeroom.  630  West 
24th  street,  1909,  $187.50  ; transformer  space,  various  places,  1909,  $312.50  ; 1910, 
$1,000 ; storeyard,  147th  street,  between  Broadway  and  Amsterdam  avenue,  in 
1909  and  1910,  $600 ; miscellaneous  rents  payable,  1909,  $2,756.50  ; in  1910, 
$2,738.12  ; total,  1909,  $9,656.50 ; 1910,  $10,138.12. 


PHYSICAL  EQUIPMENT 

Station  Equipment. — Turbo-units,  A.  C.,  3 ; total  rated  capacity,  20,000  kw.  ; 
substation  equipment,  11  transformers  ; total  rated  capacity,  21,200  kw.  ; 4 motor 
generators ; total  rated  capacity,  4,000  kw.  ; 3 motor-driven  exciters,  total  rated 
capacity,  112%  kw.  For  number  of  units,  kind  and  capacity  in  service  December 
31,  1930,  see  Table  XV. 

Circuits. — See  Table  XVI. 

Poles,  Line  Transformers  and  Services. — See  Table  XVII. 

Meters. — Number  of  meters  owned  December  31,  1910,  28,055  ; increase  during 
year,  5,265  ; consumers’  meters  December  31.  1910,  24,108 ; increase  during  year, 
5,028.  See  Table  XVIII  A and  B.  For  disposition  of  meters  owned,  see  Table  XIX. 


OPERATING  STATISTICS 


Current  Bought  and  Sold:  1909 

Kilowatt  hours  purchased 35,257,802 

Kilowatt  hours  sold  by  respondent 22,296,568 

Kilowatt  hours  supplied  over  respondents’  meters 

by  the  New  York  Edison  Company 1,496,269 

Kilowatt  hours  used  by  respondent 502,423 

Kilowatt  hours  lost  and  unaccounted  for 10,962,542 


1910 

37,118,727 

24,274,930 

1,022,827 

256,786 

11,564,184 


See  Table  XXIII. 

For  other  operating  statistics  see  Table  XX.  Connected  load  ; Table  XXII,  Maxi- 
mum peak  load ; Table  XXIV.  Consumption  of  electric  current  by  companies  and 
boroughs  ; Table  XXIV-a,  Consumption  of  electric  current,  public  lighting,  1910. 

Accidents. — See  Tables  XXV-XXIX. 

Employees. — General  officers,  5 ; salaries  paid  officers  in  1909,  $11,100  ; in  1910, 
$11,700.06  ; number  of  all  other  employees  December  31,  1909,  328  ; December  31, 
1910,  366  ; total  compensation  paid  officers  and  employees  in  1909,  $282,848.59  ; in 
1910,  $291,098.  (For  details,  see  Tables  XXX-XXXIV.) 

Officers. — President,  W.  R.  Addicks  ; Vice-President,  Thomas  E.  Murray;  Secre- 
tary, Frank  W.  Smith  ; Assistant  Secretary,  L.  A.  Coleman  ; Treasurer,  Benjamin 
Whiteley 


9 The  difference  between  the  amount  of  taxes  levied  during  1909,  $44,132.84,  and 
the  amount  charged  to  income,  $76,000,  probably  represents  interest  on  unpaid 
franchise  taxes  and  as  such  should  have  been  shown  as  a deduction  from  gross 
income,  and  not  a deduction  from  operating  revenues.  [Ed.] 
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Directors. — George  H.  Church,  Nicholas  F.  Brady,  Lewis  B.  Gawtry,  Samuel  A. 
Beardsley,  Robert  A.  Carter,  W.  R.  Addicks,  Thomas  E.  Murray,  Frank  W.  Smith, 
Benjamin  Whiteley,  John  W.  Lieb,  Jr.,  Henry  J.  Hemmens,  Arthur  H.  Elliott, 
George  B.  Cortelyou. 

Main  Business  Office. — 1170  Broadway,  New  York  City. 


THE  WOODHAVEN  GAS  LIGHT  COMPANY 

This  company  was  incorporated  August  30.  1871.  under  Act  of  Legislature  passed 
February  16,  1848.  The  Brooklyn  Union  Gas  Company  acquired  control  in  July. 
1897.  by  the  purchase  of  the  entire  capital  stock. 

It  suoplies  Ward  4.  Borough  of  Queens,  section  known  as  Woodhaven  and  Queens, 
with  water  gas. 

Stockholders. — Number  September  14.  1910,  5,  all  residing  in  New  York  state. 
Total  voting  power  (number  of  shares),  200  of  $100  par  value  each,  all  owned  by 
The  Brooklyn  Union  Gas  Compauy. 

Changes  in  1909-1910- — [ No  additional  powers  or  franchises  were  acquired.  Details 
of  new  mains  laid  are  shown  in  Table  V.  On  October  20.  1910,  the  following 
changes  were  made  in  the  company's  officers : A.  F.  Stamford,  former  secretary 

and  treasurer,  elected  vice-president,  vice  W.  K.  Rossiter,  deceased  ; F.  B.  Jourdan 
elected  secretary,  vice  A.  F.  Staniford  ; J.  II.  Benedict,  former  assistant  secretary 
and  treasurer,  elected  treasurer,  vice  A.  F.  Staniford  ; James  Gilmer  elected  auditor  ; 
Frederick  R.  Wogan  elected  assistant  secretary,  vice  J.  H.  Benedict;  T.  P.  Payne,  Jr., 
elected  assistant  treasurer,  vice  J.  H.  Benedict. 

On  September  1.  1909.  The  Brooklyn  Union  Gas  Company  reduced  the  price  of 
gas  sold  to  this  company  from  60  cents  to  >50  cents  per  M.  cu.  ft. 


BALANCE  SHEET 


Increase  or 

Dec.  31,  : 

L909 

Assets  Side 

Dec.  31.  1910 

(D)  decrease 

Current  assets  : 

$14,941 

20 

Cash 

$12,818  96 

D $2,122 

24 

15,308 

16 

Accounts  with  City  of  New  York 

4.947  10 

D 10.361 

06 

4,395 

56 

Consumers’  accounts  receivable. 

6.782  28 

2,386 

72 

480 

46 

Other  accounts  receivable 

782  61 

302 

15 

3.796 

76 

Materials  and  supplies 

3,677  74 

D 119 

02 

220,139 

08 

Fixed  Capital  December  31.  1908.  . . 

217,827  65 

D 2,311 

43 

Fixed  capital  installed  since  Decem- 

42,840 

57 

ber  31.  1908  

77,979  31 

35,138 

74 

62 

50 

Special  deposits  

100  00 

37 

50 

322 

63 

Prepayments  (insurance) 

283  44 

D 39 

19 

$302,286 

92 

Total 

$325,199  09 

$22,912 

17 

Liabilities  Side 

$8,008 

99 

Taxes  accrued  

$687  81 

D $7,321 

18 

120,914 

53 

Owing  to  associated  companies 

122,002  08 

1.087 

55 

16.969 

00 

Consumers’  deposits  

20,543  36 

3,574 

36 

2 292 

93 

Miscellaneous  accounts  payable 

1,178  71 

D 1,114 

22 

12.031 

25 

Accrued  amortization  of  capital .... 

28.214  57 

16,183 

32 

20,000 

00 

-Stocks 

20,000  00 

122.070 

22 

Corporate  surplus  

132,572  56 

10,502 

34 

$302,286 

92 

Total 

$325,199  09 

$22,912 

17 
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Details  of  Assets  and  Debit  Balances 

Fixed  Capital  December  31,  1908 


Balance 
December 
Item  31,  1908 

Franchises $20,000  00 

Mains 149,492  71 

Meters 28,053  90 

Services 23,230  38 

Tools  and  implements 453  75 

Office  furniture  and  fixtures.  81  17 

Lamp  posts 964  02 


Totals $222,275  99 


Balance 
December 
31,  1910 
$20,000  00 
149,492  71 
$2,136  91  $2,285  43  23,631  62 

26  00  23,204  38 

453  75 

81  17 

964  02 


$2,136  91  $2,311  43  $217,827  65 


Withdrawals  or  retirements 

, K 

1909  1910 


Description  of  Capital  Withdrawn. — During  1909,  438  meters;  during  1910, 
2 services  ; 296  meters.  For  sizes  of  meters  see  Table  Vll-b. 

Fixed  Capital  Installed  Since  December  31,  1908 ■ — See  Table  XXXIX. 

Materials  and  Supplies. — Materials  used  in  setting  meters,  etc.,  cost  of  amount 
on  hand  December  31,  1909,  $3,796.76  ; December  31,  1910,  $3,677.74. 


Details  of  Liabilities  and  Credit  Balances 


Taxes  Accrued: 

Special  franchise  . . . 
Gross  earnings,  state 


December  31,  December  31, 
1909  1910 

$7,470  74  

538  25  $6S7  SI 


Owing  to  Associated  Companies: 

Brooklyn  Union  Gas  Company,  open  account  at 
5 per  cent1 120,914  53 


122,002  08 


Consumers’  Deposits: 

Added  during  year.  . 
Refunded  during  year 
Net  increase.  . . . 

Balance  

Interest  paid  on  de- 
posits refunded... 


1909 

$8,058  00 
4,371  44 
3.686  56 


307  16 


1910 

$11,076  00 
7,501  64 
3,574  36 


For  number  of  deposits,  see  Table  XL. 
Miscellaneous  Accounts  Payable: 

Open  accounts  for  materials,  etc .... 


624  00 


16,969  00 


2,292  93 


20.543  36 


1,178  71 


Funded  Debt. — - None. 


Stocks. — Authorized,  issued  and  outstanding,  200  shares  of  common  stock  of 
$100  par  value  each  ; cash  realized  on  amount  issued,  not  known  ; no  dividends 

declared  or  paid. 

Accrued  Amortization  of  Capital.- — -Credits  during  year  1909  (on  basis  of 
13  cents  per  M.  cu.  ft.  sold,  less  repairs),  $12,031.25;  credits  during  year  1910, 
$16,187.87  ; total  credits,  $28,219.12  ; debits,  fixed  capital  withdrawn  in  1910,  $4.55  ; 
credit  balance  December  31,  1910,  $28,214.57. 


The  interest  rate  was  reduced  to  3 per  cent  on  October  1,  1910. 
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INCOME  ACCOUNT 


1909 

A 


1910 


Revenue  deductions 


Operating  expenses 2 $105,096  22 

Taxes 3,212  56 

Uncollectible  bills  343  07 

Operating  income 

Non-operating  income  : Inter- 
est   

Gross  income  applicable  to 
corporate  and  leased  prop- 
erties   

Deductions  from  gross  income  

Interest  on  loans $5,023  46 

Interest  on  consumers  de- 
posits   307  16 

Rent  of  store  and  base- 
ment   - 


Item  Total 

Operating  revenue $112,865  22 

*108,051  85 


Item 


$121,253  74 
3,830  44 
437  94 


Net  corporate  incDme. 


1,213  37 
59  22 


$4,272  59 
5,330  62 


$5,196  59 
624  00 
600  18 


Total 

$141,735  65 
125,522  12 


$16,213  53 
283  68 


$16,497  21 
6,420  77 


3 $1,058  03  $10,076  44 


Corporate  Surplus 

Surplus  December  31,  1908 $122,696  70 

Materials  recovered  by  removal  of  meters  from  con- 
sumers’ premises 529  22 

Loss  transferred  from  1909  income  account $1,058  03 

Expenses  elsewhere  unprovided  for 6 00 

Allowances  made  to  City  of  New  York 91  67 

Surplus  December  31,  1909 

Balance  transferred  from  1910  income  account 

Reduction  on  special  franchise  taxes  for  years  1907,  1908  and  1909. 
Materials  recovered  in  removing  meters  from  consumers’  premises. . . 

Total  surplus,  1910 

Less  expenses  elsewhere  unprovided  for $3  50 

Adjustment  of  bills  for  lighting  streets  and  public 

buildings  from  July,  1905,  to  May,  1909 339  43 

Interest  on  special  franchise  tax  for  years  1907,  1908 

and  1909  816  86 

Depreciation,  fixed  capital 21  45 

Surplus  December  81,  1910 


$123,225  92 


1,155  70 

$122,070  22 
10,076  44 
820  69 
786  45 

$133,753  80 


1,181  24 


$132,572  56 


2 In  1909  rent  of  store  and  basement,  $420,  was  erroneously  included  in  oper- 
ating expenses,  instead  of  being  shown  as  an  income  deduction. 

3 Loss. 
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Operating  Revenues 


Quantity  (M.  cu.  ft.)  Amount  of  revenue 


Sales  of  Gas 

1909 

1910 

1909 

1910 

Municipal  street  lighting 

7,818 

8,705 

$5,863  18 

$6,528 

31 

Lighting  municipal  buildings.. 

936 

793 

702  47 

695 

38 

Prepaid  gas 

. . 15,239 

15,184 

15,238  50 

15,184 

13 

Commercial  metered  lighting.  , 

91,064 

119,462 

91,061  07 

119,427 

83 

Total  gas  revenues 

. 115,057 

144,144 

$112,865  22 

$141,735 

65 

Operating  Expenses 
1909 

Gas  purchased  4 $72,080  60 

1910 

$78,339 

29 

Increase  or 
(D)  decrease 
$6,258  69 

Transmission  pumping  

$772 

16 

$772 

16 

Distribution  superintendence 

$1,185 

60 

2,609 

80 

1,424 

20 

Distribution  supplies  and  expenses.  . . . 

440 

51 

350 

01 

D 90 

50 

Gas  meter  and  installation  work 

4,614 

18 

5,770 

83 

1,166 

65 

Work  on  consumers’  premises 

663 

31 

1,230 

62 

567 

31 

Repairs  of  gas  mains 

1,575 

77 

1,232 

14 

D 343 

63 

Repairs  of  gas  services 

23 

37 

48 

02 

24 

65 

Repairs  of  gas  meters 

1,259 

92 

1,241 

04 

D 18 

88 

Repairs  of  distribution  tools 

67 

04 

29 

68 

D 37 

36 

Total  transmission  and  distribu- 

tion expenses  

$9,829 

70 

$13,284 

30 

$3,454 

60 

Street  lamp  repairs 

Cr.  $652 

90 

Cr.  $915 

81 

D $262 

91 

Commercial  administration 

$8,582 

51 

$8,915 

30 

$332 

79 

Promotion  office  expense 

15 

64 

15 

64 

Canvassing  and  soliciting 

20 

00 

240 

00 

220 

00 

Total  commercial  expenses 

$8,602 

51 

$9,170 

94 

$568 

43 

Salaries  and  expenses  of  general  officers 

$729 

81 

$742 

73 

$12 

92 

Salaries  and  expenses  of  general  office 

clerks  

242 

52 

264 

62 

22 

10 

General  law  expenses 

14 

67 

798 

03 

783 

36 

Miscellaneous  general  expenses 

4 

50 

4 

50 

Insurance  

634 

66 

798 

43 

163 

77 

General  amortization 

12,031 

25 

16,187 

87 

4,156 

62 

Accidents  and  damages 

4 

00 

3 

00 

D 1 

00 

General  stationery  and  printing 

381 

97 

642 

54 

160 

57 

Store  expenses  

194 

54 

402 

09 

207 

55 

Stable  expenses 

1,085 

81 

1,631 

21 

545 

40 

Inventory  adjustment  — balance 

Cr.  82 

92 

82 

92 

Total  general  expenses 

$15,236  31 

$21,375 

02 

$6,138 

71 

Total  operating  expenses 

$105,096 

22 

$121,253 

74 

$16,157 

52 

4 From  Brooklyn  Union  Gas  Company  : In  1909.  78,445  M.  cu.  ft.  at  60  cents ; 
50,027  M.  cu.  ft.  at  50  cents;  in  1910,  156.679  M.  cu.  ft.  at  50  cents.  The  price 
was  reduced  to  50  cents  on  September  1,  1909. 
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Taxes:  1909 

Assessed  and  charged  to  income..  $3,212  56 

Special  franchise 2.674  31 

Gross  earnings  — state 538  25 

Paid  during  year 440  07 

Gross  earnings — state 440  07 

Special  franchise  


1910 

$3,830  44 
3,142  63 
687  81 
11,151  62 
538  25 
5 10,613  37 


Increase  or 
(D)  decrease 
$617  88 
468  32 
149  56 
10,711  55 
98  18 
10,613  37 


PHYSICAL  EQUIPMENT 

Works  and  Holders. — This  company  has  no  works  or  holders  ; gas  is  purchased 
from  The  Brooklyn  Union  Gas  Company. 

Mains,  December  SI,  1910. — Transmission  pipe  lines,  length  in  feet,  8.550.  Dis- 
tribution pipe  line,  length  in  feet,  288,444;  increase  during  year,  41.097.  (See 
Table  V.) 

Services. — Live  service  pipes  in  use  December  31,  1910,  6,050;  net  increase 
during  year,  736.  (See  Table  VI.) 

Meters. — Number  of  consumers’  meters  in  service  December  31,  1910,  6,078 ; 
increase  during  year.  1,028.  (See  Tables  VII  and  VIII.) 


OPERATING  STATISTICS 

Gas  Bought  and  Sold  ( cu . ft.). — Bought  during  1909,  128,472,127;  sold  during 
1909,  115,056,552  ; unaccounted  for,  13,415,575. 

Bought  during  1910,  156,678,609 ; sold  during  1910,  144,144,325 ; unaccounted 
for,  12,534,284.  (See  Tables  Xl-XIIIa.) 

Materials. — Materials  on  hand,  see  Balance  Sheet  details  above. 

Accidents. — See  Tables  XXV-XXIX. 

Employees.''' — Number  of  employees  December  18,  1909.  full-time,  50  ; part-time, 
107  ; December  17,  1910,  full-time,  137  ; part-time,  27  ; salaries  and  wages  in  1909, 
$23,908.94;  in  1910.  $28,357.97.  (For  details,  see  Tables  XXX-XXXIV.) 

Officers. — President,  E.  R.  Chapman  ; Vice-President,  A.  F.  Staniford  ; Secretary, 
F B.  Jourdan  ; Treasurer.  J.  H.  Benedict ; Assistant  Secretary,  Frederick  R.  Wogan  ; 
Assistant  Treasurer,  T.  P.  Payne,  Jr.  ; General  Auditor.  James  Gilmer ; General 
Counsel,  Dykman,  Oeland  and  Kuhn  : Manager,  H.  A.  Lovell ; Engineer,  James  H. 
Jourdan  ; General  Purchasing  Agent,  George  W.  Gatehouse. 

Directors. — E.  R.  Chapman,  M.  D.  Chapman,  F.  B.  Jourdan,  James  H.  Jourdan 
and  A.  F.  Staniford. 

Main  Business  Office. — 374  Fulton  street,  Jamaica,  L.  I. 


5 Includes  $3,142.63  applicable  to  the  year  1910 ; the  balance  is  made  up  as 
follows  : 


1907  1908  1909 


Original  assessment $2,222  95  $2,573  48 

Adjusted  to  1,979  53  2,290  39 

Amount  of  reductions  credited  to  surplus.  243  42  283  09 

Interest  paid,  charged  to  surplus 389  39  291  11 


$2,674  31 
2,380  13 
294  18 
136  36 


Cash  in  settlement,  $7,466.91. 

r>  The  officers  and  employees  of  this  company  are  also  jointly  employed  by  Jamaica 
Gas  Light  Company  and  Richmond  Hill  and  Queens  County  Gas  Light  Company  and 
the  amounts  of  salaries  above  stated  are  the  proportions  chargeable  to  the  Wood- 
haven  Gas  Light  Company. 
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Note. — For  subject  index,  the  reader  is  referred  to  the  Table  of  Contents  at  the 
beginning  of  the  volume.  Abbreviations  used  below  are  as  follows: 

E = Electrical  corporations;  G = Gas  corporations;  S = Electrical  subway  cor- 
porations. 

PAGE 

E Amsterdam  Electric  Light,  Heat  and  Power  Co.  ( Lessor ) 433 

G Astoria  Light,  Heat  and  Power  Co.,  The 435 

E Ball  Electrical  Illuminating  Co.,  The  ( Inchoate ) 441 

E Bowery  Bay  Electric  Light  and  Power  Co 442 

E-G  Bronx  Gas  and  Electric  Co.,  The 445 

G Brooklyn  Borough  Gas  Co 455 

G Brooklyn  Union  Gas  Co.,  The 461 

E Brush  Electric  Illuminating  Co.  of  New  York,  The  ( Lessor ) 471 

G Central  Union  Gas  Co 475 

G Consolidated  Gas  Co.  of  New  York 484 

S Consolidated  Telegraph  and  Electrical  Subway  Co 496 

G East  River  Gas  Company  of  Long  Island  City,  The  ( Joint  operation  with 

N ew  Amsterdam  Gas  Co.) 502 

E Edison  Electric  Illuminating  Co.  of  Brooklyn 504 

S Empire  City  Subway  Co.  (Limited) 517 

G Equity  Gas  Co.  ( Operated  by  The  Brooklyn  Union  Gas  Co.) 522 

E-G  Flatbush  Gas  Co.,  The 523 

G Jamaica  Gas  Light  Co.,  The 531 

E Kings  County  Electric  Light  and  Power  Co.  ( Lessor ) 536 

G Kings  County  Lighting  Co 539 

E Long  Acre  Electric  Light  and  Power  Co 546 

G New  Amsterdam  Gas  Co 551 

G Newtown  Gas  Co.,  The 560 

E New  York  and  Queens  Electric  Light  and  Power  Co 565 

G New  York  and  Queens  Gas  Co 574 

G New  York  and  Richmond  Gas  Co 580 

E New  York  Edison  Co.,  The 587 

G New  York  Mutual  Gas  Light  Co.,  The 605 

G Northern  LTnion  Gas  Co 613 

E-G  Queens  Borough  Gas  and  Electric  Co 620 

G Richmond  Hill  and  Queens  County  Gas  Light  Co 630 

ER  Richmond  Light  and  Railroad  Co.J 635 

G Standard  Gas  Light  Company  of  the  City  of  New  York,  The 643 

E United  Electric  Light  and  Power  Co.,  The 651 

G Woodhaven  Gas  Light  Co.,  The 660 


the  operating  statistics  of  the  railway  department  appear  in  volume  III. 

Note. — No  reports  were  filed  by  the  Fleischauer  Electric  Light  and  Power  Co. 
and  the  North  Beach  Electric  Light  and  Power  Co.  The  latter  possesses  no  fran- 
chise and  the  franchise  of  the  former  is  apparently  invalid. 
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